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Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  January  10,  2008 

1  "30  P  M  DOCUMENTS  DEPT, 

Regular  Meeting  JAN  -  7  2008 

President:  Dwight  S.  Alexander  SAN  FRANCISCO 

Vice-President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtvJndex.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION   


Commission  Meeting  Procedures 


Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1 :00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery@sfqov. org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  {67 A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL:     Commission  President: 

Commission  Vice-President: 
Commissioners: 


Dwight  S.  Alexander 
Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1.  2007.071 8C  (A.  HOLLISTER:  (415)  575-9078) 
507  COLUMBUS  AVENUE  -  west  side  between  Union  and  Green  Streets,  Lot  005  in 
Assessor's  Block  0117  -  Request  for  Conditional  Use  Authorization  to  establish  a 
retail  wine  store  and  a  bar  (dba  "Vino  Divino")  of  approximately  807  square  feet  within  the 
vacant,  existing  ground-floor  commercial  space.  No  physical  expansion  of  the  existing 
building  is  proposed.  The  bar  portion  of  the  proposal  is  intended  to  be  a  "wine  bar"  which 
will  sell  beer  and  wine  for  consumption  on-  site  with  the  retail  wine  store  portion  of  the 
business  selling  beer  and  wine  for  consumption  off-site.  This  site  is  within  the  North 
Beach  Neighborhood  Commercial  District,  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation: 

(Proposed  for  Continuance  to  January  17,  2008) 

2.  2006.1227C  (R.  CRAWFORD:  (415)  558-6358) 
5735-5757  MISSION  STREET  -  southeast  side  between  Whittier  and  Oliver  Streets  Lots 
038,  039,  040  of  Assessor's  Block  6473  -  Request  for  Conditional  Use  Authorization 
under  Planning  Code  Sections  711.11  and  711.39  to  develop  a  lot  greater  than  9,999 
square  feet  in  area  and  to  demolish  residential  units  above  the  ground  floor  in  the  NC-2 
Small  Scale  Neighborhood  Commercial  District  and  a  40-X  Height  and  Bulk  District.  The 
project  will  demolish  the  three  existing  buildings  on  the  property,  containing  7  dwelling 
units,  combine  the  lots  into  one  parcel,  and  construct  a  new  4  story  tall,  mixed  use 
building  with  22  dwelling  units,  ground  floor  commercial  space  and  underground  parking. 
Preliminary  Recommendation:  Approval  with  Conditions 

(Continued  from  Regular  Meeting  of  November  15,  2007) 
(Proposed  for  Continuance  to  February  7,  2008) 

3.  2007.12451  (T.  SULLIVAN-LENANE:  (41 5)  558-6257) 
AMENDMENTS  RELATING  TO  PLANNING  CODE  SECTIONS  725.1  AND  725.42  OF 
THE  UNION  STREET  NEIGHBORHOOD  COMMERCIAL  DISTRICT  [BOARD  FILE  NO. 
07-14251  -  Ordinance  introduced  by  Supervisor  Alioto-Pier  amending  Planning 
Code  Sections  725.1  and  725.42  of  the  Union  Street  Neighborhood  Commercial 
District  to  provide  for  a  limited  number  of  new  full-service  restaurant  uses  that  satisfy 
specific  requirements  and  obtain  conditional  use  authorization,  making  environmental 
findings  and  findings  of  consistency  with  the  General  Plan  and  priority  policies  of 
Planning  Code  Section  101.1. 

Preliminary  Recommendation:  Approval  with  Amendments 
(Proposed  for  Continuance  to  February  7,  2008) 

4.  2004.1 245E  (N.  TURRELL:  (415)  575-9047) 
300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  Assessor's  Block  0287, 
Lots  013,  014  -  Appeal  of  a  Preliminary  Mitigated  Negative  Declaration.  The  10,500 
square-foot  project  site  is  located  at  300  Grant  Avenue  (aka  272-290  Sutter  Street)  on 
the  northeast  corner  of  Grant  Avenue  and  Sutter  Street  in  the  Financial  District 
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neighborhood.  The  proposed  project  would  involve  the  demolition  of  two  buildings 
containing  approximately  35,600-square  feet  of  retail  space  and  construction  of  an 
approximately  114,354  gross  square  foot,  12-story,  130-foot  tall  building  containing  up  to 
56  residential  units,  15,000  square  feet  of  retail  space,  and  34  to  40  off-street  parking 
spaces.  The  retail  entrance  to  the  proposed  project  would  be  at  the  corner  of  Grant 
Avenue  and  Sutter  Street,  while  the  residential  lobby  entrance  would  be  at  the  corner  of 
Grant  Avenue  and  Harlan  Place.  Access  to  the  parking  garage  would  be  from  Harlan 
Place  off  Grant  Avenue.  The  site  is  zoned  C-3-R  (Downtown  Retail)  within  an  80-1 30-F 
height  and  bulk  district,  and  the  Downtown  Area  Plan  of  the  General  Plan. 
Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  December  6,  2007) 

NOTE:  On  July  12,  2007,  following  public  testimony,  the  Commission  entertained  a 
motion  to  uphold  the  Preliminary  Mitigated  Negative  Declaration  (PMND)  by  a  vote 
of  +2  -4,  the  motion  failed.  Commissioner  S.  Lee  was  excused.  The  Commission 
continued  the  matter  to  September  6,  2007  by  a  vote  +5  -1, 
(Proposed  for  Continuance  to  January  31,  2008) 

5a.       2004.1245EKVX  (J.  MILLER:  (415)  558-6344) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  northeast  corner  at 
Sutter  Street,  Lots  13  and  14  in  Assessor's  Block  287,  in  a  C-3-R  (Downtown  Retail) 
District  and  an  80-1 30-F  Height  and  Bulk  District  -  Request  for  review  under  Planning 
Code  ("Code")  Section  309  of  the  construction  of  a  new,  11 -story  mixed-use  building 
containing  approximately  43  dwelling  units,  approximately  15,000  square  feet  of  ground- 
and  second-floor  retail  space,  and  up  to  40  off-street  parking  spaces  in  a  two-level 
underground  garage,  requiring  the  authorization  of  exceptions  to  Code  standards  for 
height  above  80  feet,  building  bulk,  rear  yard,  and  off-street  parking,  as  well  as  the 
granting  of  Variances  of  Code  standards  for  usable  open  space  and  dwelling-unit 
exposure. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  December  6,  2007) 
(Proposed  for  Continuance  to  January  31,  2008) 

5b.       2004.1245EKVX  (J.  MILLER:  (41 5)  558-6344) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  northeast  corner  at 
Sutter  Street,  Lots  13  and  14  in  Assessor's  Block  287,  in  a  C-3-R  (Downtown  Retail) 
District  and  an  80-1 30-F  Height  and  Bulk  District  -  Request  for  Variance  of  Planning 
Code  standards  for  usable  open  space  and  dwelling-unit  exposure  in  conjunction  with  the 
construction  of  a  new,  11 -story  mixed-use  building  containing  approximately  43  dwelling 
units,  approximately  15,000  square  feet  of  ground-  and  second-floor  retail  space,  and  up 
to  40  off-street  parking  spaces  in  a  two-level  underground  garage. 
(Continued  from  Regular  Meeting  of  December  6,  2007) 
(Proposed  for  Continuance  to  January  31,  2008) 

B.         COMMISSIONERS'  QUESTIONS  AND  MATTERS 

6.  Proposed  adoption  of  Planning  Commission  hearing  schedule  for  2008. 

7.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 


Vr>//<  ,  .  •/  \/<  ,  liny  and  <  ah  mini 


Page  4 


San  Francisco  Planning  Commission 


Thursday,  January  10,  2008 


could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

8.  Director's  Announcements 

9.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

1 0.  (M.  SNYDER:  (41 5)  575-6891 ) 
CANDLESTICK/49ers  PROJECT  -  Informational  presentation  on  the  integrated 
development  of  Candlestick  Point  and  Parcels  A-3  and  B-E  of  the  Hunters  Point 
Shipyard. 

(Continued  from  regular  Meeting  of  December  20,  2007) 

11.  (J.  IONIN:  (415)  558-6309) 
SERVICE  STATION  CONVERSIONS  -  Informational  presentation  updating  the 
Commission  on  current  requests  for  conversion  and  a  summary  of  Zoning  Administrator 
Conversion  Determination  criteria  versus  the  criteria  for  Planning  Commission  conditional 
use  authorization. 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  REGULAR  CALENDAR 

12.  2007.0536D  (M.  WOODS:  (415)  558-6315) 
1222  SUTTER  STREET  -  north  side  between  Polk  Street  and  Van  Ness  Avenue;  Lot  009 
in  Assessor's  Block  0670  -  Mandatory  Discretionary  Review,  under  the  Planning 
Commission's  policy  requiring  review  of  medical  cannabis  dispensaries,  of  Building 
Permit  Application  No.  2007.04.1 2. 8582S,  to  legalize  an  existing  medical  cannabis 
dispensary  (dba  CannaMed  Care).  CannaMed  Care  currently  offers  onsite  smoking  for 
patients  and  staff,  although  this  would  be  prohibited  under  the  proposed  project  since  the 
site  is  located  within  1 ,000  feet  of  an  elementary  school.  No  physical  expansion  of  the 
existing  building  is  proposed.  The  subject  property  is  within  an  RC-4  District  and  the  Van 
Ness  Special  Use  District,  and  a  130-V  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  discretionary  review  and  approve  the  project 
as  proposed 

13.  2005.0336D  (T.  FRYE:  (415)  575-6822) 
252  HOLYOKE  STREET  -  between  Felton  and  Burrows  Streets;  Assessor's  Block  5976, 
Lot  006  -  Request  of  Discretionary  Review  for  residential  demolition  to  remove  two 
1906  Earthquake  Refugee  Shacks  from  the  property  to  allow  for  their  preservation  at 
alternate  locations,  to  demolish  the  non-historic  additions,  and  to  construct  a  new  single- 
family  dwelling.  The  property  is  located  within  an  RH-1  (Residential,  Single-Family) 
District  with  a  40-X  Height  and  Bulk  District.  The  Zoning  Administrator  will  hear  a  related 
rear  yard  variance  request  for  908  Page  Street,  Case  #2007.1 279V  Assessor's  Block, 
1217  Lot  002  to  relocate  one  of  the  shacks  in  a  required  rear  yard  setback. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  Project 
(Continued  from  Regular  Meeting  of  December  13,  2007) 
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14.       2005.0490E  (J.  NAVARRETE:  (415)  575-9040) 

3500  19th  STREET  -  northwest  corner  of  Valencia  and  19th  Streets  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration  for  the  construction  of  a  5-story,  50-foot- 
tall  building  totaling  approximately  29,829  square  feet,  with  17  dwelling  units,  17  off-street 
parking  spaces,  and  about  2,852  square  feet  of  retail  space.  The  project  site  (Block 
3588,  Lot  012)  is  in  the  Valencia  Neighborhood  Commercial  District  and  a  50-X  Height 
and  Bulk  District.  The  project  site  is  in  the  Eastern  Neighborhoods  Plan  Area  and  is 
subject  to  the  Housing/Mixed  Use  Guidelines.  The  proposed  project  would  require  a 
Conditional  Use  Authorization. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  November  15,  2007) 


15.  2005.0490C  (T.  FRYE:  (41 5)  575-6822) 
3500  19™  STREET  -  at  the  northwest  corner  of  19th  and  Valencia  Streets;  Assessor's 
Block  3588,  Lot  012  -  Request  for  Conditional  Use  Authorization  pursuant  to 
Planning  Code  Sections  121.1  and  726.11  to  construct  a  five-story,  17-unit  mixed-use 
development  on  a  10,000  square  foot  lot.  The  property  is  located  within  the  Valencia 
Neighborhood  Commercial  District  with  a  50-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approve  with  Conditions 
(Continued  from  Regular  Meeting  of  November  15,  2007) 

1 6.  (S.  SANCHEZ:  (41 5)  558-6326) 
INDUSTRIAL  ZONE  -  POLICIES  AND  PROCEDURES  -  A  review  of  policies  and 
procedures  for  development  proposals  in  industrial  zoning  districts  as  contained  in 
Planning  Commission  Resolution  No.  16202  and  consideration  of  adoption  of  a  resolution 
establishing  additional  policies  and  procedures  for  development  proposals  in  industrial 
zoning  districts.  Includes  presentation  from  the  Western  SoMa  Citizens  Planning 
Task  Force  regarding  institutional  uses  within  the  Western  SoMa  planning  area. 
(Continued  from  Regular  Meeting  of  December  20,  2007) 


17.  2007.1 346T  (A.  RODGERS:  (415)  558-6395) 
ADMINISTRATIVE  CODE  -  TOURIST  HOTEL  CONVERSION  ORDINANCE  -  BOARD 
FILE  07-1528  -  The  proposed  Ordinance  would  amend  the  Administrative  Code  to 
add  Section  41 F  prohibiting  conversion  of  Large  Tourist  Hotels  into  condominium 
projects.  The  Ordinance  would  allow  the  Planning  Commission  to  issue  exemptions  for 
conversion  of  up  to  500  units  in  the  following  two  year.  It  lists  criteria  for  additional 
conversions  as  determined  by  the  Planning  Commission  and  requires  applicants  for 
exemptions  to  provide  the  Planning  Department  with  certain  information  regarding  the 
conversion.  The  Ordinance  would  be  enacted  with  a  sunset  period  of  10-years. 
Preliminary  Recommendation:  Approval  with  Amendments 

18.  2007.12461  (T.  SULLIVAN-LENANE:  (41 5)  558-6257) 
AMENDMENTS  RELATING  TO  PLANNING  CODE  SECTIONS  188,  603,  AND  604,  AND 
BY  ADDING  SECTIONS  602.25  AND  602.26  [BOARD  FILE  NO.  07-14311  -  Ordinance 
introduced  by  Supervisor  Mirkarimi  amending  Planning  Code  Sections  188,  603, 
and  604,  and  by  adding  Sections  602.25  and  602.26  in  order  to  allow  for  the 
reconstruction,  rehabilitation,  or  restoration  of  non-complying  movie  theatre  projecting 
signs  and  marquees,  making  environmental  findings  and  findings  of  consistency  with  the 
General  Plan  and  priority  policies  of  Planning  Code  Section  101.1.  Preliminary 
Recommendation:  Approval. 

Preliminary  Recommendation: 

19.  2007.0725C  (E.  OROPEZA:  (41 5)  558-6381 ) 
2200  MISSION  STREET  (AKA  3417-19  18™  STREET)  -  southwest  corner  of  Mission 
and  18"1  Street;  Lot  001  in  Assessor's  Block  3589  -  Request  for  Conditional  Use 
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Authorization  pursuant  to  Planning  Code  Section  303,  to  revise  findings  per  Planning 
Commission  Motion  No.  16264.  The  23  unit  mixed-use  project,  currently  under 
construction  was  approved  as  rental  housing.  The  amendment  would  eliminate  this 
requirement.  The  site  is  within  the  NC-3  (moderate  Scale)  Neighborhood  Commercial 
District,  the  Mission  Alcoholic  Beverage  Restricted  Use  Subdistrict,  and  a  50-X/65-B 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  November  15,  2007) 

20.       2007.1019C  (R.CRAWFORD:  558-6358) 

2400  NORIEGA  STREET  -  north  side,  northwest  corner  of  Noriega  and  31st  Avenue  Lot 
003  of  Assessor's  Block  2018  -  Request  for  Conditional  Use  Authorization  under, 
Planning  Code  Section  711.81  to  develop  a  Large  Institutional  Use  (Church)  above  the 
ground  floor  and  Section  711.2  Use  Size  greater  than  3,999  square  feet  in  an  NC-2, 
Small  Scale  Neighborhood  Commercial  District  and  a  40-X  Height  and  Bulk  District.  The 
proposal  is  to  demolish  the  existing  one-story  church  building  (in  a  converted  bank 
building)  and  construct  a  new  3  story  building  11,625  square  feet  in  area  for  the  church 
with  1 1  off  street  parking  spaces. 
Preliminary  Recommendation:  Approval  with  Conditions. 

F.         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Regular  Meeting 

SAN  FRANCISCO 

President:  Dwight  S.  Alexander  PUBLIC  LIBRARY 

Vice-President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfQOV.orq 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 


days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21.  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr  Carlton  B  Goodlett  Place,  Room  409.  by 
phone  at  (41 5)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 


San  Francisco  Planning  Commission 


Thursday,  January  1 7,  2008 


1:30  PM 


ROLL  CALL: 


Commission  President: 
Commission  Vice-President: 
Commissioners: 


Dwight  S.  Alexander 
Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 

1.        ELECTION  OF  OFFICERS:  In  accordance  with  the  Rules  and  Regulations  of  the  San 


Francisco  Planning  Commission,  the  President  and  Vice  President  of  the  Commission 
shall  be  elected  at  the  first  Regular  Meeting  of  the  Commission  held  on  or  after  the  15th 
day  of  January  of  each  year,  or  at  a  subsequent  meeting,  the  date  which  shall  be  fixed  by 
the  commission  at  the  first  Regular  Meeting  on  or  after  the  15th  day  of  January  each 
year. 

(Proposed  for  continuance  to  February  7,  2008) 


1450  15  STREET  -  Lot  064  of  Assessor's  Block  3549,  bounded  by  14  Street,  Folsom 
Street,  15th  Street,  and  South  Van  Ness  Avenue  in  the  Inner  Mission  neighborhood. 
Appeal  of  Preliminary  Mitigated  Negative  Declaration  for  demolition  of  the  existing 
one-story,  20-  to  26-foot-tall,  approximately  8,226-square-foot  (sf)  industrial  building, 
constructed  in  1908,  and  the  construction  of  a  four-story  over  basement,  approximately 
43-foot-tall  building.  The  proposed,  approximately  32,300  gross-square-foot  (gsf) 
building  would  include  ten  residential  units  on  the  second  through  fourth  floors  over 
approximately  7,100  sf  of  Production,  Distribution,  &  Repair  (PDR)/Business  Service  use 
on  the  ground  and  basement  levels.  The  proposed  basement  level  would  contain  a  ten- 
space  residential  parking  garage  (about  5,600  sf)  with  ingress  and  egress  from  Shotwell 
Street.  The  proposed  project  would  result  in  an  approximately  24,000  gsf  increase  on  the 
project  site.  The  approximately  8,227-sf  project  site  is  within  a  Light  Industrial  (M-1)  use 
district  and  within  a  50-X  height  and  bulk  district. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  November  8,  2007) 
(Proposed  for  continuance  to  February  7,  2008) 

3a.       2004.0548CVE  (E.  JACKSON:  (415)  558-6363) 

1450  15th  STREET  -  northwest  corner  of  Shotwell  and  15th  Streets,  Lot  064  in  Assessor's 
Block  3549  -  Request  for  Conditional  Use  (CU)  Authorization  pursuant  to  Planning 
Code  Sections  215  and  303  to  allow  the  demolition  of  an  existing  one-story  industrial 
building  and  construction  of  a  new  four-story  mixed-use  building  with  10  residential  units 
over  Production,  Distribution,  &  Repair  (PDR)  uses  on  the  ground  and  basement  levels 
within  an  M-1  (Light  Industrial)  Zoning  District  with  a  50-X  Height  and  Bulk  designation. 
This  proposal  also  includes  Variance  requests  for  rear  yard  and  parking.  The  Zoning 
Administrator  will  consider  the  variance  application  concurrently  with  the  Planning 
Commission. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  February  7,  2008) 

3b.       2004.0548CVE  (E.  JACKSON:  (415)  558-6363) 

1450  15™  STREET  -  northwest  corner  of  Shotwell  and  15th  Streets,  Lot  064  in  Assessor's 
Block  3549  -  Request  for  Rear  Yard  and  Parking  Variances  pursuant  to  Planning  Code 
Section  134  and  151  for  the  construction  of  a  new  four-story  mixed-use  building  with  10 


2. 


2004.0548E 


(J.  BATTIS:  (415)  575-9022) 


Notice  of  Meeting  and  Calendar 


Pase  3 


residential  units  over  Production,  Distribution,  &  Repair  (PDR)  uses  on  the  ground  and 
basement  levels  within  an  M-1  (Light  Industrial)  Zoning  District  with  a  50-X  Height  and 
Bulk  designation. 

(Proposed  for  Continuance  to  February  7,  2008) 

4  2007  1143C  (E.  OROPEZA:  (415)  558-6381) 
658-666  SHOTWELL  STREET  -  west  side  between  20th  and  21st  Streets,  Lot  062  in 
Assessors  Block  3611  -  Request  for  Conditional  Use  Authorization  pursuant  to 
Planning  Code  Section  209.3(c),  to  add  eight  (8)  new  beds  to  the  existing  residential  care 
facility  for  a  total  of  29  beds  on-site,  within  the  RH-3  (House,  Three-Family)  District  and  a 
40-X  height  and  bulk  designation. 

Preliminary  Recommendation:  Approval  with  recommendations 
(Proposed  for  Continuance  to  February  14,  2008) 

5  2007.1326C  (J.  IONIN:  (41 5)  558-6309) 
2333  BUCHANAN  STREET  -  (a.k.a.  2140  Webster  St.  and  2340  Clay  St.),  north  side 
between  Buchanan  and  Webster  Streets,  Assessor's  Block  0613,  Lot  029,  Block  0628 
Lot  013,  and  Block  0628  Lot  014  -  Request  for  Conditional  Use  Authorization  under 
Planning  Code  Sections  303  and  303.4(d)(5)  for  the  California  Pacific  Medical  Center 
(CPMC)  Pacific  Campus  to  modify  conditions  of  a  previous  PUD  authorization  for  way 
finding  signs  that  exceed  the  number  and  size  of  signs  principally  permitted  by  Section 
606(b)(1)  in  an  RM-2  (Residential,  Mixed,  Moderate  Density)  District  and  a  160-F  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  April  17,  2008) 

COMMISSIONERS'  QUESTIONS  AND  MATTERS 

Adoption  of  Commission  Minutes  -  Charter  Section  4.104  requires  all  commissioners  to 
vote  yes  or  no  on  all  matters  unless  that  commissioner  is  excused  by  a  vote  of  the 
Commission.  Commissioners  may  not  be  automatically  excluded  from  a  vote  on  the 
minutes  because  they  did  not  attend  the  meeting. 

6.  Consideration  of  Adoption: 

•  Draft  Minutes  of  Regular  Meeting  of  December  6,  2007. 

•  Draft  Minutes  of  Regular  Meeting  of  December  13,  2007. 

•  Draft  Minutes  of  Regular  Meeting  of  December  20,  2007. 

7.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 
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10.  (K.  AMDUR:  (415)  558-6351) 
555  MISSION  STREET  -  south  side  between  1st  and  2nd  Streets,  Assessor's  Block  3721, 
Lot  No.  120.  The  subject  property  is  within  the  C-3-0  (Downtown,  Office)  District,  500-S 
and  550-S  Height  and  Bulk  Districts,  and  the  Transbay  Special  Use  District. 
Informational  Presentation  on  the  public  art  proposal  for  the  office  development 
project  that  is  currently  under  construction  on  the  project  site.  The  office  project  was 
approved  by  the  Commission  in  2001,  and  consists  of  a  31-  story  building  with  approx. 
550,000  sq.ft.  of  office  space,  below-grade  parking  and  an  11,000  sq.ft.  plaza. 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing. 

1 1 .  2007. 1 332A  (S.  MIDDLEBROOK:  (415)  558-6372) 
DR.  CARLETON  B.  GOODLETT  PLACE  (CITY  HALL)  -  Assessor's  Block  0787;  Lot  001, 
on  the  block  bounded  by  McAllister,  Gove,  and  Polk  Streets  and  Van  Ness  Avenue.  The 
subject  property  is  the  Board  of  Supervisors'  Chamber  in  City  Hall,  a  contributing 
structure  to  the  Civic  Center  Historic  District,  local  San  Francisco  Landmark  Number  21. 
The  site  is  zoned  P  (Public)  with  an  80-X  Height  and  Bulk  limit.  The  proposal  is  a  request 
for  a  Certificate  of  Appropriateness  in  order  to  make  the  president's  dais  and  the 
clerk's  desk  in  the  Board  of  Supervisors'  chamber  accessible  to  persons  with  disabilities. 
The  scope  of  work  for  the  proposed  project  is  limited  to  the  president's  dais  and  the 
clerk's  desk  within  the  Board  of  Supervisors'  chamber  in  City  Hall. 

Preliminary  Recommendation:  Approval 

F.  REGULAR  CALENDAR 

12.  2006.1525C  (A.  STARR:  (415)  558-6362) 
2829  CALIFORNIA  STREET  &  1933-1935  DIVISADERO  STREET  -  southwest  corner  of 
California  and  Divisadero  Streets,  Lots  028  and  003,  in  Assessor's  Block  1028  -  Request 
for  Conditional  Use  Authorization  under  Planning  Code  Sections  121.1,  303  and 
711.11  to  allow  a  development  on  a  lot  greater  than  10,000  sq.  ft.  in  an  NC-2  (Small 
Scale  Neighborhood  Commercial)  District  and  a  40-X  Height  and  Bulk  District.  The 
existing  L-shaped  property  consists  of  two  lots  containing  a  total  of  10,587  square  feet. 
The  property  is  currently  developed  with  a  2-story  building  (previously  used  as  an 
ambulance  repair  facility)  fronting  on  California  Street  and  a  parking  lot  fronting  on 
Divisdaero  Street.  The  project  consists  of  demolishing  the  existing  building  and 
constructing  two,  4-story,  mixed-use  buildings,  one  fronting  on  California  Street  and  one 
fronting  on  Divisadero  Street.  Combined,  the  two  buildings  will  have  a  total  of  12 
residential  units,  21  independently  accessible  parking  spaces,  8  bicycle  parking  spaces 
and  approximately  6,830  square  feet  of  gross  commercial  and  office  space  at  the  ground 
floor.  Both  structures  will  be  40'  in  height  and  will  cover  the  entire  site  at  the  ground  floor. 
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The  Divisadero  Street  building  will  have  a  27.5'  rear  yard  setback  at  the  upper  floors  and 
the  California  Street  building  will  have  a  34.5'  rear  yard  setback  at  the  upper  floors. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  December  6,  2007) 

13a       2007  1046CV  (J.  IONIN:  (41 5)  558-6309) 

1654  HAIGHT  STREET  -  north  side  between  Cole  and  Clayton  Streets,  Assessor's  Block 
1230,  Lot  012  -  Request  for  Conditional  Use  Authorization  under  Planning  Code 
Sections  303,  71 9.24,  781  9(a)(4)  for  the  creation  of  an  outdoor  dining  area  at  the  rear  of 
an  existing  restaurant  (d.b.a.  "El  Balazo")  and  to  allow  the  expansion  of  this 
nonconforming  restaurant  that  serves  alcohol  in  the  Haight  Street  Neighborhood 
Commercial  District,  the  Haight  Street  Alcohol  Restricted  Use  Subdistrict  and  a  40-X 
Height  and  Bulk  District.  The  proposal  is  also  the  subject  of  a  rear  yard  variance. 
Preliminary  Recommendation:  Approval  with  Conditions 

13b.      2007.1046CV  (J.  IONIN:  (415)  558-6309) 

1654  HAIGHT  STREET  -  north  side  between  Cole  and  Clayton  Streets,  Assessor's  Block 
1230,  Lot  012,  located  in  the  Haight  Street  Neighborhood  Commercial  District,  the  Haight 
Street  Alcohol  Restricted  Use  Subdistrict  and  in  a  40-X  Height  and  Bulk  District  - 
Request  for  Variance  for  an  outdoor  dining  area  in  the  required  rear  yard  of  an  existing 
restaurant  (d.b.a.  "El  Balazo").  The  subject  property  has  a  depth  of  137.5  feet  and 
requires  a  rear  yard  depth  of  34.5  feet  measured  from  the  rear  property  line.  The 
proposal  would  encroach  approximately  14'-6"  into  the  required  rear  yard  and  extend  to 
within  approximately  20  feet  of  the  rear  property  line. 

14.  2005.0893E  (B.  BOLLINGER:  (415)  575-9024) 
1650  BROADWAY  -  Appeal  of  Preliminary  Mitigated  Negative  Declaration.  The 

proposed  project  at  1650  Broadway  includes  the  merger  of  two  vacant  lots  (Assessor's 
Block  0570,  Parcels  10  and  11)  and  construction  of  a  new  eight-story,  approximately  80- 
foot-tall,  85,200  gross  square  foot  (gsf)  residential  building  with  34  units  and  a  two-level 
subterranean  parking  garage  with  49  independently  accessible  spaces.  The  13,624- 
square-foot  project  site  is  located  on  the  north  side  of  Broadway,  between  Van  Ness 
Avenue  and  Franklin  Street  in  the  Pacific  Heights  Neighborhood  and  is  currently  being 
used  for  private  parking.  The  project  site  is  within  a  RM-3  (Residential,  Mixed,  Medium 
Density)  use  district  and  an  80-A  height  and  bulk  district.  The  project  would  require 
Conditional  Use  authorization  for  the  portion  of  the  building  height  above  40  feet  in  a 
residential  zoning  district,  and  a  variance  for  rear  yard  modification. 
Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  November  15,  2007) 

15.  (S.  DENNIS/S.  SHOTLAND:  (415)  558-6314/  558-6308) 
VISITACIQN  VALLEY  SCHLAGE  LOCK  MASTER  PLAN  -  Staff  will  present  information 
on  the  Visitacion  Valley  Schlage  Lock  planning  process..  Staff  will  brief  the  Commission 
on  the  workshop  series,  present  the  draft  Design  For  Development  document  that  was 
developed  from  that  public  process  and  provide  a  general  schedule  for  final  plan 
development,  including  actions  that  the  Planning  Commission  will  be  asked  to  consider 
taking  in  the  future  to  adopt  the  final  plan. 

Preliminary  Recommendation:  Informational  presentation,  no  action  required. 

16  (D.  ALUMBAUGH:  (415)  558-6601) 

TRANSBAY  TRANSIT  CENTER/CALTRAIN  DOWNTOWN  EXTENSION  PROJECT  - 
Staff  of  the  Transbay  Joint  Powers  Board  will  give  an  Informational  Presentation  on  the 

status  and  content  of  the  Transbay  Transit  Center/Caltrain  Downtown  Extension  Project, 
and  the  recent  design  competition  for  the  terminal  and  tower. 
Preliminary  Recommendation:  Informational  only,  no  action  requested 
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17.  2007.0942D  (A.  PUTRA:  (4150  575-9079) 
221  SANTA  ROSA  AVENUE  -  south  side  between  San  Jose  Avenue  and  Capistrano 
Avenue;  Lot  015  in  Assessor's  Block  3145  -  Request  for  Discretionary  Review  of 
Building  Permit  Application  No.  2007.06.12.3674,  proposing  construction  of  a  single-story 
addition  at  the  west  side  of  an  existing  dwelling  in  a  RH-1  (Residential,  House,  One- 
Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  proposed. 

1 8.  2007. 1 1 99D  (A.  PUTRA:  (415)  575-9079) 
160  BROADMOOR  DRIVE  -  west  side  between  Winston  Drive  and  Stonecrest  Drive;  Lot 
001 F  in  Assessor's  Block  7235  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.07.06.6111,  proposing  construction  of  a  single-story  addition  with 
roof  deck  at  the  rear  of  an  existing  dwelling  in  a  RH-1(D)  (Residential,  House,  One- 
Family,  Detached)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  proposed. 

PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN 
CLOSED 


At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

19.       2004.0773EIMTZC  (L.  KIENKER:  (415)  575-9036) 

55  LAGUNA  STREET  (AKA  218  -  220  BUCHANAN  STREET)  -  most  of  the  blocks  bound 
by  Laguna,  Haight,  Buchanan  and  Hermann  Streets,  Lots  1,  2  and  a  portion  of  Lot  3  in 
Assessor's  Block  870  and  Lots  1  and  1A  in  Assessor's  Block  857  -  Certification  of  the 
Final  Environmental  Impact  Report  related  to  the  proposal  to  construct  seven  (7)  new 
buildings  and  adaptively  reuse  three  (3)  existing  buildings  to  create  approximately  330 
dwelling  units,  a  large  institutional  residential  care  facility  to  accommodate  senior 
residents  (operated  by  "open-house"),  approximately  12,000  square  feet  of  community 
facility  space,  no  more  than  4,  999  occupied  square  feet  of  commercial/retail  space,  and 
approximately  310  off-street  parking  spaces.  The  project  would  include  construction  of 
an  approximately  25,000  square  foot  publicly-accessible  park  on  the  former  Waller  Street 
right-of-way  and  a  community  garden  of  approximately  10,000  square  feet.  The  existing 
University  of  California  Extension  site  is  located  in  a  P  (Public)  Zoning  District  and  80-B 
and  40-X  Height  and  Bulk  Districts. 
Preliminary  Recommendation:  Certify  EIR 

NOTE:  The  public  hearing  on  the  Draft  EIR  is  closed.  The  public  comment  period 
for  the  Draft  EIR  ended  on  May  2,  2007.  The  Planning  Commission  does  not 
conduct  public  review  of  Final  EIRs.  Public  comments  on  the  certification  may  be 
presented  to  the  Planning  Commission  during  the  Public  Comment  portion  of  the 
Commission  calendar. 

(Continued  from  Regular  Meeting  of  December  20,  2007) 

20a.      2004.0773EIMTZC  (S.  VELLVE:  (415)  558-6263) 

55  LAGUNA  STREET  (AKA  218  -  220  BUCHANAN  STREET)  -  most  of  the  blocks  bound 
by  Laguna,  Haight,  Buchanan  and  Hermann  Streets,  Lots  1,  2  and  a  portion  of  Lot  3  in 
Assessor's  Block  870  and  Lots  1  and  1A  in  Assessor's  Block  857  -  Adoption  of  CEQA 
findings,  Consideration  of  Alternatives  and  Mitigation  Measures,  and  Statement  of 
Overriding  Considerations  related  to  the  certification  of  the  Final  Environmental  Impact 
Report  for  the  project  described  in  Item  19. 
Preliminary  recommendation:  Adopt  the  CEQA  findings 
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(Continued  from  Regular  Meeting  of  December  20,  2007) 


20b       2004.0773EIMTZC  (S.  VELLVE:  (415)  558-6263) 

55  LAGUNA  STREET  (AKA  218  -  220  BUCHANAN  STREET)  -  most  of  the  blocks  bound 
by  Laguna,  Haight,  Buchanan  and  Hermann  Streets,  Lots  1,  2  and  a  portion  of  Lot  3  in 
Assessor's  Block  870  and  Lots  1  and  1A  in  Assessor's  Block  857  -  Request  for  General 
Plan  amendments  related  to  the  project  described  in  Item  19.  The  General  Plan 
amendments  consist  of  changes  to  the  Market  and  Octavia  Area  Plan  element  of  the 
General  Plan  to  amend  Map  1  -  Land  Use  Districts  from  "P"  (Public)  to  RM-3  (Mixed, 
Medium  Density)  and  NC-3  (Moderate  Scale  Neighborhood  Commercial)  and  Map  3  - 
Height  Districts  from  40-X  and  80-B  to  40-X,  50-X  and  85-X,  amendment  to  the  Housing 
element,  Residence  element  and  Land  Use  Index  of  the  General  Plan  to  amend  Map  2  - 
Generalized  Residential  Land  Use  Plan  from  Public/Open  Space  tc  Residential  and 
Mixed  Use  and  Map  3-  Residential  Density  Plan  from  Public  to  Moderately  High  Density. 
Preliminary  Recommendation:  Adopt  the  resolution 
(Continued  from  Regular  Meeting  of  December  20,  2007) 

20c.      2004.0773EIMJZC  (S.  VELLVE:  (41 5)  558-6263) 

55  LAGUNA  STREET  (AKA  218  -  220  BUCHANAN  STREET)  -  most  of  the  blocks  bound 
by  Laguna,  Haight,  Buchanan  and  Hermann  Streets,  Lots  1,  2  and  a  portion  of  Lot  3  in 
Assessor's  Block  870  and  Lots  1  and  1A  in  Assessor's  Block  857  -  Request  for 
Planning  Code  text  amendment  related  to  the  project  described  in  Item  19.  The 
Planning  Code  text  amendment  consists  of  adding  Section  249.23  to  the  Planning  Code 
to  create  the  Laguna.  Haight,  Buchanan  and  Hermann  Streets  Special  Use  District.  The 
specific  provisions  of  the  Laguna,  Haight,  Buchanan  and  Hermann  Streets  Special  Use 
District  would  (a)  establish  maximum  parking  standards  (b)  generally  impose 
performance  standards  for  residential  and  non-residential  off-street  parking  (c)  impose  a 
maximum  off-street  loading  standard  (d)  generally  impose  a  unit  mix  standard  for 
residential  density  and  (e)  acceptance  of  community  infrastructure  improvements. 
Preliminary  recommendation:  Adopt  the  resolution 
(Continued  from  Regular  Meeting  of  December  20,  2007) 

20d..     2004.0773EIMTZC  (S.  VELLVE:  (41 5)  558-6263) 

55  LAGUNA  STREET  (AKA  218  -  220  BUCHANAN  STREET)  -  most  of  the  blocks  bound 
by  Laguna,  Haight,  Buchanan  and  Hermann  Streets,  Lots  1,  2  and  a  portion  of  Lot  3  in 
Assessor's  Block  870  and  Lots  1  and  1A  in  Assessor's  Block  857  -  Request  for  zoning 
map  amendments  related  to  the  project  described  in  Item  19.  The  zoning  map 
amendments  consist  of  (1)  reclassifying  the  height  and  bulk  districts  for  the  project  site 
shown  on  Map  7H  of  the  Zoning  Maps  from  40-X  and  80-B  to  40-X,  50-X  and  85-X  and 
(2)  reclassifying  the  use  district  on  Map  7  from  P  (Public)  to  RM-3  (Mixed,  Medium 
Density)  and  NC-3  (Moderate  Scale  Neighborhood  Commercial)  and  (3)  adding  the 
Laguna,  Haight,  Buchanan  and  Hermann  Streets  Special  Use  District  to  Map  7SU. 
Preliminary  Recommendation:  Adopt  the  resolution 
(Continued  from  Regular  Meeting  of  December  20,  2007) 

20e       2004.0773EIMTZC  (S.  VELLVE:  (415)  558-6263) 

55  LAGUNA  STREET  (AKA  218  -  220  BUCHANAN  STREET)  -  most  of  the  blocks  bound 
by  Laguna,  Haight,  Buchanan  and  Hermann  Streets,  Lots  1,  2  and  a  portion  of  Lot  3  in 
Assessor's  Block  870  and  Lots  1  and  1A  in  Assessor's  Block  857  -  Request  for 
Conditional  Use  authorization  to  (1)  locate  a  community  facility  in  an  R  (Residential) 
District  and  (2)  to  develop  lots  in  excess  of  10,000  square  feet  in  an  NC-3  District  and  (3) 
to  develop  a  non-residential  use  in  excess  of  5,999  square  feet  in  an  NC-3  District  and  a 
Planned  Unit  Development  for  (4)  exceptions  to  modify  the  location  of  the  required  rear 
yard  and  (5)  to  modify  dwelling  unit  exposure  for  approximately  8  dwelling  units  and  (6)  to 
modify  compliance  with  the  dimension  provisions  for  common  open  space  for  the  project 
described  in  Item  19. 
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Preliminary  recommendation:  Approval  with  conditions 
(Continued  from  Regular  Meeting  of  December  20,  2007) 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 


The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Commission  Chambers  -  Room  400  ^c^ENTSfl^>, 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place  ~ 

Thursday,  January  24,  2008  2  2008 

1:30  PM  ,  m 

Regular  Meeting  < 

President:  Dwight  S.  Alexander  v 
Vice-President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfQov.orci 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21.  2001.  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www  sfgov  org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(a>sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 


Commission  President: 
Commission  Vice-President: 
Commissioners: 


Dwight  S.  Alexander 
Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CLOSED  SESSION 

The  Planning  Commission  will  take  public  comment  on  the  matter  to  be  discussed  in  Closed 
Session  and  will  consider  a  motion  on  whether  to  assert  the  attorney-client  privilege  regarding  the 
matter  listed  below  as  Conference  with  Legal  Counsel. 

THE  PLANNING  COMMISSION  WILL  GO  INTO  CLOSED  SESSION  TO  DISCUSS  THE 
FOLLOWING  ITEM: 

Conference  with  Legal  Counsel  -  Pursuant  to  California  Government  Code  Section  54956.9(c) 
and  San  Francisco  Administrative  Code  Section  67.10(d)  to  discuss  whether  to  initiate  litigation 
against  the  Academy  of  Art  University. 

FOLLOWING  THE  CLOSED  SESSION,  THE  PLANNING  COMMISSION  WILL  RECONVENE  IN 
OPEN  SESSION. 

The  Planning  Commission  will  make  an  announcement  following  Closed  Session  and  will 
consider  a  motion  regarding  whether  to  disclose  the  discussions  during  Closed  Session. 


B.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


140  ELLIS  STREET  -  between  Cyril  Magnin  and  Powell  Street;  Lot  023  in  Assessor's 
Block  326  -  Request  for  Conditional  Use  Authorization  to  convert  65  of  the  existing  77 
residential  hotel  rooms  into  tourist  hotel  rooms  within  the  six-story  mixed  use  structure. 
This  change  of  use  would  increase  the  number  of  tourist  rooms  from  the  existing  66 
rooms  to  a  total  of  131  tourist  hotel  rooms  with  12  residential  hotel  rooms  still  remaining 
within  the  building.  The  project  does  not  propose  any  modifications  to  the  building 
exterior  or  interior  and  consists  of  the  change  of  use  only.  As  required  under  the  San 
Francisco  Administrative  Code,  the  65  residential  hotel  rooms  at  the  project  site  (to  be 
converted  to  tourist  hotel  rooms)  will  be  replaced  at  317  Leavenworth  Street.  (A 
companion  variance  case  for  317  Leavenworth  (Case  No.  2007.1164V)  will  be 
considered  by  the  Zoning  Adminstrator  concurrently  with  this  case.)  The  project  site  is 
located  in  a  C-3-G  (Downtown  General  Commercial)  Zoning  District  and  an  80-1 30-F 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  10,  2  008) 
(Proposed  for  Continuance  to  January  31,  2008) 

2.         2007.1164V  (D.  DIBARTOLO:  (415)  558-6291) 

317  LEAVENWORTH  STREET  -  northwest  corner  with  Eddy  Street;  Lot  005  in 
Assessor's  Block  0334  -  Request  for  Residential  Open  Space  and  Off-Street  Parking 
Variances.  The  proposal  is  to  convert  the  existing  65  tourist  hotel  room  into  65 
residential  hotel  rooms  in  conjunction  with  a  reverse  conversion  at  140  Ellis  Street.  The 
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existing  building  occupies  the  lot  almost  entirely,  and  none  of  the  proposed  residential 
hotel  rooms  would  be  provided  with  any  private  or  common  open  space,  nor  would  any 
off-street  parking  spaces  be  provided.  The  project  site  is  located  in  an  RC-4  (Residential- 
Commercial,  Combined,  High  Density)  Zoning  District  and  an  80-T  Height  and  Bulk 
District.  (This  is  a  companion  case  to  conditional  use  authorization  Case  No. 
2007.1 163C,  140  Ellis  Street.) 
(Proposed  for  Continuance  to  January  31,  2008) 

3         2007.0916C  (C.  TEAGUE:  (415)  575-9081) 

52-54  PORE  STREET  -  southwest  side,  between  Howard  and  Folsom  Streets,  Lots  042 
and  043  in  Assessor's  Block  3518  -  Request  for  Conditional  Use  Authorization 
pursuant  to  Planning  Code  Sections  816.18,  816.21  and  303  to  establish  a  residential 
care  facility  and  social  service  provider  (Progress  Foundation)  in  an  approximately 
12,750  square  foot  building  within  an  SLR  (Service,  Light  Industrial,  Residential)  Zoning 
District  and  a  50-X  Height  and  Bulk  designation.  The  proposal  is  to  offer  a  short-term 
residential  care,  urgent  care,  and  community  placement  facility  with  no  exterior  expansion 
of  the  existing  building. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  December  13,  2007) 
(Proposed  for  Continuance  to  February  7,  2008) 

4.  2007.0703D  (G.  CABREROS:  (415)  558-6169) 
850  FRANCISCO  STREET  -  north  side  between  Leavenworth  and  Hyde  Streets;  Lot  005 
in  Assessor's  Block  0045  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.10.18.5416  proposing  to  revise  an  issued  building  permit 
application  for  new  construction  of  a  four-story,  single  family  residence.  The  revision 
consists  of  construction  of  two  additional  basement  levels  within  the  footprint  of  the 
proposed  new  construction  project.  The  property  is  located  in  an  RH-1(D)  (Residential, 
House,  One-Family,  Detached)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  project 
(Proposed  for  Continuance  to  March  6,  2008) 

5.  2007.0072C  (R.  CRAWFORD:  (415)  558-6358) 
2367  MARKET  STREET  -  aka  3970  17th  Street  north  side  between  Castro  and  Noe 
Streets  Lot  036  of  Assessor's  Block  3563  -  Request  for  Conditional  Use  Authorization 
under,  Planning  Code  Section  186.1  to  expand  an  existing  nonconforming  Neighborhood 
Commercial  use  (a  bar  and  place  of  entertainment  on  the  second  floor),  Section  721.44 
to  develop  a  Small  Self-Service  Restaurant  on  the  ground  floor  of  the  addition,  Section 
721.48  Other  Entertainment,  to  expand  nights  of  dancing  and  live  entertainment  (DJs)  to 
7  nights  per  week,  and  Section  721.53  to  develop  a  Business  Service  use  space  on  the 
top  floor  in  the  Upper  Market  Neighborhood  Commercial  District  and  a  65-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  March  20,  2008) 

6.  2007.1 113EJ  (C.  NIKITAS:  (415)  558-6306) 
AMENDMENTS  TO  PLANNING  CODE  SECTION  303/PROTECTION  OF  SOLAR 
ENERGY  SYSTEMS  -  Ordinance  introduced  by  Supervisor  Mirkarimi  as  part  of 
Board  File  No.  07-1338,  that  would  add  Section  303(n)  to  the  Planning  Code,  to  require 
Conditional  Use  authorization  for  any  structure  that  would  shade  a  previously  registered 
Solar  Energy  System,  and  requiring  the  Planning  Department  to  review  and  manage 
system  registrations. 

Preliminary  Recommendation:  pending 

(Continued  from  Regular  Meeting  of  December  6,  2007) 

(Proposed  for  Continuance  to  March  6,  2008) 
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c. 


COMMISSIONERS'  QUESTIONS  AND  MATTERS 


7. 


Commission  Comments/Questions 


Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 


(S.  SANCHEZ:  (415)  558-6326) 

8.  Discussion  of  the  Academy  of  Art  University's  code  violations,  enforcement  actions  and 
institutional  master  plan. 

Preliminary  Recommendation:  Informational/discussion  only.  No  Action. 
D.        DIRECTOR'S  REPORT 

9.  Director's  Announcements 

10.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

11.  2001.1398  (D.  ALUMBAUGH:  (415)  558-6601) 


TREASURE   ISLAND.    INFORMATIONAL   PRESENTATION   ON   THE  TREASURE 
ISLAND  DEVELOPMENT  PLAN  -  Staff  of  the  Mayor's  Office  and  representatives  from 
Treasure  Island  Community  Development,  LLC  will  give  an  informational 
presentation  on  the  status  and  content  of  the  development  plan  for  Treasure  Island. 
Preliminary  Recommendation:  Informational  only,  no  action  requested. 


E.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

F.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN 
CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time 

G.  CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 


CHINATOWN  YMCA  RENOVATION  AND  BUILDING  ADDITION  PROJECT  - 
Certification  of  the  Final  Environmental  Impact  Report  -  prepared  for  proposed 
additions  to  and  renovations  of  the  existing  YMCA  to  create  approximately  48,750  square 
feet  (sf)  of  expanded  recreation,  community  services  and  residential  uses  at  855 
Sacramento  Street  (Assessors  Block  0242  and  Lot  27).  The  proposed  project  would 
include  three  elements:  (1)  interior  renovation  of  the  existing  three-story-over- 
basement/ground  floor,  45-foot-tall,  25,950-sf  building;  (2)  construction  of  a  new  three- 
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story,  approximately  39-foot  9-inch-tall,  19,350-sf  east  wing  addition;  and  (3)  construction 
of  a  new  four-story,  approximately  32-foot  4-inch-tall,  3,500-sf  rear  addition  to  the  existing 
building  along  Sabin  Place.  The  proposed  project  would  result  in  a  total  of  25  residential 
hotel  rooms,  a  new  aquatic  center,  new  wellness  center  and  expanded  community 
center.  The  project  site  is  located  within  the  Chinatown  Residential/Neighborhood 
Commercial  zoning  district  and  within  a  65-A  height  and  bulk  district. 
NOTE:  The  public  hearing  on  the  Draft  EIR  is  closed.  The  public  comment  period 
for  the  Draft  EIR  ended  on  November  30,  2007.  The  Planning  Commission  does  not 
conduct  public  review  of  Final  EIRs.  Public  comments  on  the  certification  may  be 
presented  to  the  Planning  Commission  during  the  Public  Comment  portion  of  the 
Commission  calendar. 
Preliminary  Recommendation:  Certify  EIR 

H.         REGULAR  CALENDAR 

13.  1999.0536EC  (A.  HEITTER  415-558-6602) 
855  SACRAMENTO  STREET  -  south  side  between  Grant  Street  and  Stockton  Street  N., 
Lot  27,  in  Assessor's  Block  242  -  Request  for  Conditional  Use  Authorization  to  allow 
an  expansion  of  the  Chinatown  YMCA  on  a  parcel  greater  than  5,000  square  feet  in  lot 
area  and  in  excess  of  50  ft.  maximum  street  frontage;  and  building  height  exceeding  35 
feet  related  to  the  proposal  to  construct  an  approximately  40-foot-tall,  19,350  sq.  ft. 
addition  to  the  existing  east  facade;  to  construct  an  approximately  32-foot-tall,  3,500  sq. 
ft.  addition  at  the  rear  of  the  existing  building;  to  renovate  and  reconfigure  the  interior  of 
the  existing  building;  to  convert  the  existing  21  residential  hotel  rooms  and  10  tourist 
hotel  rooms  of  the  existing  building  in  to  25  residential  hotel  rooms  and  related  facilities. 
The  subject  property  is  in  the  CR-NC  (Chinatown  Residential  Neighborhood  Commercial) 
Zoning  District  and  a  65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 

14.  2006.0689D  (E.  JACKSON:  (415)  558-6363) 
585  TEXAS  STREET  -  west  side,  between  20th  and  22nd  Streets,  Lot  052  in  Assessor's 
Block  4102  -  Mandatory  Discretionary  Review  of  Building  Permit  Application  number 
2006.06.13.3915  under  the  Planning  Commission's  policy  requiring  review  of  residential 
demolitions.  The  proposal  is  to  demolish  the  existing  one-story  single-family  dwelling  unit 
and  construct  a  two-story  two-unit  structure.  The  subject  property  is  located  within  an 
RH-2  (Residential,  House,  Two-Family)  District  with  a  40-X  Height  and  Bulk  designation. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  the  Building 
Permit  Application  with  modifications. 

15.  2007.12661  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  PLANNING  CODE  BY  ADDING  SECTIONS  785  AND  786 
CREATING  THE  EXCELSIOR  ALCOHOL  RESTRICTED  USE  DISTRICT  AND  THE 
NORTH  BEACH  ALCOHOL  RESTRICTED  USE  DISTRICT  [BOARD  FILE  NO.  07-14641. 
Ordinance  introduced  by  Supervisors  Peskin  and  Sandoval  amending  Planning 
Code  by  adding  Section  785  to  create  an  Excelsior  Alcohol  Restricted  Use  District 
prohibiting  new  off-sale  liquor  establishments  and  providing  a  five-year  sunset 
provision,  and  adding  Section  786  to  create  an  North  Beach  Alcohol  Restricted  Use 
District  prohibiting  new  off-sale  liquor  establishments  and  providing  for  a  five-year  sunset 
provision,  amending  Sectional  Maps  SU  11  and  SU  12  of  the  Zoning  Map  of  the  City  and 
County  of  San  Francisco  to  establish  the  boundaries  of  the  Excelsior  Alcohol  Restricted 
Use  District,  and  amending  Section  Map  SU  01  to  establish  the  boundaries  of  the  North 
Beach  Alcohol  Restricted  Use  District,  making  environmental  findings  and  findings  of 
consistency  with  the  General  Plan  and  priority  policies  of  Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Approval  with  Conditions 


16. 


2007.1444EI 


(D.  JONES:  (415)  558-6477) 
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CONSIDERATION  OF  AN  ORDINANCE  INITIATED  BY  SUPERVISORS  SANDOVAL 
AND  MAXWELL  ON  DECEMBER  4,  2007  (BOARD  FILE  NO.  071651)  which  would 
amend  Planning  Code  Section  176  (Enforcement  Against  Violations)  to  authorize 
the  Zoning  Administrator  to  assess  administrative  penalties  and  by  adding  Section 
176.1  to  establish  Planning  Code  enforcement  remedies  of  the  Director,  which 
include  issuance  and  recording  of  orders  of  abatement,  assessment  of  administrative 
penalties,  and  a  hearing  and  appeal  process;  making  findings  including  environmental 
findings,  Planning  Code  Section  302  findings,  and  findings  of  consistency  with  the  Priority 
Policies  of  Planning  Code  Section  101.1  and  the  General  Plan. 
Preliminary  Recommendation:  Approval 


17a.     2006.0660BEKX.      _  (C.  NIKITAS:  (415)  558-6344) 

100  CALIFORNIA  STREET  -  northwest  corner  at  Davis  Street,  a  through-lot  to 
Sacramento  Street,  Lot  017  in  Assessor's  Block  0236  -  Review  under  Planning  Code 
Section  295  of  a  proposed  addition  of  approximately  76,500  square  feet  in  six  stories  to 
an  existing  13-story  office  building  with  an  additional  1,530  square  feet  of  new  ground- 
floor  retail  space,  requiring  exceptions  to  Planning  Code  standards  for  off-street  freight 
loading,  building  bulk  and  shadowing  of  public  parks  -  in  a  C-3-0  (Downtown  Office) 
District  and  a  350-S  Height  and  Bulk  District. 

Preliminary  Recommendation:  Find  that  the  new  shadow  cast  is  not  adverse. 
(Continued  from  Regular  Meeting  of  December  13,  2007) 


17b.     2006.0660BEKX  (J.  MILLER:  (415)  558-6344) 

100  CALIFORNIA  STREET  -  northwest  corner  at  Davis  Street,  a  through-lot  to 
Sacramento  Street,  Lot  017  in  Assessor's  Block  0236  -  Review  under  Planning  Code 
Section  309  of  a  proposed  addition  of  approximately  76,500  square  feet  in  six  stories  to 
an  existing  13-story  office  building  with  an  additional  1,530  square  feet  of  new  ground- 
floor  retail  space,  requiring  exceptions  to  Planning  Code  standards  for  off-street  freight 
loading,  building  bulk  and  shadowing  of  public  parks  -  in  a  C-3-0  (Downtown  Office) 
District  and  a  350-S  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  December  13,  2007) 


17c.      2006.0660BEKX  (J.  MILLER:  (415)  558-6344) 

100  CALIFORNIA  STREET  -  northwest  corner  at  Davis  Street,  a  through-lot  to 
Sacramento  Street,  Lot  017  in  Assessor's  Block  0236  -  Request  for  allocation  of 
approximately  76,500  square  feet  of  new  office  space  pursuant  to  Planning  Code 
Sections  321  and  322  -  in  a  C-3-0  (Downtown  Office)  District  and  a  350-S  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  December  13,  2007) 


18.       2007.1211D  (C.  TEAGUE:  (415)  575-9081) 

1140  POTRERO  AVENUE  -  west  side  between  23rd  Street  and  24th  Street;  Lot  009  in 
Assessor's  Block  4211  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  number  2007.05.21.1784,  proposing  to  add  a  third  story  with  a  flat  roof,  a  3- 
story  horizontal  expansion  in  the  rear,  and  two  additional  dwelling  units  to  an  existing  2- 
story  single-family  home  in  a  RH-3  (Residential,  House,  Three-Family)  Zoning  District 
and  65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  the  Plans 
as  submitted. 


19.       2002.01 94C  (A.  HOLLISTER:  (415)  575-9078) 

464  BROADWAY  -  north  side  between  Montgomery  and  Kearny  Streets,  Lot  014  in 
Assessor's  Block  0144  -  Informational  item  request  for  exploration  of  revocation  of 
Conditional  Use  Permit  authorization  for  extended  hours  of  operation  for  the  subject  full- 
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service  restaurant  (dba  Cable  Car  Pizza).  This  site  is  within  the  Broadway  Neighborhood 
Commercial  District,  and  a  65-A-1  Height  and  Bulk  District. 
Preliminary  Recommendation:  Informational  only,  no  action  required 

20        2007.0461  C  (A.  HOLLISTER:  (41 5)  575-9078) 

448  BROADWAY  -  north  side  between  Montgomery  and  Kearny  Streets,  Lot  011  in 
Assessor  s  Block  0144  -  Request  for  Conditional  Use  Authorization  to  operate  a 
business  under  this  application  between  the  hours  of  2  AM  and  6  AM.  Specifically,  the 
project  proposal  is  to  extend  the  hours  of  operation  of  the  subject  business  (dba 
"Broadway  Express  Pizza  Restaurant")  to  3:00  AM.  No  construction  is  proposed  under 
this  application.  This  site  is  within  the  Broadway  Neighborhood  Commercial  District,  and 
a  65-A-1  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  November  15,  2007) 

21a.      2005.0298KECV  (S.  VELLVE:  (41 5)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Conditional  Use  Authorization,  pursuant 
to  Sections  157,  209.8,  221.1,  253,  253.2  and  303  of  the  Planning  Code  to  allow  off- 
street  parking  in  excess  of  the  amount  permitted  as  accessory  parking,  to  permit  the  sale 
of  alcoholic  beverages  within  1/4  mile  of  the  Polk  Street  Neighborhood  Commercial 
District,  to  demolish  a  movie  theatre,  and  to  allow  the  construction  of  a  building  which 
exceeds  40  feet  in  height  with  an  exception  to  the  bulk  limits.  The  project  proposes  to 
construct  up  to  107  dwelling  units  with  approximately  15,800  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval  with  Conditions. 

21b.      2005.0298KECV  S.  VELLVE:  (41 5)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Variances,  pursuant  to  Sections  253(c)(6), 
307(g),  152,  and  140  of  the  Planning  Code  to  modify  the  rear  yard  requirement  in  the  Van 
Ness  Special  Use  District,  to  provide  one  off-street  freight  loading  space  where  two  are 
required,  and  for  dwelling  unit  exposure  for  four  dwelling  units.  The  project  proposes  to 
construct  up  to  107  dwelling  units  with  approximately  15,800  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

22.       2007.1218C  (A.  PUTRA:  (415)  575-9079) 

955  GENEVA  AVENUE  -  north  side  between  London  and  Paris  Streets;  Assessor's  Block 
6409  -  Request  for  Conditional  Use  Authorization,  pursuant  to  Planning  Code 
Sections  712.43,  703.3  &  703.4  to  allow  a  large  fast  food  restaurant  (dba  "Little  Caesars 
Pizza")  and  formula  retail  use,  within  the  NC-3  (Moderate  Scale,  Neighborhood 
Commercial)  District,  and  65-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions. 

23        2007.0827C  (A.  BEN-PAZI:  (415)  575-9077) 

1760  POLK  STREET  -  east  side  between  Clay  and  Washington  Streets,  Lot  020  in 
Assessor's  Block  0620  -  Request  for  Conditional  Use  Authorization  to  add  a  full  bar 
use  to  an  existing  full-service  restaurant  (d.b.a.  "La  Parrilla  Grill  "  )  No  physical  expansion 
of  the  existing  building  is  proposed,  nor  any  interior  modifications.  The  bar  use  will 
require  a  type  47  ABC  license  which  allows  sale  of  beer,  wine  and  distilled  spirits  for 
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consumption  on  the  premises,  in  conjunction  with  a  bona  fide  eating  establishment.  This 
site  is  within  the  Polk  Street  Neighborhood  Commercial  District,  and  a  65-A  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions. 

5:00  P.M. 


24.  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  PROGRAM  -  The  Eastern  Neighborhoods  Program 
encompasses  the  Mission,  Central  Waterfront,  East  SoMa  and  Showplace 
Square/Potrero  Hill.  Planning  staff,  together  with  City  Agency  partners,  will  hold  an 
informal  discussion  session  with  the  Planning  Commission  to  discuss  and  answer 
questions  on  the  Final  Public  Review  Draft  Area  Plans,  which  were  released  on 
December  1st.  This  is  a  continuation  of  the  session  held  on  December  13,  2007.  (This 
session  is  expected  to  last  several  hours  and  will  include  opportunities  for  public 
comment.) 

Preliminary  Recommendation:  No  action  requested  (informational  item) 

I.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 


The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  January  31 ,  2008   documents  dept 
1:30  PM 

Special  Meeting  2008 

SAN  FRANCISCO 

President:  Dwight  S.  Alexander  PUBLIC  LIBRARV 

Vice-President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
,      ■  1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery@sfqov. org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67 A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sf  gov.  org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 
1)  Planning  Department  Case  Executive  Summary 
?)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL:     Commission  President: 

Commission  Vice-President: 
Commissioners: 


Dwight  S.  Alexander 
Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1.         2007.0348C  (A.  BEN-PAZI:  (415)  575-9077) 

631  O'FARRELL  STREET  -  south  side  between  Hyde  and  Leavenworth  Streets;  Lot  001 
through  198  in  Assessor's  Block  0322A  -  Request  for  Conditional  Use  Authorization 
pursuant  to  Section  209.6(b)  of  the  Planning  Code  to  legalize  and  operate  a  wireless 
telecommunication  facility  for  Sprint/Nextel  within  the  RC-4  (North  of  Market  Residential 
Special  Use  District)  and  an  80-T  Height  and  Bulk  district,  upon  the  roof  of  the 
approximately  210  foot  high  structure  that  contains  184  condominium  dwelling  units  over 
ground  story  commercial  space.  As  per  the  City  and  County  of  San  Francisco's  Wireless 
Telecommunication  Services  (WTS)  Facilities  Siting  Guidelines,  the  proposal  is  a  Preferred 
Location  Preference  2,  as  it  is  the  site  of  previously  approved  antenna  installations.  The 
proposal  is  to  legalize  nine  antennas  at  three  different  locations  upon  the  roof  of  the 
approximately  210-foot  high  building.  These  antennas  were  previously  installed  without 
benefit  of  a  permit  or  Conditional  Use  Authorization.  Related  equipment  would  be  placed 
within  an  interior  storage  room  on  the  twelfth  floor.  The  subject  site  is  within  300-foot  radius 
of  your  property.  This  case  is  cross  referenced  with  case  number  2005.0686C.  (Mailed 
notices  reference  this  2005.0686C  case  tracking  number  only.  This  case  can  be 
referenced  under  either  case  number.) 
Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  February  7,  2008) 


2.  2007.1 095C  (S.  YOUNG:  (415)  558-6346) 
2040  FILLMORE  STREET  -  east  side  between  California  and  Pine  Streets;  Lot  022  in 
Assessor's  Block  0653  -  Request  for  Conditional  Use  Authorization  under  Sections 
703.4,  303(c),  and  303(i)  of  the  Planning  Code  to  establish  a  Formula  Retail  Use  in  the 
Upper  Fillmore  Street  Neighborhood  Commercial  Zoning  District  and  a  40-X  Height  and 
Bulk  District.  The  proposal  is  to  convert  a  vacant  retail  sales  establishment  (previously 
occupied  by  "Smith  &  Hawken")  to  another  retail  sales  establishment  (DBA  "Ralph  Lauren", 
an  apparel  and  accessories  store).  The  proposed  retail  store  is  considered  a  Formula 
Retail  Use  under  Section  703.3  of  the  Planning  Code.  The  proposal  will  involve  tenant 
improvements  to  the  existing  commercial  space  with  new  partitions  and  merchandise 
display  areas  and  exterior  modifications  to  the  storefront  with  new  windows  and  doors. 
There  will  be  no  expansion  of  the  existing  building  envelope. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  February  14,  2008) 

3.  2005.0490E  (J.  NAVARRETE:  (415)  575-9040) 
3500  19th  STREET  -  northwest  corner  of  Valencia  and  19th  Streets  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration  for  the  construction  of  a  5-story,  50-foot- 
tall  building  totaling  approximately  29,829  square  feet,  with  17  dwelling  units,  17  off-street 
parking  spaces,  and  about  2,852  square  feet  of  retail  space.  The  project  site  (Block 
3588,  Lot  012)  is  in  the  Valencia  Neighborhood  Commercial  District  and  a  50-X  Height 
and  Bulk  District.   The  project  site  is  in  the  Eastern  Neighborhoods  Plan  Area  and  is 
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subject  to  the  Housing/Mixed  Use  Guidelines.  The  proposed  project  would  require  a 
Conditional  Use  Authorization. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  January  10,  2008) 
(Proposed  for  Continuance  to  February  21,  2008) 

4.  2005.0490C  (T.  FRYE:  (41 5)  575-6822) 
3500  19th  STREET  -  at  the  northwest  corner  of  19,h  and  Valencia  Streets;  Assessor's 
Block  3588,  Lot  012  -  Request  for  Conditional  Use  Authorization  pursuant  to 
Planning  Code  Sections  121.1  and  726.11  to  construct  a  five-story,  17-unit  mixed-use 
development  on  a  10,000  square  foot  lot.  The  property  is  located  within  the  Valencia 
Neighborhood  Commercial  District  with  a  50-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approve  with  Conditions 
(Continued  from  Regular  Meeting  of  January  10,  2008) 
(Proposed  for  Continuance  to  February  21,  2008) 

B.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

Adoption  of  Commission  Minutes  -  Charter  Section  4.104  requires  all  commissioners  to 
vote  yes  or  no  on  all  matters  unless  that  commissioner  is  excused  by  a  vote  of  the 
Commission.  Commissioners  may  not  be  automatically  excluded  from  a  vote  on  the 
minutes  because  they  did  not  attend  the  meeting. 

5.  Consideration  of  Adoption: 

•  Draft  Minutes  from  Regular  Meeting  of  January  10,  2008. 

6.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

7.  Director's  Announcements 

8.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  REGULAR  CALENDAR 

9.  (A.  JOHN-BAPTISTE:  (41 5)  558-6547) 
FY  2008-2009  BUDGET  DEVELOPMENT  DISCUSSION  -  Informational  only 
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10.  2007.1218C  (A.  PUTRA:  (415)  575-9079) 
955  GENEVA  AVENUE  -  north  side  between  London  and  Paris  Streets;  Assessor's  Block 
6409  -  Request  for  Conditional  Use  Authorization,  pursuant  to  Planning  Code 
Sections  712.43,  703.3  &  703.4  to  allow  a  large  fast  food  restaurant  (dba  "Little  Caesars 
Pizza")  and  formula  retail  use,  within  the  NC-3  (Moderate  Scale,  Neighborhood 
Commercial)  District,  and  65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  January  24,  2008) 

11.  2007.1019C  (R.  CRAWFORD:  558-6358) 
2400  NORIEGA  STREET  -  north  side,  northwest  corner  of  Noriega  and  31st  Avenue  Lot 
003  of  Assessor's  Block  2018  -  Request  for  Conditional  Use  Authorization  under, 
Planning  Code  Section  711.81  to  develop  a  Large  Institutional  Use  (Church)  above  the 
ground  floor  and  Section  71 1 .2  Use  Size  greater  than  3,999  square  feet  in  an  NC-2, 
Small  Scale  Neighborhood  Commercial  District  and  a  40-X  Height  and  Bulk  District.  The 
proposal  is  to  demolish  the  existing  one-story  church  building  (in  a  converted  bank 
building)  and  construct  a  new  3  story  building  1 1,625  square  feet  in  area  for  the  church 
with  1 1  off  street  parking  spaces. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  January  10,  2008) 

12.  2007.071 8C  (A.  HOLLISTER:  (415)  575-9078) 
507  COLUMBUS  AVENUE  -  west  side  between  Union  and  Green  Streets,  Lot  005  in 
Assessor's  Block  0117  -  Request  for  Conditional  Use  Authorization  to  establish  a 
retail  wine  store  and  a  bar  (dba  "Vino  Divino")  of  approximately  807  square  feet  within  the 
vacant,  existing  ground-floor  commercial  space.  No  physical  expansion  of  the  existing 
building  is  proposed.  The  bar  portion  of  the  proposal  is  intended  to  be  a  "wine  bar"  which 
will  sell  beer  and  wine  for  consumption  on-site  with  the  retail  wine  store  portion  of  the 
business  selling  beer  and  wine  for  consumption  off-site.  This  site  is  within  the  North 
Beach  Neighborhood  Commercial  District,  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Disapproval 

(Continued  from  Regular  Meeting  of  January  10,  2008) 

13a.      2005.0298KECV  (S.  VELLVE:  (41 5)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Conditional  Use  Authorization,  pursuant 
to  Sections  157,  209.8,  221.1,  253,  253.2  and  303  of  the  Planning  Code  to  allow  off- 
street  parking  in  excess  of  the  amount  permitted  as  accessory  parking,  to  permit  the  sale 
of  alcoholic  beverages  within  1/4  mile  of  the  Polk  Street  Neighborhood  Commercial 
District,  to  demolish  a  movie  theatre,  and  to  allow  the  construction  of  a  building  which 
exceeds  40  feet  in  height  with  an  exception  to  the  bulk  limits.  The  project  proposes  to 
construct  up  to  107  dwelling  units  with  approximately  15,800  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  January  24,  2008) 

13b.      2005.0298KECV  S.  VELLVE:  (41 5)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Variances,  pursuant  to  Sections  253(c)(6), 
307(g),  152,  and  140  of  the  Planning  Code  to  modify  the  rear  yard  requirement  in  the  Van 
Ness  Special  Use  District,  to  provide  one  off-street  freight  loading  space  where  two  are 
required,  and  for  dwelling  unit  exposure  for  four  dwelling  units.  The  project  proposes  to 
construct  up  to  107  dwelling  units  with  approximately  15,800  square  feet  of  ground-floor 
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retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

(Continued  from  Regular  Meeting  of  January  24,  2008) 

14.  2005.0470E  (S.  JONES;  (41 5)  575-9034) 
166-178  TQWNSEND  STREET  -  Public  Hearing  on  Draft  Environmental  Impact 
Report.  The  22,000  square  foot  project  site  is  located  at  178  Townsend  Street,  on  the 
corner  of  Townsend  Street  and  Clarence  Place  between  Second  Street  and  Third  Street 
(Assessor's  Block  3788,  Lot  012).  The  site  is  zoned  SLI  (Service/Light  Industrial),  is  in  a 
50-X  Height  and  Bulk  District,  and  is  occupied  by  the  California  Electric  Light  Company 
Station  B  building,  a  Contributory  Building  within  the  South  End  Historic  District.  The 
proposed  project  involves  conversion  of  the  building  from  its  current  use  as  a  valet 
parking  garage  to  a  mix  of  ground-floor  retail  and  up  to  85  housing  units,  with  accessory 
off-street  parking  for  the  residential  uses.  The  proposed  uses  would  be  housed  in  the 
existing  building  and  a  vertical  addition,  and  would  occupy  96,350  square  feet  (sf)  of  floor 
area,  including  71,500  sf  in  residential  uses, 1,050  sf  in  retail  uses,  and  13,200  sf  of 
parking.  The  proposed  vertical  addition  would  be  set  back  40  feet  from  Townsend  Street 
and  would  rise  above  the  existing  23  to  42-foot  tall  roofline  to  a  height  of  50  feet.  The 
proposed  project  also  includes  a  one-level  underground  parking  garage  with  74  parking 
spaces  in  two-car  stackers  accessed  from  Clarence  Place.  The  Draft  EIR  was  released 
December  22,  2007. 

Preliminary  Recommendation:  No  Action  Required 

Note:  Written  comments  will  be  accepted  at  the  Planning  Department's  offices  until 
the  close  of  business  on  February  5,  2008. 

15.  2007.1444EI  (D.  JONES:  (41 5)  558-6477) 
CONSIDERATION  OF  AN  ORDINANCE  INITIATED  BY  SUPERVISORS  SANDOVAL 
AND  MAXWELL  ON  DECEMBER  4,  2007  (BOARD  FILE  NO  071651)  which  would 
amend  Planning  Code  Section  176  (Enforcement  Against  Violations)  to  authorize 
the  Zoning  Administrator  to  assess  administrative  penalties  and  by  adding  Section 
176.1  to  establish  Planning  Code  enforcement  remedies  of  the  Director,  which 
include  issuance  and  recording  of  orders  of  abatement,  assessment  of  administrative 
penalties,  and  a  hearing  and  appeal  process;  making  findings  including  environmental 
findings,  Planning  Code  Section  302  findings,  and  findings  of  consistency  with  the  Priority 
Policies  of  Planning  Code  Section  1 01 .1  and  the  General  Plan. 

Preliminary  Recommendation:  Approval 

(Continued  from  Regular  Meeting  of  January  24,  2008) 

16a.      2006.0660BEKX.  (C.  NIKITAS:  (41 5)  558-6344) 

100  CALIFORNIA  STREET  -  northwest  corner  at  Davis  Street,  a  through-lot  to 
Sacramento  Street,  Lot  017  in  Assessor's  Block  0236  -  Review  under  Planning  Code 
Section  295  of  a  proposed  addition  of  approximately  76,500  square  feet  in  six  stories  to 
an  existing  13-story  office  building  with  an  additional  1,530  square  feet  of  new  ground- 
floor  retail  space,  requiring  exceptions  to  Planning  Code  standards  for  off-street  freight 
loading,  building  bulk  and  shadowing  of  public  parks  -  in  a  C-3-0  (Downtown  Office) 
District  and  a  350-S  Height  and  Bulk  District. 

Preliminary  Recommendation:  Find  that  the  new  shadow  cast  is  not  adverse. 
(Continued  from  Regular  Meeting  of  January  24,  2008) 

16b.      2006.0660BEKX  (J.  MILLER:  (41 5)  558-6344) 

100  CALIFORNIA  STREET  -  northwest  corner  at  Davis  Street,  a  through-lot  to 
Sacramento  Street,  Lot  017  in  Assessor's  Block  0236  -  Review  under  Planning  Code 
Section  309  of  a  proposed  addition  of  approximately  76,500  square  feet  in  six  stories  to 
an  existing  13-story  office  building  with  an  additional  1,530  square  feet  of  new  ground- 
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floor  retail  space,  requiring  exceptions  to  Planning  Code  standards  for  off-street  freight 
loading,  building  bulk  and  shadowing  of  public  parks  -  in  a  C-3-0  (Downtown  Office) 
District  and  a  350-S  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  24,  2008) 

16c.      2006.0660BEKX  (J.  MILLER:  (415)  558-6344) 

100  CALIFORNIA  STREET  -  northwest  corner  at  Davis  Street,  a  through-lot  to 
Sacramento  Street,  Lot  017  in  Assessor's  Block  0236  -  Request  for  allocation  of 
approximately  76,500  square  feet  of  new  office  space  pursuant  to  Planning  Code 
Sections  321  and  322  -  in  a  C-3-0  (Downtown  Office)  District  and  a  350-S  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  24,  2008) 

17.  2006.0689D  (E.  JACKSON:  (415)  558-6363) 
585  TEXAS  STREET  -  west  side,  between  20th  and  22nd  Streets,  Lot  052  in  Assessor's 
Block  4102  -  Mandatory  Discretionary  Review  of  Building  Permit  Application  number 
2006.06.13.3915  under  the  Planning  Commission's  policy  requiring  review  of  residential 
demolitions.  The  proposal  is  to  demolish  the  existing  one-story  single-family  dwelling  unit 
and  construct  a  two-story  two-unit  structure.  The  subject  property  is  located  within  an 
RH-2  (Residential,  House,  Two-Family)  District  with  a  40-X  Height  and  Bulk  designation. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  the  Building 
Permit  Application  with  modifications. 

(Continued  from  Regular  Meeting  of  January  24,  2008) 

18.  2007.1211D  (C.  TEAGUE:  (415)575-9081) 
1140  POTRERO  AVENUE  -  west  side  between  23rd  Street  and  24th  Street;  Lot  009  in 
Assessor's  Block  4211  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  number  2007.05.21.1784,  proposing  to  add  a  third  story  with  a  flat  roof,  a  3- 
story  horizontal  expansion  in  the  rear,  and  two  additional  dwelling  units  to  an  existing  2- 
story  single-family  home  in  a  RH-3  (Residential,  House,  Three-Family)  Zoning  District 
and  65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  the  Plans 
as  submitted. 

(Continued  from  Regular  Meeting  of  January  24,  2008) 

F.         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 

■  1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfoov.orct 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21.  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place.  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  foi  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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ROLL  CALL:     Commission  President: 

Commission  Vice-President: 
Commissioners: 


Dwight  S.  Alexander 
Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1a.       2004.0914CV  (E.  OROPEZA:  (415)  558-6381) 

793  SOUTH  VAN  NESS  AVENUE  -  the  northeast  corner  of  South  Van  Ness  Avenue  and 
19th  Street;  Lot  024  in  Assessor's  Block  3591  -  Request  for  Conditional  Use 
Authorization  pursuant  to  Planning  Code  Sections  121.1,  710.11  and  303  to  allow 
construction  on  a  site  that  exceeds  4,999  square  feet  in  size,  and  under  Planning  Code 
Sections  228.3  and  303  to  allow  the  conversion  of  a  gasoline  service  station  to  another 
use,  within  the  NC-1  (Neighborhood,  Commercial  Cluster)  District,  a  50-X  Height  and 
Bulk  District  and  the  proposed  Eastern  Neighborhoods  Plan  Area.  The  project  also 
includes  a  request  to  allow  a  modification  of  the  rear  yard  requirement  in  Neighborhood 
Commercial  Districts,  pursuant  to  Planning  Code  Section  134(e).  A  reduction  in  the 
parking  requirement  may  also  be  considered  pursuant  to  Planning  Code  Section 
161  (J).  The  proposal  is  to  demolish  the  vacant  gas  filling  station  and  construct  a  50-foot, 
five-story  mixed-use  building  with  29  dwelling  units. 
Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  February  14,  2008) 

1b.       2004.0914CV  (E.  OROPEZA:  (415)  558-6381) 

793  SOUTH  VAN  NESS  AVENUE  -  the  northeast  corner  of  South  Van  Ness  Avenue  and 
19,fl  Street,  Lot  024  in  Assessor's  Block  3591  -  Request  for  a  rear  yard  modification 
pursuant  to  Planning  Code  Section  134(e)  to  allow  a  modification  of  the  rear  yard 
requirement  in  Neighborhood  Commercial  Districts.  In  this  case  the  25  percent  rear  yard 
would  be  from  the  second  story  and  above. 
(Proposed  for  Continuance  to  February  14,  2008) 


2.  2007.1355T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
Ordinance  amending  the  San  Francisco  Planning  Code  by  adding  Section  785  to 
establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict  and  to 
amend  Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula 
Retail  Restricted  Use  Subdistrict  [Board  File  No.  07-1561].  Ordinance  introduced  by 
Supervisor  Ammiano  amending  the  San  Francisco  Planning  Code  by  adding  Section  785 
to  establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  amending 
Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula  Retail 
Restricted  Use  Subdistrict;  amending  Sectional  Maps  SU  07  and  SU  1 1  of  the  Zoning 
Map  of  the  City  and  County  of  San  Francisco  to  establish  the  boundaries  of  the 
Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  adopting  finding,  including 
environmental  findings  and  findings  of  consistency  with  the  priority  policies  of  Planning 
Code  Section  101.1  and  the  General  Plan. 

Preliminary  Recommendation:  Approval. 
(Proposed  for  Continuance  to  February  14,  2008) 

3.  2007.0879C  (A.  PUTRA:  (415)  575-9079) 
53  WEST  PORTAL  AVENUE  -  east  side  between  Ulloa  and  Vicente  Streets;  Lot  025  in 
Assessor's  Block  2979A  -  Request  for  Conditional  Use  Authorization  pursuant  to 
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Planning  Code  Sections  749.42,  to  legalize  a  change  of  use  from  a  large  fast  food 
restaurant  (formerly  d.b.a  as  "Sabella")  to  a  full-service  restaurant  (d.b.a.  as  "Roti  Indian 
Bistro")  within  the  West  Portal  Neighborhood  Commercial  District  and  26-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  February  21,  2008) 

4.  2007.1233C  (A.  BEN-PAZI:  (415)  575-9077) 
805  COLUMBUS  AVENUE  -  south-west  side  between  Lombard  and  Greenwich  Streets, 
Lot  047  in  Assessor's  Block  0074  -  Request  for  Conditional  Use  Authorization  to 
establish  a  real  estate  office,  larger  than  the  principally  permitted  maximum  of  1,999 
square  feet,  on  the  first  floor  of  a  mixed  use  building  within  the  North  Beach  Neighborhood 
Commercial  District,  pursuant  to  Sections  722.53  and  722.21  of  the  Planning  Code.  The 
commercial  space  measures  approximately  2,760  square  feet  and  has  never  been 
occupied.  No  physical  expansion  of  the  existing  building  is  proposed.  This  site  is  within  the 
North  Beach  Neighborhood  Commercial  District,  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Pending 

(Proposed  for  Continuance  to  February  21,  2008) 

5.  2007.1447T  (T.  SULLIVAN-LENANE  at  (415)  558-6257) 
AMENDMENTS  RELATING  TO  PLANNING  CODE  SECTIONS  102.17,  790.38.  AND 
890.37  [BOARD  FILE  NO.  07-16491  -  Ordinance  introduced  by  Supervisor  Peskin 
amending  Planning  Code  Sections  102.17,  790.38,  and  890.37  to  define  three  types 
of  entertainment  use  based  upon  size;  amending  Sections  1060,  1060.1,  1060.3, 
1070,  1070.1,  and  1070.3  of  the  San  Francisco  Police  Code  to  define  the  three  types  of 
entertainment  use  authorized  by  the  Planning  Code  and  to  require  an  application  and  the 
permit  for  a  place  of  entertainment  or  extended-hours  activity  to  specify  one  of  the  three 
types  of  entertainment  use;  adopting  findings,  including  environmental  findings  and 
findings  required  by  Section  302  of  the  Planning  Code. 

Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  March  6,  2008) 

6.  2006.1354D  (S.  VELLVE:  (415)  558-6263) 
1166  HAIGHT  STREET  -  north  side  between  Baker  and  Lyon  Streets,  Lot  014  in 
Assessor's  Block  1235  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2005.10.19.5970  to  install  a  below-grade  garage  to  create  approximately 
eight  off-street  parking  spaces  for  a  building  containing  twelve  units  located  in  an  RM-1 
(Mixed,  Low  Density)  and  40-X  Height/Bulk  District. 

Preliminary  Recommendation:  Pending 

(Continued  from  Regular  Meeting  of  November  15,  2007) 

(Proposed  for  Continuance  to  April  3,  2008) 

7.  2006.1227C  (R.  CRAWFORD:  (415)  558-6358) 
5735-5757  MISSION  STREET  -  southeast  side  between  Whittier  and  Oliver  Streets  Lots 
038,  039,  040  of  Assessor's  Block  6473  -  Request  for  Conditional  Use  Authorization 
under  Planning  Code  Sections  711.11  and  711.39  to  develop  a  lot  greater  than  9,999 
square  feet  in  area  and  to  demolish  residential  units  above  the  ground  floor  in  the  NC-2 
Small  Scale  Neighborhood  Commercial  District  and  a  40-X  Height  and  Bulk  District.  The 
project  will  demolish  the  three  existing  buildings  on  the  property,  containing  7  dwelling 
units,  combine  the  lots  into  one  parcel,  and  construct  a  new  4  story  tall,  mixed  use 
building  with  22  dwelling  units,  ground  floor  commercial  space  and  underground  parking. 
Preliminary  Recommendation:  Approval  with  Conditions 

(Continued  from  Regular  Meeting  of  January  10,  2008) 
(Proposed  for  Indefinite  Continuance) 


B.         COMMISSIONERS'  QUESTIONS  AND  MATTERS 
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8.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

9.  Director's  Announcements 

1 0.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing. 

1 1  a.     2007.01 72D  (C.  JAROSLAWSKY  (41 5)  558-6348) 

626  PARIS  STREET  -  between  France  and  Italy  Avenues;  Lot  007  in  Assessor's  Block 
6345  -  Mandatory  Discretionary  Review  under  the  Planning  Commission's  policy 
requiring  review  of  residential  demolition,  Permit  Application  No.  2006.11.08.7236,  to 
demolish  an  existing  single-family,  one-story  structure,  in  an  RH-1  (Residential,  House, 
One-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  approve  the 
project. 

1 1  b.     2007.01 77D  (C.  JAROSLAWSKY  (415)  558-6348) 

626  PARIS  STREET  -  between  France  and  Italy  Avenues;  Lot  007  in  Assessor's  Block 
6345  -  Mandatory  Discretionary  Review  under  the  Planning  Commission's  policy 
requiring  review  of  Permit  Application  No.  2006.11.08.7240  ,  for  a  replacement  structure 
pursuant  to  a  residential  demolition,  to  construct  a  new,  single-family,  one-story-over- 
garage  structure,  in  an  RH-1  (Residential,  House,  One-Family)  District  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  approve  the 
project. 

12.       2007.0916C  (C.  TEAGUE:  (415)  575-9081) 

52-54  PORE  STREET  -  southwest  side,  between  Howard  and  Folsom  Streets,  Lots  042 
and  043  in  Assessor's  Block  3518  -  Request  for  Conditional  Use  Authorization 
pursuant  to  Planning  Code  Sections  816.18,  816.21  and  303  to  establish  a  residential 
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care  facility  and  social  service  provider  (Progress  Foundation)  in  an  approximately 
12,750  square  foot  building  within  an  SLR  (Service,  Light  Industrial,  Residential)  Zoning 
District  and  a  50-X  Height  and  Bulk  designation.  The  proposal  is  to  offer  a  short-term 
residential  care,  urgent  care,  and  community  placement  facility  with  no  exterior  expansion 
of  the  existing  building. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  24,  2008) 

F.         REGULAR  CALENDAR 

1 3.  (A.  JOHN-BAPTISTE:  (415)  558-6547) 
REVIEW  PROCESS  IMPROVEMENT  RECOMMENDATIONS  (MATRIX 
CONSULTANTS)  -  Informational  Only 

14.  (W.  WYCKO:  (415)  575-9048) 
LEVEL  OF  SERVICE  (LOS)  -  Informational  public  hearing  updating  ongoing  efforts  to 
reform  existing  use  of  traffic  Level  of  Service  (LOS)  for  analysis  of  CEQA  transportation 
impacts. 

15.  2007.1211D  (C.  TEAGUE:  (415)  575-9081) 
1140  POTRERO  AVENUE  -  west  side  between  23rd  Street  and  24th  Street;  Lot  009  in 
Assessor's  Block  4211  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  number  2007.05.21.1784,  proposing  to  add  a  third  story  with  a  flat  roof,  a  3- 
story  horizontal  expansion  in  the  rear,  and  two  additional  dwelling  units  to  an  existing  2- 
story  single-family  home  in  a  RH-3  (Residential,  House,  Three-Family)  Zoning  District 
and  65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  the  Plans 
as  submitted. 

(Continued  from  Regular  Meeting  of  January  31,  2008) 

16a.      2005.0336D  (T.  FRYE:  (415)  575-6822) 

252  HOLYOKE  STREET  -  between  Felton  and  Burrows  Streets,  Assessor's  Block  5976, 
Lot  006  -  Request  for  Discretionary  Review  for  residential  demolition  to  remove  two 
1906  Earthquake  Refugee  Shacks  from  the  property  to  allow  for  their  preservation  at 
alternate  locations,  to  demolish  the  non-historic  additions,  and  to  construct  a  new  single- 
family  dwelling.  The  property  is  located  within  an  RH-1  (Residential,  Single-Family) 
District  with  a  40-X  Height  and  Bulk  District.  The  Zoning  Administrator  will  hear  a  related 
rear  yard  variance  request  for  908  Page  Street,  Case  #2007. 1279V  Assessor's  Block, 
1217  Lot  002  to  relocate  one  of  the  shacks  in  a  required  rear  yard  setback. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  Project 
(Continued  from  Regular  Meeting  of  January  10,  2008) 

16b.      2008.0068DD  (T.  FRYE:  (415)  575-6822) 

252  HOLYOKE  STREET  -  between  Felton  and  Burrows  Streets;  Assessor's  Block  5976, 
Lot  006  -  Request  for  Discretionary  Review,  under  the  Planning  Commission's  policy 
requiring  review  of  new  construction  as  a  result  of  housing  demolition,  and  a  request  of 
Discretionary  Review,  both  for  BPA  #  2005.05.20.3045  to  construct  a  new  single-family 
dwelling  an  RH-1 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  project  as 
proposed. 

(Continued  from  Regular  Meeting  of  January  10,  2008) 

17.        2007.1279V  (T.  FRYE:  (415)  575-6822) 

908  PAGE  STREET,  on  the  north  side  of  Page  Street,  between  Scott  and  Divisadero 
Streets;  Lot  012  in  Assessor's  Block  1217  in  an  RH-3  (Residential,  House,  Three-Family) 
and  a  40-X  Height  and  Bulk  District.  A  rear  yard  variance  is  sought  from  Planning  Code 
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section  134  (a)(2)  to  relocate  a  Type  A  1906  Earthquake  Refugee  Shack  into  the  required 
rear  yard  for  its  restoration  and  continued  preservation. 

18.  2007.1377D  (R.  CRAWFORD:  (415)  558-6358) 
3572  16™  STREET  -  south  side  between  Noe  and  Sanchez  Streets.  Assessor's  Block 
3564  Lot  097  -  Request  for  Discretionary  Review  of  Building  Permit  Application  No. 
2007  0824  0817  to  construct  a  deck  at  the  third  level  above  the  existing  second  level 
deck  projecting  back  6  feet  4  inches  from  the  rear  wall  of  the  building  in  an  RM-1 
(Residential  Mixed,  Low  Density)  District,  and  a  40-X  Height  and  Bulk  district. 
Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve  the 
Project. 

19.  2007.1430D  (C.  JAROSLAWSKY  (415)  558-6348) 
101  ARBOR/102  CONRAD  STREETS  -  between  Conrad  Street  and  Swiss  Avenue;  Lot 
047  and  048  (formerly  lot  039)  in  Assessor's  Block  7553  -  Request  for  Discretionary 
Review  of  Building  Permit  Application  200702073648  to  demolish  the  existing  single- 
family  structure  and  construct  a  new,  two-story-over-garage,  single-family  dwelling  within 
an  RH-1  (Residential,  House,  One-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  approve  the 
project. 

20.  2007.0632D  (S.  YOUNG:  (415)  558-6348) 
442  HAIGHT  STREET  -  north  side  between  Fillmore  and  Webster  Streets;  Lot  015  in 
Assessor's  Block  0849  -  Mandatory  Discretionary  Review,  under  the  Planning 
Commission's  policy  requiring  review  of  medical  cannabis  dispensaries,  of  Building 
Permit  Application  No.  2007.05.18.1718,  proposing  to  legalize  an  existing  medical 
cannabis  dispensary  (dba  Alternative  Herbal  Health  Services)  within  an  NC-2  (Small- 
Scale  Neighborhood  Commercial)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  the  project  with 
no  on-site  vaporizing. 

21.  2007.1356D  (G.  CABREROS:  (415)  558-6169) 
526  9™  AVENUE  -  east  side  between  Anza  and  Balboa  Streets,  Lot  043  in  Assessor's 
Block  1551  -  Staff-initiated  Discretionary  Review  of  Building  Permit  Application  No. 
2007.07.13.6756,  proposing  a  three-story  rear  addition  to  an  existing  three-story,  single- 
family  residence  in  an  RH-1  (Residential,  House,  One-Family)  District  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  with  modifications 

22.  2007.12451  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  RELATING  TO  PLANNING  CODE  SECTIONS  725.1  AND  725.42  OF 
THE  UNION  STREET  NEIGHBORHOOD  COMMERCIAL  DISTRICT  [BOARD  FILE  NO. 
07-14251  -  Ordinance  introduced  by  Supervisor  Alioto-Pier  amending  Planning 
Code  Sections  725.1  and  725.42  of  the  Union  Street  Neighborhood  Commercial 
District  to  provide  for  a  limited  number  of  new  full-service  restaurant  uses  that  satisfy 
specific  requirements  and  obtain  conditional  use  authorization,  making  environmental 
findings  and  findings  of  consistency  with  the  General  Plan  and  priority  policies  of 
Planning  Code  Section  101.1. 

Preliminary  Recommendation:  Approval  with  Amendments 
(Continued  from  Regular  Meeting  of  January  10,  2008) 

23.  2007.1328TC  (A.  RODGERS:  (415)  558-6395) 
Ordinance  adding  Section  249.35  to  the  San  Francisco  Planning  Code  to  include  the 
proposed  Excelsior  Alcohol  Restricted  Use  District  in  the  Fringe  Financial  Service 
Restricted  Use  District  prohibiting  new  fringe  financial  services,  as  defined,  with 
certain  exceptions,  including  properties  in  the  Assessor's  Blocks  fronting  on  both  sides  of 
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Mission  Street  from  Silver  Avenue  to  the  Daly  City  border;  amending  San  Francisco 
Planning  Code  Section  711  to  add  the  Fringe  Financial  Service  Use  to  the  Small-Scale 
Neighborhood  Commercial  District  (NC-2)  Zoning  Control  Table  and  Section  712  to  add 
Fringe  Financial  Service  Use  to  the  Moderate.  Scale  Neighborhood  Commercial  District 
(NC-3)  Zoning  Control  Table;  amending  Zoning  Maps  Numbers  SU11,  and  SU12  of 
Zoning  Map  of  the  City  and  County  of  San  Francisco  to  define  the  boundaries  of  the 
Fringe  Financial  Service  Restricted  Use  District;  and  making  findings,  including 
environmental  findings  and  findings  of  consistency  with  the  priority  policies  of  Planning 
Code  Section  101.1  and  the  General  Plan. 
Preliminary  Recommendation:  Approval 

24.       2004.0548E  (J.  BATTIS:  (415)  575-9022) 

1450  15th  STREET  -  Lot  064  of  Assessor's  Block  3549,  bounded  by  14th  Street,  Folsom 
Street,  15th  Street,  and  South  Van  Ness  Avenue  in  the  Inner  Mission  neighborhood. 
Appeal  of  Preliminary  Mitigated  Negative  Declaration  for  demolition  of  the  existing 
one-story,  20-  to  26-foot-tall,  approximately  8,226-square-foot  (sf)  industrial  building, 
constructed  in  1908,  and  the  construction  of  a  four-story  over  basement,  approximately 
43-foot-tall  building.  The  proposed,  approximately  32,300  gross-square-foot  (gsf) 
building  would  include  ten  residential  units  on  the  second  through  fourth  floors  over 
approximately  7,100  sf  of  Production,  Distribution,  &  Repair  (PDR)  use  on  the  ground  and 
basement  levels.  The  proposed  basement  level  would  contain  a  ten-space  residential 
parking  garage  (about  5,600  sf)  with  ingress  and  egress  from  Shotwell  Street.  The 
proposed  project  would  result  in  an  approximately  24,000  gsf  increase  on  the  project  site. 
The  approximately  8,227-sf  project  site  is  within  a  Light  Industrial  (M-1)  use  district  and 
within  a  50-X  height  and  bulk  district. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  January  17,  2008) 

25a.      2004.0548CVE  (E.  JACKSON:  (415)  558-6363) 

1450  15th  STREET  -  northwest  corner  of  Shotwell  and  15th  Streets,  Lot  064  in  Assessor's 
Block  3549  -  Request  for  Conditional  Use  Authorization  pursuant  to  Planning  Code 
Sections  215  and  303  to  allow  the  demolition  of  an  existing  one-story  industrial  building 
and  construction  of  a  new  four-story  mixed-use  building  with  10  residential  units  over 
Production,  Distribution,  &  Repair  (PDR)  uses  on  the  ground  and  basement  levels  within 
an  M-1  (Light  Industrial)  Zoning  District  with  a  50-X  Height  and  Bulk  designation.  This 
proposal  also  includes  Variance  requests  for  rear  yard  and  parking.  The  Zoning 
Administrator  will  consider  the  variance  application  concurrently  with  the  Planning 
Commission. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  17,  2008) 

25b.      2004.0548CVE  (E.  JACKSON:  (415)  558-6363) 

1450  15th  STREET  -  northwest  corner  of  Shotwell  and  15th  Streets,  Lot  064  in  Assessor's 
Block  3549  -  Request  for  Rear  Yard  and  Parking  Variances  pursuant  to  Planning  Code 
Section  134  and  151  for  the  construction  of  a  new  four-story  mixed-use  building  with  10 
residential  units  over  Production,  Distribution,  &  Repair  (PDR)  uses  on  the  ground  and 
basement  levels  within  an  M-1  (Light  Industrial)  Zoning  District  with  a  50-X  Height  and 
Bulk  designation. 

(Continued  from  Regular  Meeting  of  January  17,  2008) 

26a.      2007.1163C  (D.  DIBARTOLO:  (415)  558-6291 ) 

140  ELLIS  STREET  -  between  Cyril  Magnin  and  Powell  Street,  Lot  023  in  Assessor's 
Block  326  -  Request  for  Conditional  Use  Authorization  to  convert  65  of  the  existing  77 
residential  hotel  rooms  into  tourist  hotel  rooms  within  the  six-story  mixed  use  structure. 
This  change  of  use  would  increase  the  number  of  tourist  rooms  from  the  existing  66 
rooms  to  a  total  of  131  tourist  hotel  rooms  with  12  residential  hotel  rooms  still  remaining 
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within  the  building.  The  project  does  not  propose  any  modifications  to  the  building 
exterior  or  interior  and  consists  of  the  change  of  use  only.  As  required  under  the  San 
Francisco  Administrative  Code,  the  65  residential  hotel  rooms  at  the  project  site  (to  be 
converted  to  tourist  hotel  rooms)  will  be  replaced  at  317  Leavenworth  Street.  (A 
companion  variance  case  for  317  Leavenworth  (Case  No.  2007.1164V)  will  be 
considered  by  the  Zoning  Administrator  concurrently  with  this  case.)  The  project  site  is 
located  in  a  C-3-G  (Downtown  General  Commercial)  Zoning  District  and  an  80-1 30-F 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  24,  2  008) 

26b.     2007.1164V  (D.  DIBARTOLO:  (415)  558-6291) 

317  LEAVENWORTH  STREET  -  northwest  corner  with  Eddy  Street;  Lot  005  in 
Assessor's  Block  0334  -  Request  for  Residential  Open  Space  and  Off-Street  Parking 
Variances.  The  proposal  is  to  convert  the  existing  65  tourist  hotel  room  into  65 
residential  hotel  rooms  in  conjunction  with  a  reverse  conversion  at  140  Ellis  Street.  The 
existing  building  occupies  the  lot  almost  entirely,  and  none  of  the  proposed  residential 
hotel  rooms  would  be  provided  with  any  private  or  common  open  space,  nor  would  any 
off-street  parking  spaces  be  provided.  The  project  site  is  located  in  an  RC-4  (Residential- 
Commercial,  Combined,  High  Density)  Zoning  District  and  an  80-T  Height  and  Bulk 
District. 

(Continued  from  Regular  Meeting  of  January  24,  2008) 

27.       2007.0348C  (A.  BEN-PAZI:  (415)  575-9077) 

631  O'FARRELL  STREET  -  south  side  between  Hyde  and  Leavenworth  Streets;  Lot  001 
through  198  in  Assessor's  Block  0322A  -  Request  for  Conditional  Use  Authorization 
pursuant  to  Section  209.6(b)  of  the  Planning  Code  to  legalize  and  operate  a  wireless 
telecommunication  facility  for  Sprint/Nextel  within  the  RC-4  (North  of  Market  Residential 
Special  Use  District)  and  an  80-T  Height  and  Bulk  district,  upon  the  roof  of  the 
approximately  210  foot  high  structure  that  contains  184  condominium  dwelling  units  over 
ground  story  commercial  space.  As  per  the  City  and  County  of  San  Francisco's  Wireless 
Telecommunication  Services  (WTS)  Facilities  Siting  Guidelines,  the  proposal  is  a  Preferred 
Location  Preference  2,  as  it  is  the  site  of  previously  approved  antenna  installations.  The 
proposal  is  to  legalize  nine  antennas  at  three  different  locations  upon  the  roof  of  the 
approximately  210-foot  high  building.  These  antennas  were  previously  installed  without 
benefit  of  a  permit  or  Conditional  Use  Authorization.  Related  equipment  would  be  placed 
within  an  interior  storage  room  on  the  twelfth  floor. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  31,  2008) 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 


The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 
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(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Commission  Chambers  -  Room  400  public  LIBRARY 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  February  14,  2008 
1:30  PM 

Regular  Meeting 

President:  Dwight  S.  Alexander 
Vice-President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfpov.orci 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Planning  Commission 


Thursday,  February  14,  2008 


1:30  PM 


ROLL  CALL: 


Commission  President: 
Commission  Vice-President: 
Commissioners: 


Dwight  S.  Alexander 
Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1145  MARKET  STREET  -  south  side  between  Seventh  and  Eighth  Streets,  Lot  044  in 
Assessor's  Block  3702  -  Section  309  Determination  of  Compliance  to  replace  the 
existing  copper  cupola  roof  feature  with  a  glass  roof  that  would  increase  the  height  of  this 
element  by  three  feet  at  the  top  of  this  thirteen  story  office  building.  The  project  site  is 
within  a  C-3-G  (Downtown  General  Commercial)  Zoning  District  and  a  120-X  Height 
and  Bulk  district. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Proposed  for  Continuance  to  February  21,  2008) 

2.  2007.0305C  (A.  HOLLISTER:  (415)  575-9078) 
1042-1046  POST  STREET  -  north  side  between  Polk  and  Larkin  Streets,  Lot  008  in 
Assessor's  Block  0692  -  Request  for  Conditional  Use  Authorization  to  establish  a 
large  institution  (Community  Youth  Center)  over  2000  square  feet  which  will  occupy  the 
entire  subject  building.  No  physical  expansion  of  the  existing  building  is  proposed.  This 
site  is  within  the  Polk  Street  Neighborhood  Commercial  District,  and  a  130-E  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Proposed  for  Continuance  to  February  21,  2008) 

3.  2007.0781  D  (E.  OROPEZA:  (415)  558-6381) 
14  VALENCIA  STREET  -  west  side  between  McCoppin  and  Market  Street,  in  Assessor's 
Block  3503,  Lot  003  -  Mandatory  Discretionary  Review  of  Building  Permit  Application 
No.  2007.0615.4005  for  the  property  at  14  Valencia  Street  (aka  1745-1755  Market 
Street),  to  maintain  the  operation  of  an  existing  Medical  Cannabis  Dispensary,  d.b.a. 
"Ketama  Cooperative."  The  subject  building  is  a  four-story  mixed-use  building  with  51- 
dwelling  units,  all  within  the  C-M  (Heavy  Commercial)  District,  the  Market  Street  Special 
Sign  District  and  a  105-E  Height/Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  February  21,  2008) 

4.  2007.1211D  (C.  TEAGUE:  (415)  575-9081) 
1140  POTRERO  AVENUE  -  west  side  between  23rd  Street  and  24,h  Street;  Lot  009  in 
Assessor's  Block  4211  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  number  2007.05.21.1784,  proposing  to  add  a  third  story  with  a  flat  roof,  a  3- 
story  horizontal  expansion  in  the  rear,  and  two  additional  dwelling  units  to  an  existing  2- 
story  single-family  home  in  a  RH-3  (Residential,  House,  Three-Family)  Zoning  District 
and  65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  the  Plans 
as  submitted. 

(Continued  from  Regular  Meeting  of  February  7,  2008) 
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Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  as 
submitted 

(Proposed  for  Continuance  to  February  21,  2008) 

5  2001.1398  (D.  ALUMBAUGH:  (415)  558-6601) 

TREASURE    ISLAND.    INFORMATIONAL   PRESENTATION    ON   THE  TREASURE 
ISLAND  DEVELOPMENT  PLAN  -  Staff  of  the  Mayor's  Office  and  representatives  from 
Treasure  Island  Community  Development,  LLC  will  give  an  informational 
presentation  on  the  status  and  content  of  the  development  plan  for  Treasure  Island. 
Preliminary  Recommendation:  Informational  only,  no  action  requested. 
(Continued  from  Regular  Meeting  of  January  24,  2008) 
(Proposed  for  Continuance  to  March  27,  2008) 

6.  2005.1066E  (D.  LEWIS:  (415)  575-9095) 
2800  SLOAT  BOULEVARD  -  north  side  of  Sloat,  between  46b  and  47th  Avenues,  Lot  001 
in  Assessor's  Block  2515  -  Appeal  of  Preliminary  Mitigated  Negative  Declaration  for  a 

project  proposing  the  demolition  of  three  existing  commercial  buildings  and  a  34-space 
parking  lot,  and  the  construction  of  three  new  mixed-use,  five-story,  60-foot-tall  buildings 
totaling  approximately  120,000  gross  square  feet  (gsf).  The  project  would  include  56 
dwelling  units,  approximately  23,000  gsf  of  ground-floor  commercial  uses,  and  93  off- 
street  parking  spaces.  The  three  existing  commercial  buildings  on  the  project  site 
proposed  for  demolition  include  a  retail  shop  (Aqua  Surf  Shop),  restaurant/cafe  (John's 
Ocean  Beach  Cafe),  and  a  motel  (Robert's  Motel).  The  project  site  is  within  the  NC-2 
(Small-Scale  Neighborhood  Commercial)  zoning  district  and  a  100-A  height  and  bulk 
district. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  December  13,  2007) 
(Proposed  for  Continuance  to  April  10,  2008) 

B.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

7.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

8.  Director's  Announcements 

9.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 
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CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing. 

1 0a.     2007. 1 386D  (T.  WANG:  (41 5)  558-6335) 

107  LOBOS  STREET  -  south  side  between  Capitol  and  Plymouth  Avenues;  Lot  049  in 
Assessor's  Block  7104  -  Mandatory  Discretionary  Review,  under  Planning 
Commission's  policy  requiring  review  of  residential  demolition,  of  Demolition  Permit 
Application  No. 2006. 11.01.6572,  proposing  to  demolish  a  one-story  over  garage,  single- 
family  dwelling  in  an  RH-1  (Residential,  House,  One-Family)  District  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
demolition  permit. 

1 0b.     2007. 1 391 D  (T.  WANG:  (41 5)  558-6335) 

107  LOBOS  STREET  -  south  side  between  Capitol  and  Plymouth  Avenues;  Lot  049  in 
Assessor's  Block  7104  -  Mandatory  Discretionary  Review,  under  Planning 
Commission's  policy  requiring  review  of  the  replacement  building  in  association  with 
residential  demolition,  of  Building  Permit  Application  No.2006. 11.01.6566,  to  construct  a 
one-story  over  garage  and  basement,  single-family  dwelling  in  an  RH-1  (Residential, 
House,  One-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  new 
building  permit. 

11.  2007.1371C  (S.YOUNG:  (415)  558-6346) 
844  CLEMENT  STREET  -  north  side  between  9,h  and  10th  Avenues;  Lot  020  in 
Assessor's  Block  1424  -  Request  for  Conditional  Use  Authorization  under  Sections 
186.1(c)(3)  and  303  of  the  Planning  Code  to  legalize  the  conversion  of  a  full-service 
restaurant  (dba  House  of  Clay  Pot)  to  a  small  self-service  restaurant  (dba  "Napoleon 
Bakery  &  Restaurant",  primarily  selling  Asian  inspired  cakes  and  pastries)  within  the  Inner 
Clement  Neighborhood  Commercial  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
The  small  self-service  restaurant,  with  approximately  900  square  feet  of  floor  area, 
consists  of  a  preparation/serving  area,  kitchen,  restroom,  and  dining  area  with  seating  for 
six  persons.  The  proposal  will  not  involve  tenant  improvements  to  the  existing 
commercial  space  or  an  expansion  to  the  existing  building  envelope. 

Preliminary  Recommendation:  Approval  with  Conditions 

REGULAR  CALENDAR 

12.  (A.  JOHN-BAPTISTE:  (415)  558-6547) 
FY2008-09  BUDGET  PROPOSAL:  REVIEW  OF  DETAILED  BUDGET.  WORK 
PROGRAM  AND  PERFORMANCE  MEASURES  -  informational  only 

1 3.  2007. 1 095C  (S.  YOUNG:  (41 5)  558-6346) 
2040  FILLMORE  STREET  -  east  side  between  California  and  Pine  Streets;  Lot  022  in 
Assessor's  Block  0653  -  Request  for  Conditional  Use  Authorization  under  Sections 
703.4,  303(c),  and  303(i)  of  the  Planning  Code  to  establish  a  Formula  Retail  Use  in  the 
Upper  Fillmore  Street  Neighborhood  Commercial  Zoning  District  and  a  40-X  Height  and 
Bulk  District.  The  proposal  is  to  convert  a  vacant  retail  sales  establishment  (previously 
occupied  by  "Smith  &  Hawken")  to  another  retail  sales  establishment  (dba  "Ralph 
Lauren",  an  apparel  and  accessories  store).  The  proposed  retail  store  is  considered  a 
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Formula  Retail  Use  under  Section  703.3  of  the  Planning  Code.  The  proposal  will  involve 
tenant  improvements  to  the  existing  commercial  space  with  new  partitions  and 
merchandise  display  areas  and  exterior  modifications  to  the  storefront  with  new  windows 
and  doors.  There  will  be  no  expansion  of  the  existing  building  envelope. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  31 ,  2008) 

14.  2007.0827C  (A.  BEN-PA2I:  (415)  575-9077) 
1760  POLK  STREET  -  east  side  between  Clay  and  Washington  Streets,  Lot  020  in 
Assessor  s  Block  0620  -  Request  for  Conditional  Use  Authorization  to  add  a  full  bar 
use  to  an  existing  full-service  restaurant  (d.b.a.  "La  Parrilla  Grill".)  No  physical  expansion 
of  the  existing  building  is  proposed  nor  any  interior  modifications.  The  bar  use  will 
require  a  type  47  ABC  license  which  allows  sale  of  beer,  wine  and  distilled  spirits  for 
consumption  on  the  premises,  in  conjunction  with  a  bona  fide  eating  establishment.  This 
site  is  within  the  Polk  Street  Neighborhood  Commercial  District,  and  a  65-A  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  24,  2008) 

15.  2007.0718C  (A.  HOLLISTER:  (415)  575-9078) 
507  COLUMBUS  AVENUE  -  west  side  between  Union  and  Green  Streets,  Lot  005  in 
Assessor  s  Block  0117  -  Request  for  Conditional  Use  Authorization  to  establish  a 
retail  wine  store  and  a  bar  (dba  "Vino  Divino")  of  approximately  807  square  feet  within  the 
vacant,  existing  ground-floor  commercial  space.  No  physical  expansion  of  the  existing 
building  is  proposed.  The  bar  portion  of  the  proposal  is  intended  to  be  a  "wine  bar"  which 
will  sell  beer  and  wine  for  consumption  on-site  with  the  retail  wine  store  portion  of  the 
business  selling  beer  and  wine  for  consumption  off-site.  This  site  is  within  the  North 
Beach  Neighborhood  Commercial  District,  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Disapproval 

(Continued  from  Regular  Meeting  of  January  31,  2008) 

16a.      2004.0914CV  (E.  OROPEZA:  (415)  558-6381) 

793  SOUTH  VAN  NESS  AVENUE  -  the  northeast  corner  of  South  Van  Ness  Avenue 
and  19th  Street;  Lot  024  in  Assessor's  Block  3591  -  Request  for  Conditional  Use 
Authorization  pursuant  to  Planning  Code  Sections  121.1,  710.11  and  303  to  allow 
construction  on  a  site  that  exceeds  4,999  square  feet  in  size,  and  under  Planning  Code 
Sections  228.3  and  303  to  allow  the  conversion  of  a  gasoline  service  station  to  another 
use,  within  the  NC-1  (Neighborhood,  Commercial  Cluster)  District,  a  50-X  Height  and 
Bulk  District  and  the  proposed  Eastern  Neighborhoods  Plan  Area.  The  project  also 
includes  a  request  to  allow  a  modification  of  the  rear  yard  requirement  in  Neighborhood 
Commercial  Districts,  pursuant  to  Planning  Code  Section  134(e).  A  reduction  in  the 
parking  requirement  may  also  be  considered  pursuant  to  Planning  Code  Section 
161  (J).  The  proposal  is  to  demolish  the  vacant  gas  filling  station  and  construct  a  50-foot, 
five-story  mixed-use  building  dwelling  units. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  February  7,  2008) 

16b.      2004.0914CV  (E.  OROPEZA:  (415)  558-6381) 

793  SOUTH  VAN  NESS  AVENUE  -  the  northeast  corner  of  South  Van  Ness  Avenue 
and  19lh  Street,  Lot  024  in  Assessor's  Block  3591  -  Request  for  a  rear  yard 
modification  pursuant  to  Planning  Code  Sectionl 34(e)  to  allow  a  modification  of  the  rear 
yard  requirement  in  Neighborhood  Commercial  Districts.  In  this  case  the  25  percent  rear 
yard  would  be  from  the  second  story  and  above. 
(Continued  from  Regular  Meeting  of  February  7,  2008) 
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17a.     2007.1143CV  (E.  OROPEZA:  (415)  558-6381) 

658-666  SHOTWELL  STREET  -  west  side  between  20th  and  21st  Streets,  Lot  062  in 
Assessor's  Block  3611  -  Request  for  Conditional  Use  Authorization  pursuant  to 
Planning  Code  Section  209.3(c),  to  add  eight  (8)  new  beds  to  the  existing  residential  care 
facility  for  a  total  of  29  beds  on-site,  within  the  RH-3  (House,  Three-Family)  District  and  a 
40-X  Height  and  Bulk  designation. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  17,  2008) 

17b.      2007.1143CV  (E.  OROPEZA:  (415)  558-6381) 

658-666  SHOTWELL  STREET  -  west  side  between  20th  and  21st  Streets,  Lot  062  in 
Assessor's  Block  361 1  -  Request  for  a  Parking  Variance  pursuant  to  Planning  Code 
Section  151,  the  project  proposes  the  addition  of  eight  (8)  new  beds  to  the  existing 
residential  care  facility  and  requires  one  new  off-street  parking  space,  none  are 
proposed,  all  within  the  RH-3  (House,  Three-Family)  District  and  a  40-X  Height  and  Bulk 
designation. 

18.  2007.1367C  (E.  OROPEZA:  (415)  558-6381) 
450  RHODE  ISLAND  STREET  (AKA  1901  17TH  STREET)  -  southwest  corner  of  Rhode 
Island  and  17th  Streets,  Lot  001  in  Assessor's  Block  3978  -  Request  for  Conditional 
Use  Authorization  per  Planning  Code  Sections  303,  712.40,  and  790.60,  to  establish  a 
Massage  Establishment  within  the  existing  supermarket  DBA,  "Whole  Foods,"  within  the 
NC-3  (Moderate-Scale  Neighborhood  Commercial)  District,  the  17th  and  Rhode  Island 
Street  Grocery  Store  Special  Use  Subdistrict,  the  Showplace  Square  Special  Sign 
District,  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 

19.  2007.1355T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
Ordinance  amending  the  San  Francisco  Planning  Code  by  adding  Section  785  to 
establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict  and  to 
amend  Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula 
Retail  Restricted  Use  Subdistrict  [Board  File  No.  07-1561].  Ordinance  introduced  by 
Supervisor  Ammiano  amending  the  San  Francisco  Planning  Code  by  adding  Section  785 
to  establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  amending 
Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula  Retail 
Restricted  Use  Subdistrict;  amending  Sectional  Maps  SU  07  and  SU  11  of  the  Zoning 
Map  of  the  City  and  County  of  San  Francisco  to  establish  the  boundaries  of  the 
Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  adopting  finding,  including 
environmental  findings  and  findings  of  consistency  with  the  priority  policies  of  Planning 
Code  Section  101.1  and  the  General  Plan. 

Preliminary  Recommendation:  Approval  with  Modifications 
(Continued  from  Regular  Meeting  of  February  7,  2007) 

20.  2007.1430D  (C.  JAROSLAWSKY  (415)  558-6348) 
101  ARBOR  &  102  CONRAD  STREETS  -  between  Conrad  Street  and  Swiss  Avenue; 
Lot  047  and  048  (formerly  lot  039)  in  Assessor's  Block  7553  -  Request  for  Discretionary 
Review  of  Building  Permit  Application_#200702073648  to  construct  a  new  single-family 
dwelling,  pending  the  approval  of  Demolition  Permit  #200702073649,  to  demolish  the 
existing  single-family  residence  at  101  Arbor  and  approval  of  Building  Permit 
#200702073645  to  construct  a  new  single-family  residence  at  102  Conrad  Street,  within 
an  RH-1  (Residential,  House,  One-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  approve  the 
project. 

(Continued  from  Regular  Meeting  of  February  7,  2008) 
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21         2007  1434D  (C.  TEAGUE:  (415)  575-9081 ) 

1906  20™  STREET  -  north  side  between  De  Haro  and  Carolina  Streets;  Lot  013  in 
Assessor's  Block  4071  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.06.19.4368,  proposing  to  add  a  3rd  floor,  flat  roof  addition  on  the 
front  half  of  the  existing  single-family  home  in  an  RM-1  (Residential,  Mixed  Districts,  Low 
Density)  Zoning  District,  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve  As 
Submitted 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment 
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Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  February  14,  2008  documents  dept 
1:30 PM  „„m 

Regular  Meeting 

SAN  FRANCISCO 

President:  Dwight  S.  Alexander  PUBLIC  LIBRARY 

Vice-President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
1650  MISSION  STREET,  4TH  FLOOR  RECEPTION 

Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning 
Department  reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to 
the  scheduled  public  hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared 
item  to:  Planning  Commission,  1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by 
11:00  AM  on  the  day  of  the  hearing  will  be  made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the 
Planning  Commission  at  the  public  hearing.  Otherwise,  submit  material  related  to  a  calendared  item  at  the  scheduled 
hearing  for  distribution.  For  complete  distribution  to  all  Commissioners,  necessary  staff  and  case/docket/correspondence 
files,  submit  an  original  plus  10  copies.  When  sending  e-mail  correspondence  to  Commissioners,  please  copy  the 
Commission  Secretary  at:  linda.avery&.sfpov.om 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1 )  the  adoption  or  amendment  of  a  general  plan, 
(2)  the  adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a 
specific  plan,  (4)  the  adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance, 


conditional-use  authorization,  or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at 
the  public  hearing  described  in  this  notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior 
to.  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days. 
Call  (415)  554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board 
of  Appeals  within  1 5  days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning 
Administrator  action  on  a  variance  application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the 
written  decision 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00 
PM.  If  an  item  is  scheduled  but  not  called  or  introduced  prior  to  1 0:00  PM,  the  Commission  may  continue  the 
matter  to  the  next  available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 
Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21 ,  2001 ,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision: 
The  ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this 
meeting.  Please  be  advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for 
the  ringing  or  use  of  a  cell  phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of 
cell  phones,  pagers  and  similar  sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at 
(415)558-6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be 
required  by  the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160] 
to  register  and  report  lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics 
Commission  at  30  Van  Ness  Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581- 
2317;  and  web  site  hrtp//www.sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest 
accessible  BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets. 
Accessible  curbside  parking  has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City 
Hall  are  the  9  San  Bruno  and  71  Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N. 
For  more  information  regarding  MUNI  accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language 
interpreters,  sound  enhancement  systems  and/or  language  translators  will  be  available  upon  request  by  contacting  Lulu 
Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing.  A  sound  enhancement  system  will  be  available  upon 
request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing  Impaired  at  557-5533  (TDD)  or  557-5534 
(Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A  person  who  is  deaf  or  hearing 
impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434  (Voice).  In  addition, 
the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800-735-2929 
(TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in 
advance  of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at 
meetings.  Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities 
should  call  our  accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts 
to  accommodate  such  people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to 
various  chemical-based  products.  Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils 
and  other  agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that 
deliberations  are  conducted  before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative 
Code)  or  to  report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett 
Place,  Room  409,  by  phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library 
and  on  the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 


1:30  PM 


ROLL  CALL:     Commission  President:  Dwight  S.  Alexander 

Commission  Vice-President:      Christina  R.  Olague 

Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 

C.        DIRECTOR'S  REPORT 

(S.  SANCHEZ:  (415)  558-6326) 
STATUS  REPORT  ON  ENFORCEMENT  ACTION  FOR  THE  ACADEMY  OF  ART 
UNIVERSITY  -  Informational  Only 
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City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  February  21 ,  2008    documents  dept. 

1:30  PM  FEB  1  5  2008 

Regular  Meeting  SAN  FRANCISCO 

PUBLIC  LIBRARY 

President:  Dwight  S.  Alexander 
Vice-President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery&sfciov.orct 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160)  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (41 5)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(5)sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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ROLL  CALL: 


Commission  President- 
Commission  Vice-President: 
Commissioners: 


Dwight  S.  Alexander 
Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1145  MARKET  STREET  -  south  side  between  Seventh  and  Eighth  Streets,  Lot  044  in 
Assessor's  Block  3702  -  Section  309  Determination  of  Compliance  to  replace  the 
existing  copper  cupola  roof  feature  with  a  glass  roof  that  would  increase  the  height  of  this 
element  by  three  feet  at  the  top  of  this  thirteen  story  office  building.  The  project  site  is 
within  a  C-3-G  (Downtown  General  Commercial)  Zoning  District  and  a  120-X  Height 
and  Bulk  district. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  February  14,  2008) 
(Proposed  for  Continuance  to  February  28,  2008) 

2.  2007.0781D  (E.  OROPEZA:  (415)558-6381) 
14  VALENCIA  STREET  -  west  to  west  side  between  McCoppin  and  Market  Street,  in 
Assessor's  Block  3503,  Lot  003  -  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.0615.4005  for  the  property  at  14  Valencia  Street  (aka  1745-1755 
Market  Street)  to  maintain  the  operation  of  an  existing  Medical  Cannabis  Dispensary, 
d.b.a.  "Ketama  Cooperative."  The  subject  building  is  a  four-story  mixed-use  building  with 
51 -dwelling  units,  all  within  the  C-M  (Heavy  Commercial)  District,  the  Market  Street 
Special  Sign  District  and  a  105-E  Height/Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  February  14,  2008) 
(Proposed  for  Continuance  to  February  28,  2008) 

3.  2007.1233C  (A.  BEN-PAZI:  (415)  575-9077) 
805  COLUMBUS  AVENUE  -  south-west  side  between  Lombard  and  Greenwich  Streets, 
Lot  047  in  Assessor's  Block  0074  -  Request  for  Conditional  Use  Authorization  to 
establish  a  real  estate  office,  larger  than  the  principally  permitted  maximum  of  1,999 
square  feet,  on  the  first  floor  of  a  mixed  use  building  within  the  North  Beach  Neighborhood 
Commercial  District,  pursuant  to  Sections  722.53  and  722.21  of  the  Planning  Code.  The 
commercial  space  measures  approximately  2,760  square  feet  and  has  never  been 
occupied.  No  physical  expansion  of  the  existing  building  is  proposed.  This  site  is  within  the 
North  Beach  Neighborhood  Commercial  District,  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Pending 

(Continued  from  Regular  Meeting  of  February  7,  2008) 
(Proposed  for  Continuance  to  March  20,  2008) 

4.  2004.1245E  (N.  TURRELL:  (415)  575-9047) 
300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  Assessor's  Block  0287, 
Lots  013,  014  -  Appeal  of  a  Preliminary  Mitigated  Negative  Declaration.  The  10,500 
square-foot  project  site  is  located  at  300  Grant  Avenue  (aka  272-290  Sutter  Street)  on 
the  northeast  corner  of  Grant  Avenue  and  Sutter  Street  in  the  Financial  District 
neighborhood.  The  proposed  project  would  involve  the  demolition  of  two  buildings 
containing  approximately  35,600-square  feet  of  retail  space  and  construction  of  an 
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approximately  114,354  gross  square  foot,  12-story,  130-foot  tall  building  containing  up  to 
56  residential  units,  15,000  square  feet  of  retail  space,  and  34  to  40  off-street  parking 
spaces.  The  retail  entrance  to  the  proposed  project  would  be  at  the  corner  of  Grant 
Avenue  and  Sutter  Street,  while  the  residential  lobby  entrance  would  be  at  the  corner  of 
Grant  Avenue  and  Harlan  Place.  Access  to  the  parking  garage  would  be  from  Harlan 
Place  off  Grant  Avenue.  The  site  is  zoned  C-3-R  (Downtown  Retail)  within  an  80-1 30-F 
height  and  bulk  district,  and  the  Downtown  Area  Plan  of  the  General  Plan. 
Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  December  6,  2007) 

NOTE:  On  July  12,  2007,  following  public  testimony,  the  Commission  entertained  a 
motion  to  uphold  the  Preliminary  Mitigated  Negative  Declaration  (PMND)  by  a  vote 
of  +2  -4,  the  motion  failed.  Commissioner  S.  Lee  was  excused.  The  Commission 
continued  the  matter  to  September  6,  2007  by  a  vote  +5  -1, 

(Continued  from  Regular  Meeting  of  January  10,  2008) 
(Proposed  for  Continuance  to  April  10,  2008) 

5a.       2004.1245EKVX  (J.  MILLER:  (415)  558-6344) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  northeast  corner  at 
Sutter  Street,  Lots  13  and  14  in  Assessor's  Block  287,  in  a  C-3-R  (Downtown  Retail) 
District  and  an  80-1 30-F  Height  and  Bulk  District  -  Request  for  review  under  Planning 
Code  ("Code")  Section  309  of  the  construction  of  a  new,  11 -story  mixed-use  building 
containing  approximately  43  dwelling  units,  approximately  15,000  square  feet  of  ground- 
and  second-floor  retail  space,  and  up  to  40  off-street  parking  spaces  in  a  two-level 
underground  garage,  requiring  the  authorization  of  exceptions  to  Code  standards  for 
height  above  80  feet,  building  bulk,  rear  yard,  and  off-street  parking,  as  well  as  the 
granting  of  Variances  of  Code  standards  for  usable  open  space  and  dwelling-unit 
exposure. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  10,  2008) 
(Proposed  for  Continuance  to  April  10,  2008) 

5b.       2004.1245EKVX  (J.  MILLER:  (415)  558-6344) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  northeast  corner  at 
Sutter  Street,  Lots  13  and  14  in  Assessor's  Block  287,  in  a  C-3-R  (Downtown  Retail) 
District  and  an  80-1 30-F  Height  and  Bulk  District  -  Request  for  Variance  of  Planning 
Code  standards  for  usable  open  space  and  dwelling-unit  exposure  in  conjunction  with  the 
construction  of  a  new,  11 -story  mixed-use  building  containing  approximately  43  dwelling 
units,  approximately  15,000  square  feet  of  ground-  and  second-floor  retail  space,  and  up 
to  40  off-street  parking  spaces  in  a  two-level  underground  garage. 
(Continued  from  Regular  Meeting  of  January  10,  2008) 
(Proposed  for  Continuance  to  April  10,  2008) 

B.        COMMISSIONERS'  QUESTIONS  AND  MATTERS 

6         Commission  Comments/Questions 


Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 
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7.  Director's  Announcements 

8.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

9.  (S.  SANCHEZ  (415)  558-6326) 
575  6TH  STREET  (FLOWER  MART)  -  Informational  item  to  discuss  current  status  of 
uses  at  575  6th  Street  (Flower  Mart)  and  the  Academy  of  Art  University's  future  plans  for 
the  site. 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing. 

10.  2007.0879C  (A.  PUTRA:  (415)  575-9079) 
53  WEST  PORTAL  AVENUE  -  east  side  between  Ulloa  and  Vicente  Streets;  Lot  025  in 
Assessor's  Block  2979A  -  Request  for  Conditional  Use  Authorization  pursuant  to 
Planning  Code  Sections  749.42,  to  legalize  a  change  of  use  from  a  large  fast  food 
restaurant  (formerly  d.b.a.  "Sabella")  to  a  full-service  restaurant  (d.b.a.  "Roti  Indian 
Bistro")  within  the  West  Portal  Neighborhood  Commercial  District  and  26-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  February  7,  2008) 

F.  REGULAR  CALENDAR 


11.  (A.  JOHN-BAPTISTE:  (41 5)  558-6547) 
FY2008-09  BUDGET  PROPOSAL  -  REVIEW  AND  POSSIBLE 
ACTION/RECOMMENDATION  OF  THE  DEPARTMENT'S  WORK  PROGRAM  AND 
BALANCED  BUDGET  FOR  FY2009  -  The  Planning  Commission  will  review  and 
consider  action  to  approve  the  Department's  proposed  work  program  and  budget  for 
FY2009  with  recommendations  for  approval  by  the  Mayor  and  the  Board  of  Supervisors. 
Preliminary  recommendation:  Approve/Recommend  the  proposed  budget  and  work 
program. 

12.  2008.0131T  (A.  RODGERS:  (415)  558-6395) 
ORDINANCE  AMENDING  THE  PLANNING  CODE  by  amending  Sections  102.2  to 
exclude  specified  accredited  educational  institutions  from  the  definition  of  arts 
activities;  amending  Section  790.50  and  890.50  to  clarify  that  certain  institutions, 
including  accredited  educational  institutions,  in  the  Neighborhood  Commercial 
Districts  and  Mixed  Use  Districts  are  required  to  comply  with  applicable  provisions  of 
the  institutional  master  plans  as  set  forth  in  Section  304.5;  and  making  environmental 
findings  and  findings  of  consistency  with  the  General  Plan  and  priority  policies  of 
Planning  Code  Section  101.1. 
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13.  2008.01 34T  (A.  RODGERS:  (415)  558-6395) 
ORDINANCE  AMENDING  THE  PLANNING  CODE  by  amending  Section  823  to 
prohibit  educational  institutions  as  defined  in  Section  890.50(c)  in  the  Western 
SoMa  Planning  Area  Special  Use  District;  and  making  environmental  findings  and 
findings  of  consistency  with  the  General  Plan  and  priority  policies  of  Planning  Code 
Section  101.1. 

14.  2008.0014G  (A.  HEITTER;  (415)  558-6602) 
690  MARKET  STREET  -  the  Chronicle  Building  is  located  at  the  northeast  intersection  of 
Market,  Geary  and  Kearny  Streets,  Lot  6  in  Assessor's  Block  311  -  Consideration  of 
adoption  of  a  resolution  recommending  approval  on  a  proposal  to  designate  the 
subject  property  as  Category  II  (Significant)  per  Article  11  of  the  Planning  Code.  The 
subject  property  consists  of  two  sections:  a  nine-story  plus  mezzanine  office  tower 
originally  designed  by  Burnham  &  Root  in  1887  and  constructed  in  1889-90,  enlarged  in 
1905  by  D.H.  Burnham  &  co.  and  reconstructed  in  1908  Willis  Polk.  An  eight  story 
addition  was  constructed  in  2007.  The  property  is  within  a  C-3-0  (Downtown  Office) 
District  and  a  285-S  Height  and  Bulk  District.  The  property  is  currently  undesignated  and 
is  not  within  a  Conservation  District. 

Preliminary  Recommendation:  Approval 

15.  2007.1373D  (B.  BENDIX:  (415)  575-9089) 
169  DELTA  STREET  -  on  the  east  side  between  Tucker  and  Campbell  Avenues; 
Assessor's  Block  6202,  Lot  046  -  Request  of  Discretionary  Review  of  Building  Permit 
2006.12.20.0218,  to  construct  a  new  3-story,  single-family  dwelling  on  a  vacant  lot.  The 
property  is  located  within  an  RH-1  (Residential,  House,  Single-Family)  District  with  a  40- 
X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  DR  and  approve  the  building  permit  application  with 
modifications. 

16.  2007.1427D  (S.  PERDUE:  (41 5)  558-6625) 
158-160  FUNSTON  AVENUE  -  east  side  between  California  and  Lake  Streets;  Lot  031 
in  Assessor's  Block  1372  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.0618.4221,  proposing  to  add  a  partial  fourth  story  above  a  three- 
story,  two-unit  building  within  an  RH-2  (Residential,  House,  Two-Family)  District  and  a 
40-X  Height/Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
application. 

17.  2003.0527E  (M.  JACINTO:  (41 5)  575-9033) 
1000  16™  STREET  -  four  parcels  in  the  Showplace  Square/Portrero  Hill  area,  located  at 
1000  16th  Street  (Assessor's  Block  3833,  Lots  001,  002,  and  003  and  Assessor's  Block 
3834,  Lot  001)  -  Public  Hearing  on  the  Draft  Environmental  Impact  Report  The 
project  involves  construction  of  a  659,000  gross  sq.  ft.  mixed-use  project  in  three 
buildings  on  a  vacant,  3.15-acre  triangular  site  bounded  by  Hubbell,  7th  and  16th  Streets, 
including  425,000  sq.  ft.  of  residential  use  (408  dwelling  units),  15,000  sq.  ft.  of  ground- 
floor  commercial  space,  and  20,000  sq.  ft.  of  production,  distribution  and  repair  space. 
The  project  entails  construction  of  publicly  accessible  open  space  along  an  upgraded 
Daggett  Street  right-of-way  bisecting  the  site,  as  well  as  a  landscaped  plaza  at  the  corner 
of  Hubbell  and  Connecticut  Streets,  which  could  accommodate  a  transit  right-of-way  and 
transfer  station  for  future  MUNI  bus  service.  A  two-level  parking  garage  would  provide 
400  independently  accessible  parking  spaces.  The  garage's  lower-level  entrance  would 
be  located  on  7th  Street  and  the  entrance/exit  to  the  upper  garage  would  be  on  Hubbell 
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Street.  A  separate  entrance  to  the  retail  garage  would  be  on  16th  Street.  Pedestrian 
entrances  would  be  provided  along  16th,  Hubbell  and  Daggett  Streets.  Building  heights 
would  range  from  55  to  85  feet.  The  project  site  is  within  an  M-2  (Heavy  Industrial) 
Zoning  District,  a  50-X  Height  and  Bulk  District  and  within  the  Eastern  Neighborhoods 
planning  area,  which  is  the  subject  of  a  potential  rezoning. 

Note:  written  comments  will  be  accepted  at  the  Planning  Department's  offices  until 
the  close  of  business  on  March  10,  2008. 
(Proposed  for  Continuance  to  April  10,  2008) 

18.  2005.0490E  (J.  NAVARRETE:  (415)  575-9040) 
3500  19th  STREET  -  northwest  corner  of  Valencia  and  19th  Streets  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration  for  the  construction  of  a  5-story,  50-foot- 
tall  building  totaling  approximately  29,829  square  feet,  with  17  dwelling  units  and  about 
2,852  square  feet  of  retail  space.  The  project  site  (Block  3588,  Lot  012)  is  in  the  Valencia 
Neighborhood  Commercial  District  and  a  50-X  Height  and  Bulk  District.  The  project  site 
is  in  the  Eastern  Neighborhoods  Plan  Area  and  is  subject  to  the  Housing/Mixed  Use 
Guidelines.  The  proposed  project  would  require  a  Conditional  Use  Authorization. 
Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  January  31,  2008) 

19.  2005.0490C  (T.  FRYE:  (415)  575-6822) 
3500  19™  STREET  -  at  the  northwest  corner  of  19th  and  Valencia  Streets;  Assessor's 
Block  3588,  Lot  012  -  Request  for  Conditional  Use  Authorization  pursuant  to 
Planning  Code  Sections  303,  121.1,  726.11  and  161  (j)  to  construct  a  five-story,  17-unit 
mixed-use  development  with  a  reduction  in  the  parking  requirement  on  a  10,000  square 
foot  lot.  The  property  is  located  within  the  Valencia  Neighborhood  Commercial  District 
within  a  50-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approve  with  Conditions 
(Continued  from  Regular  Meeting  of  January  31,  2008) 

20.  2007.0305C  (A.  HOLLISTER:  (415)  575-9078) 
1042-1046  POST  STREET  -  north  side  between  Polk  and  Larkin  Streets,  Lot  008  in 
Assessor's  Block  0692  -  Request  for  Conditional  Use  Authorization  to  establish  a 
large  institution  (Community  Youth  Center)  which  will  exceed  2000  square  feet  and 
occupy  the  entire  subject  building.  No  physical  expansion  of  the  existing  building  is 
proposed.  This  site  is  within  the  Polk  Street  Neighborhood  Commercial  District,  and  a 
130-E  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  February  14,  2008) 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 
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(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 


Adjournment: 


\Oticf  oj  Meeting  and  Calendar 


Page  8 


SAN  FRANCISCO 
PLANNING  COMMISSION 

Notice  of  Meeting 
& 

Calendar 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 
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1  a30  PM 

Regular  Meeting 

SAN  FRANCISCO 

Vice-President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfaov.  org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Planning  Commission 
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1:30  PM 


ROLL  CALL:     Commission  Vice-President:      Christina  R.  Olague 

Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1.  COMMISSION'S  RULES  AND  REGULATIONS  -  Discussion  and  possible  action  to 
amend  the  Commission's  Rules  and  Regulations  to  address  imposing  time  constraints  on 
submittal  of  documents  and  material  for  review  by  the  Commission  and  the  public; 
discuss  and  possibly  establish  rules  or  policies  that  address  other  areas  of  interest  of  the 
Commission. 

(Continued  from  Regular  Meeting  of  December  20,  2007) 
(Proposed  for  Continuance  to  March  6,  2008) 


2.         2007.1382C  (J.  MILLER:  (415)  558-6344) 

560  GEARY  STREET  (AND  620  JONES  STREET)  -  north  side  between  Jones  and 
Shannon  Streets,  Lots  01 1  and  036  in  Assessor's  Block  0305  -  Request  for  Conditional 
Use  authorization  pursuant  to  Section  249.5(c)(2)  of  the  Planning  Code  for  second-floor 
commercial  use  (restaurant  /  entertainment  ~  "Om")  in  an  RC-4  (Residential-Commercial 
Combined,  High  Density)  District  and  in  the  North  of  Market  Residential  Special  Use 
District,  Sub-area  1,  and  within  an  80-1 30-T  Height  and  Bulk  District. 
Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  March  13,  2008) 

3a        2005.0298KECV  (S.  VELLVE:  (415)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Conditional  Use  Authorization,  pursuant 
to  Sections  157,  209.8,  221.1,  253,  253.2  and  303  of  the  Planning  Code  to  allow  off- 
street  parking  in  excess  of  the  amount  permitted  as  accessory  parking,  to  permit  the  sale 
of  alcoholic  beverages  within  1/4  mile  of  the  Polk  Street  Neighborhood  Commercial 
District,  to  demolish  a  movie  theatre,  and  to  allow  the  construction  of  a  building  which 
exceeds  40  feet  in  height  with  an  exception  to  the  bulk  limits.  The  project  proposes  to 
construct  up  to  107  dwelling  units  with  approximately  15,800  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  January  31,  2008) 
(Proposed  for  Continuance  to  March  6,  2008) 


3b.       2005.0298KECV  (S.  VELLVE:  (415)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Variances,  pursuant  to  Sections  253(c)(6), 
307(g),  152,  and  140  of  the  Planning  Code  to  modify  the  rear  yard  requirement  in  the  Van 
Ness  Special  Use  District,  to  provide  one  off-street  freight  loading  space  where  two  are 
required,  and  for  dwelling  unit  exposure  for  four  dwelling  units.  The  project  proposes  to 
construct  up  to  107  dwelling  units  with  approximately  15,800  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 


Notice  of  Meeting  and  Calendar 


Pase  3 


San  Francisco  Planning  Com 


Thursday,  Febmaiy  28.  2008 


spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

(Continued  from  Regular  Meeting  of  January  31  2008) 
(Proposed  for  Continuance  to  March  6,  2008) 

4a.        2007.01 72D  (C.  JAROSLAWSKY  (41 5)  558-6348) 

626  PARIS  STREET  -  between  France  and  Italy  Avenues;  Lot  007  in  Assessor's  Block 
6345  -  Mandatory  Discretionary  Review  under  the  Planning  Commission's  policy 
requiring  review  of  residential  demolition,  Permit  Application  No.  2006.11.08.7236,  to 
demolish  an  existing  single-family,  one-story  structure,  in  an  RH-1  (Residential,  House, 
One-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 
(Continued  from  Regular  Meeting  of  February  7,  2008) 
(Proposed  for  Continuance  to  March  13,  2008) 

4b.       2007.01 77D  (C.  JAROSLAWSKY  (415)  558-6348) 

626  PARIS  STREET  -  between  France  and  Italy  Avenues;  Lot  007  in  Assessor's  Block 
6345  -  Mandatory  Discretionary  Review  under  the  Planning  Commission's  policy 
requiring  review  of  Permit  Application  No.  2006.11.08.7240  ,  for  a  replacement  structure 
pursuant  to  a  residential  demolition,  to  construct  a  new,  single-family,  one-story-over- 
garage  structure,  in  an  RH-1  (Residential,  House,  One-Family)  District  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 
(Continued  from  Regular  Meeting  of  February  7,  2008) 
(Proposed  for  Continuance  to  March  13,  2008) 

5.  2007.1281C  (A.  HOLLISTER:  (415)  575-9078) 
1237  POLK  STREET  -  west  side  between  Bush  and  Sutter  Streets,  Lot  003  in  Assessor's 
Block  0670  -  Request  for  Conditional  Use  Authorization  to  establish  a  bar  (Type  48 
Liquor  License)  and  a  restaurant  that  will  exceed  2000  square  feet  (dba.  McTeague's). 
The  tenant  space  at  1237  Polk  Street  is  approximately  2750  square  feet.  The  business 
will  primarily  be  a  bar  that  will  also  serve  limited  food  items  including  sandwiches  and 
soups.  No  physical  expansion  of  the  existing  building  is  proposed.  This  site  is  within  the 
Polk  Street  Neighborhood  Commercial  District,  and  a  65-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions. 

(Proposed  for  Continuance  to  March  13,  2008) 

B.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

6.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

7.  Director's  Announcements 

8         Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

9.  (S.  SANCHEZ  (415)  558-6326) 
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575  6™  STREET  (FLOWER  MART)  -  Informational  item  to  discuss  current  status  of 
uses  at  575  6th  Street  (Flower  Mart)  and  the  Academy  of  Art  University's  future  plans  for 
the  site. 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN 
CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

F.  CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 

10.  2007.1193D  (D.  LINDSAY:  (415)558-6393) 
770  18th  AVENUE  -  east  side  of  18th  Avenue  between  Fulton  and  Cabrillo  Streets;  Lot 
028  in  Assessor's  Block  1660  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.09.24.3528,  proposing  to  revise  previously-approved  and  issued 
Building  Permit  Application  No.  2005.10.06.4962  by  reducing  the  depth  of  the  first  and 
second  floors  by  4  feet.  The  originally-approved  project,  which  is  under  construction, 
included  horizontal  and  vertical  additions  and  the  conversion  of  the  building  from  a  single- 
family  house  to  a  two-unit  building.  The  subject  property  is  in  an  RH-2  (Residential, 
House,  Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
project  as  revised. 

(Continued  from  Regular  Meeting  of  December  20,  2007) 

NOTE:  On  December  20,  2007,  following  public  testimony,  the  Commission  closed 
public  hearing  and  continued  the  matter  to  February  28,  2008,  requiring  3-D 
renderings  and  architect  drawn  plans  by  a  vote  of  +7  -0. 

G.  CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing. 

11.  2007.1366C  (D.  SANCHEZ:  (415)575-9082) 
3269  MISSION  STREET  -  east  side,  between  Fair  and  Virginia  Avenues;  lot  039  in 
Assesor's  Block  5615  -  Request  for  Conditional  Use  Authorization  pursuant  to 
Planning  Code  Sections  145.2(b),  712.26  and  303  to  allow  for  the  installation  of  a  non- 
recessed  walk-up  facility  (Automated  Bank  Teller  Machine,  ATM)  for  a  credit  union  (dba 
Mission  SF  Federal  Credit  Union)  within  an  NC-3  (Moderate  Scale  Neighborhood 
Commercial)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions. 


Notice  of  Meeting,  and  Calendar 


Pase5 


S.in  I  >\iru        r,\in>!m\!  ( 'ommission 


Thursday,  Februan-  28,  2008 


12        2007.1362X  (D.  DIBARTOLO:  (415)  558-6291) 

1145  MARKET  STREET  -  south  side  between  Seventh  and  Eighth  Streets,  Lot  044  in 
Assessors  Block  3702  -  Section  309  Determination  of  Compliance  to  replace  the 
existing  copper  cupola  roof  feature  with  a  glass  roof  that  would  increase  the  height  of  this 
element  by  three  feet  at  the  top  of  this  thirteen  story  office  building.  The  project  site  is 
within  a  C-3-G  (Downtown  General  Commercial)  Zoning  District  and  a  120-X  Height 
and  Bulk  district. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  February  21,  2008) 

H.         REGULAR  CALENDAR 

13.  2007.1355T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
Ordinance  amending  the  San  Francisco  Planning  Code  by  adding  Section  785  to 
establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict  and  to 
amend  Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula 
Retail  Restricted  Use  Subdistrict  [Board  File  No.  07-1561].  Ordinance  introduced  by 
Supervisor  Ammiano  amending  the  San  Francisco  Planning  Code  by  adding  Section  785 
to  establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  amending 
Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula  Retail 
Restricted  Use  Subdistrict;  amending  Sectional  Maps  SU  07  and  SU  11  of  the  Zoning 
Map  of  the  City  and  County  of  San  Francisco  to  establish  the  boundaries  of  the 
Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  adopting  finding,  including 
environmental  findings  and  findings  of  consistency  with  the  priority  policies  of  Planning 
Code  Section  101.1  and  the  General  Plan. 

Preliminary  Recommendation:  Approval  with  Modifications 
(Continued  from  Regular  Meeting  of  February  14,  2007) 

14.  2006.0460E  (S.  JONES:  (415)  575-9034) 
690  STANYAN  STREET  -  Public  Hearing  on  Draft  Environmental  Impact  Report.  The 

34,400  square  foot  (sq.ft.)  project  site  is  located  in  San  Francisco's  Haight  Ashbury 
neighborhood  on  the  northeast  corner  of  the  intersection  of  Stanyan  and  Haight  Streets 
(Assessor's  Block  1228,  Lots  005  and  006).  The  project  site  is  within  the  Haight  Street 
Neighborhood  Commercial  District  (Haight  NCD)  and  the  40-X  and  50-X  height  and  bulk 
districts,  which  divide  the  site  on  the  east  and  west,  respectively.  The  proposed  project 
would  remove  the  existing  development  (a  vacant  Cala  Foods  store  and  surface  parking) 
and  construct  a  four-story  retail/residential  building  with  a  ground-floor  specialty 
supermarket  (Whole  Foods),  62  residential  units  on  the  upper  three  floors,  and  a  three- 
level,  176-space  subterranean  garage  with  114  parking  spaces  for  supermarket  use,  62 
parking  spaces  for  residential  use,  and  47  bicycle  parking  spaces.  The  residential  unit 
mix  is  proposed  to  include  26  studio  units,  20  one-bedroom  units,  15  two-bedroom  units, 
and  one  three-bedroom  unit.  The  new  building  would  contain  approximately  115,400 
sq.ft.,  of  which  34,400  sq.ft.  would  be  commercial  and  81,000  sq.ft.  would  be  residential. 
The  three-level  subterranean  parking  garage  would  occupy  an  additional  90,000  sq.ft.,  for 
a  total  building  area  of  205,400  sq.ft.  The  Draft  EIR  was  released  January  19,  2008. 
Preliminary  Recommendation:  No  Action  Required 

Note:  Written  comments  will  be  accepted  at  the  Planning  Department's  offices  until 
the  close  of  business  on  March  3,  2008 

15        2007.1218C  (A.  PUTRA:  (415)  575-9079) 

955  GENEVA  AVENUE  -  north  side  between  London  and  Paris  Streets;  Assessor's  Block 
6409  -  Request  for  Conditional  Use  Authorization,  pursuant  to  Planning  Code 
Sections  712.43,  703.3  &  703.4  to  allow  a  large  fast  food  restaurant  (dba  "Little  Caesars 
Pizza")  and  formula  retail  use,  within  the  NC-3  (Moderate  Scale,  Neighborhood 
Commercial)  District,  and  65-A  Height  and  Bulk  District. 
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Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  January  31,  2008) 

16.  2007.1167D  (A.  PUTRA:  (415)  575-9079) 
1843  16th  STREET  -  west  side  between  Noriega  Street  and  Ortega  Street;  Lot  008  in 
Assessor's  Block  2053  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.07.09.6230,  proposing  construction  of  a  single-story  addition  with 
roof  deck  at  the  rear  of  an  existing  dwelling  in  a  RH-1(D)  (Residential,  House,  One- 
Family,  Detached)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  proposed. 

17.  2007.1211D  (C.  TEAGUE:  (415)  575-9081) 
1140  POTRERO  AVENUE  -  west  side  between  23rd  Street  and  24th  Street;  Lot  009  in 
Assessor's  Block  4211  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  number  2007.05.21.1784,  proposing  to  add  a  third  story  with  a  flat  roof,  a  3- 
story  horizontal  expansion  in  the  rear,  and  two  additional  dwelling  units  to  an  existing  2- 
story  single-family  home  in  a  RH-3  (Residential,  House,  Three-Family)  Zoning  District 
and  65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
application 

(Continued  from  Regular  Meeting  of  February  14,  2008) 

18.  2007.0781  D  (E.  OROPEZA:  (415)  558-6381) 
14  VALENCIA  STREET  -  west  side  between  McCoppin  and  Market  Street,  in  Assessor's 
Block  3503,  Lot  003  -  Mandatory  Discretionary  Review  of  Building  Permit  Application 
No.  2007.0615.4005  for  the  property  at  14  Valencia  Street  (aka  1745-1755  Market  Street) 
to  maintain  the  operation  of  an  existing  Medical  Cannabis  Dispensary,  dba  "Ketama 
Cooperative."  The  subject  building  is  a  four-story  mixed-use  building  with  51 -dwelling 
units,  all  within  the  C-M  (Heavy  Commercial)  District,  the  Market  Street  Special  Sign 
District  and  a  105-E  Height/Bulk  District. 

Preliminary  Recommendation  Take  Discretionary  Review  and  approve  with  conditions. 
(Continued  from  Regular  Meeting  of  February  21,  2008) 

19.  2007.0434DDD  (E.  JACKSON:  (415)  558-6363) 
398  PENNSYLVANIA  AVENUE  -  northwest  corner  of  19th  Street  and  Pennsylvania 
Avenue,  Lot  009  in  Assessor's  Block  4039  -  Request  for  Discretionary  Review  of 
Building  Permit  Application  No.  2007.09.12.2410,  proposing  to  construct  a  horizontal  rear 
addition  on  the  ground  floor  and  a  partial  fourth  floor  to  an  existing  three-story  single- 
family  residence  in  a  RH-2  (Residential,  House,  Two-Family)  Zoning  District  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  the  Building 
Permit  Application  with  modifications. 

20a.     2007.1372D  (G.  CABREROS:  (415)  558-6169) 

61-63  ALPINE  TERRACE  -  east  side  of  Alpine  Terrace  between  Waller  Street  and 
Duboce  Avenue,  Lot  021  in  Assessor's  Block  1259  -  Request  for  Discretionary  Review 
of  Building  Permit  Application  No.  2007.02.02.3276  proposing  to  construct  a  partial  fourth 
floor  to  an  existing  three-story,  two-unit  building  in  an  RH-3  (Residential,  House,  Three- 
Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve. 

20b.      2007.0475V  (G.  CABREROS:  (415)  558-6169) 

61-63  ALPINE  TERRACE  -  east  side  of  Alpine  Terrace  between  Waller  Street  and 
Duboce  Avenue,  Lot  021  in  Assessor's  Block  1259  -  Request  for  Rear  Yard  and 
Noncomplying  Structure  Variances  for  a  proposal  to  remove  and  reconstruct  the  last 
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three  feet  of  the  existing  building  depth  at  the  three-story,  two-unit  building  in  an  RH-3 
(Residential,  House,  Three-Family)  District  and  a  40-X  Height  and  Bulk  District.  The 
project  includes  removal  of  the  existing  rear  wall  and  angled  bay  spanning  the  full  lot  and 
reconstruction  the  rear  wall  with  a  narrower  rectangular  bay,  approximately  13  feet  wide. 
The  rectangular  bay  is  proposed  at  the  same  depth  as  the  existing  angled  bay. 

21.       2007.1393D  (G.  CABREROS:  (415)  558-6169) 

2655-2657  GREENWICH  STREET  -  south  side  of  Greenwich  Street  between  Divisadero 
and  Broderick  Streets,  Lot  022  in  Assessor's  Block  0943  -  Request  for  Discretionary 
Review  of  Building  Permit  Application  No.  2007.07.25.7696  proposing  to  construct  a 
fourth  floor  to  an  existing  three-story,  two-unit  building  in  an  RH-2  (Residential,  House, 
Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve. 

I.         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 

1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  
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Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery(S)sfQov.ora 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may'fcrder  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 

phone  pager  or  other  similar  sound-producing  electronic  devices  (67 A. 1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 

sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (41 5)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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ROLL  CALL: 


Commission  President: 
Commissioners: 


Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


AMENDMENTS  RELATING  TO  PLANNING  CODE  SECTIONS  102.17.  790.38.  AND 
890.37  [BOARD  FILE  NO.  07-16491  -  Ordinance  introduced  by  Supervisor  Peskin 
amending  Planning  Code  Sections  102.17,  790.38,  and  890.37  to  define  three  types 
of  entertainment  use  based  upon  size;  amending  Sections  1060,  1060.1,  1060.3, 
1070,  1070.1,  and  1070.3  of  the  San  Francisco  Police  Code  to  define  the  three  types 
of  entertainment  use  authorized  by  the  Planning  Code  and  to  require  an  application  and 
the  permit  for  a  place  of  entertainment  or  extended-hours  activity  to  specify  one  of  the 
three  types  of  entertainment  use;  adopting  findings,  including  environmental  findings  and 
findings  required  by  Section  302  of  the  Planning  Code. 
Preliminary  Recommendation:  Approval 
(Continued  from  Regular  Meeting  of  February  7,  2008) 
(Proposed  for  Continuance  to  April  10,  2008) 

2.  2007.1 01 9C  (R.CRAWFORD:  558-6358) 
2400  NORIEGA  STREET  -  north  side,  northwest  corner  of  Noriega  and  31st  Avenue  Lot 
003  of  Assessor's  Block  2018  -  Request  for  Conditional  Use  Authorization  under, 
Planning  Code  Section  711.81  to  develop  a  Large  Institutional  Use  (Church)  above  the 
ground  floor  and  Section  711.2  Use  Size  greater  than  3,999  square  feet  in  an  NC-2, 
Small  Scale  Neighborhood  Commercial  District  and  a  40-X  Height  and  Bulk  District.  The 
proposal  is  to  demolish  the  existing  one-story  church  building  (in  a  converted  bank 
building)  and  construct  a  new  3  story  building  11,625  square  feet  in  area  for  the  church 
with  1 1  off  street  parking  spaces. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  January  31,  2008) 
(Proposed  for  Continuance  to  April  17,  2008) 

3.  2007.0703D  (G.  CABREROS:  (415)  558-6169) 
850  FRANCISCO  STREET  -  north  side  between  Leavenworth  and  Hyde  Streets;  Lot  005 
in  Assessor's  Block  0045  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.10.18.5416  proposing  to  revise  an  issued  building  permit 
application  for  new  construction  of  a  four-story,  single  family  residence.  The  revision 
consists  of  construction  of  two  additional  basement  levels  within  the  footprint  of  the 
proposed  new  construction  project.  The  property  is  located  in  an  RH-1  (D)  (Residential, 
House,  One-Family,  Detached)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  project 
(Continued  from  Regular  Meeting  of  January  24,  2008) 

(Proposed  for  Continuance  to  March  20,  2008) 

4.  2007.1 113EI  (C.  NIKITAS:  (415)  558-6306) 
AMENDMENTS  TO  PLANNING  CODE  SECTION  303/PROTECTION  OF  SOLAR 
ENERGY  SYSTEMS  -  Ordinance  introduced  by  Supervisor  Mirkarimi  as  part  of 
Board  File  No.  07-1338,  that  would  add  Section  303(n)  to  the  Planning  Code,  to  require 
Conditional  Use  authorization  for  any  structure  that  would  shade  a  previously  registered 
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Solar  Energy  System,  and  requiring  the  Planning  Department  to  review  and  manage 

system  registrations. 

Preliminary  Recommendation:  pending 

(Continued  from  Regular  Meeting  of  January  24,  2008) 

(Proposed  for  Continuance  to  March  20,  2008) 

5a.       2005.0298KECV  (S.  VELLVE:  (415)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Conditional  Use  Authorization,  pursuant 
to  Sections  157,  209.8,  221.1,  253,  253.2  and  303  of  the  Planning  Code  to  allow  off- 
street  parking  in  excess  of  the  amount  permitted  as  accessory  parking,  to  permit  the  sale 
of  alcoholic  beverages  within  1/4  mile  of  the  Polk  Street  Neighborhood  Commercial 
District,  to  demolish  a  movie  theatre,  and  to  allow  the  construction  of  a  building  which 
exceeds  40  feet  in  height  with  an  exception  to  the  bulk  limits.  The  project  proposes  to 
construct  up  to  107  dwelling  units  with  approximately  15,800  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  February  28,  2008) 
(Proposed  for  Continuance  to  March  20,  2008) 

5b.       2005.0298KECV  S.  VELLVE:  (415)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Variances,  pursuant  to  Sections  253(c)(6), 
307(g),  152,  and  140  of  the  Planning  Code  to  modify  the  rear  yard  requirement  in  the  Van 
Ness  Special  Use  District,  to  provide  one  off-street  freight  loading  space  where  two  are 
required,  and  for  dwelling  unit  exposure  for  four  dwelling  units.  The  project  proposes  to 
construct  up  to  107  dwelling  units  with  approximately  15,800  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

(Continued  from  Regular  Meeting  of  February  28,  2008) 
(Proposed  for  Continuance  to  March  20,  2008) 

6.         2007.1267X:  (A.  BEN-PAZI:  (415)  575-9077) 

631  FOLSOM  STREET  -  south-east  side  between  2nd  and  Hawthorne  Streets,  Lot  090  in 
Assessor's  Block  3750  -  Request  for  an  exemption  pursuant  to  section  309  to  add  52 
off-street  parking  spaces  to  the  previously  approved  64  off-street  parking  spaces 
in  a  mixed-use  building  currently  under  construction.  The  building  is  to  have  114 
dwelling  units,  each  containing  at  least  two  bedrooms  and  at  least  1000  square  feet. 
Under  this  proposal  there  will  be  a  total  of  116  off-street  parking  spaces,  108  of  which  will 
be  stored  and  accessed  by  mechanical  stackers.  2  of  the  spaces  will  be  dedicated  to  car- 
share  vehicles.  No  physical  expansion  of  the  approved  building  is  proposed.  This  site  is 
within  the  C-3-S  Zoning  District,  and  a  200-S  Height  and  Bulk  District. 
Preliminary  Recommendation: 
(Proposed  for  Continuance  to  March  27,  2008) 

B.         COMMISSIONERS'  QUESTIONS  AND  MATTERS 

7         Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 
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•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

8.  Director's  Announcements 

9.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

1 0.  (S.  SANCHEZ  (415)  558-6326) 
ACADEMY  OF  ART  UNIVERSITY  -  Informational  item  to  discuss  current  status  of  the 
Academy  of  Art  University's  future  plans  for  various  sites  in  San  Francisco. 

(J.  PURVIS  (415)  558-6354 

11.  GENERAL  ADVERTISING  SIGN  PROGRAM  -  Code  Enforcement  staff  will  give  an 
informational  presentation  and  annual  progress  report  on  the  General  Advertising  Sign 
Program,  including  revenues,  expenditures,  and  the  status  of  sign  inventory  and 
enforcement. 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

F.  CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 

12.  2007. 1 095C  (S.  YOUNG:  (41 5)  558-6346) 
2040  FILLMORE  STREET  -  east  side  between  California  and  Pine  Streets;  Lot  022  in 
Assessor's  Block  0653  -  Request  for  Conditional  Use  Authorization  under  Sections 
703.4,  303(c),  and  303(i)  of  the  Planning  Code  to  establish  a  Formula  Retail  Use  in  the 
Upper  Fillmore  Street  Neighborhood  Commercial  Zoning  District  and  a  40-X  Height  and 
Bulk  District.  The  proposal  is  to  convert  a  vacant  retail  sales  establishment  (previously 
occupied  by  "Smith  &  Hawken")  to  another  retail  sales  establishment  (dba  "Ralph 
Lauren",  an  apparel,  and  accessories  store).  The  proposed  retail  store  is  considered  a 
Formula  Retail  Use  under  Section  703.3  of  the  Planning  Code.  The  proposal  will  involve 
tenant  improvements  to  the  existing  commercial  space  with  new  partitions  and 
merchandise  display  areas  and  exterior  modifications  to  the  storefront  with  new  windows 
and  doors.  There  will  be  no  expansion  of  the  existing  building  envelope. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  February  14,  2008) 

NOTE:  On  February  14,  2008,  following  public  testimony,  the  Commission  closed 
public  hearing  and  passed  a  motion  of  intent  to  disapprove  by  a  vote  of  +6  -1. 
Commissioner  Antonini  voted  no.  Final  Language  March  6,  2008. 
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G.         REGULAR  CALENDAR 


13.  2008.0101D  (A.  BEN-PAZI:  (415)  575-9077) 
1284  MISSION  STREET  -  north-west  side  between  8th  and  9th  Streets,  Lot  022  is 
Assessors  Block  3701  -  Mandatory  Discretionary  Review  pursuant  to  Section  217(k) 
of  the  Planning  Code,  for  a  medical  cannabis  dispensary  (MCD)  of  approximately 
1,621  square  feet  (dba  "Re-Leaf  Herbal  Center".)  The  MCD  will  not  offer  on-site 
smoking.  The  site  is  occupied  by  a  4-story  mixed-use  building  with  retail  at  the  ground 
floor  and  a  residential  hotel  on  the  upper  floors.  The  MCD  will  occupy  the  presently 
vacant  north-easternmost  storefront.  No  physical  expansion  of  the  existing  building  or 
commercial  space  is  proposed.  The  site  is  within  the  C-3-G  (Downtown  General 
Commercial)  Zoning  District  and  a  120-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  DR  and  approve  the  project  as  proposed 

14.  2007.1167D  (A.  PUTRA:  (415)  575-9079) 
1843  16™  AVENUE  -  west  side  between  Noriega  Street  and  Ortega  Street;  Lot  008  in 
Assessor's  Block  2053  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.07.09.6230,  proposing  construction  of  a  single-story  addition  with 
roof  deck  at  the  rear  of  an  existing  dwelling  in  a  RH-1(D)  (Residential,  House,  One- 
Family,  Detached)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  proposed. 

(Continued  from  Regular  Meeting  of  February  28,  2008) 

15.  2007.1432D  (C.  LAMORENA:  (415)  575-9085) 
51  SEAL  ROCK  DRIVE  -  south  side  between  Alta  Mar  Way  and  45th  Avenue;  Lot  027  in 
Assessor's  Block  1482  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.08.03.8753,  proposing  to  replace  two  rear  decks  and  stairs  at  the 
rear  of  the  existing  two-story,  single-family  dwelling  in  an  RH-1  (Residential  House,  One- 
Family)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 


16.       2008.0109D  (R.  CRAWFORD:  (415)  558-6358) 

670  PARIS  STREET  -  North  side  between  Italy  and  France  Avenues.  Assessor's  Block 
6345  Lot  018  -  Request  for  Discretionary  Review  of  Building  Permit  Application  No. 
2007  1130  9309  to  construct  a  two-story  addition  to  the  rear  of  the  existing  two-story 
dwelling  in  an  RH-1  (Residential,  House,  One  Family)  District,  and  a  40-X  Height  and 
Bulk  district. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve  the 
Project. 


17.       2005.1044D  (R.  CRAWFORD:  (415)  558-6358) 

2A  QUINTARA  STREET  -  East  end  between  9th  and  10th  Avenues.  Assessor's  Block 
2129,  Lot  002B  -  Request  for  Discretionary  Review  of  Building  Permit  Application  No. 
2005  0407  9360,  construct  a  new  two-story  dwelling  on  a  vacant  lot  in  an  RH-1 
(Residential,  House,  One-Family)  District  and  a  40-X  Height  and  Bulk  district. 
Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve  the 
Project. 


18        2007.1385D  (C.  TEAGUE:  (41 5)  575-9081 ) 

1721  20™  STREET  -  south  side  between  Wisconsin  Street  and  Arkansas  Street;  Lot 
001 B  in  Assessor's  Block  4098  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  number  2007.06.01.2741,  proposing  to  add  a  4th  floor  addition  in  a  RH-2 
(Residential,  House,  Two-Family  )  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 
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19.       2007.0973DDD  (A.  HOLLISTER:  (415)  575-9078) 

1420  MONTGOMERY  STREET  -  east  side  between  Greenwich  and  Filbert  Streets,  Lot 
037  in  Assessor's  Block  0085  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.03.29.7588,  proposing  to  add  rooftop  features  to  the  existing 
subject  building.  A  new  roof  deck  consisting  of  wood  decking  and  stone  paving  would  be 
installed.  The  roof  deck  would  include  42-inch-high  glass  railings,  two  48-inch-high 
windscreens,  an  outdoor  kitchen  counter,  a  gas  fire  table,  and  four  rectangular  metal 
planters.  Other  rooftop  features  would  include  three  skylights  on  36-inch-high  curbs,  two 
12-inch-high  skylights,  mechanical  equipment,  and  a  28-panel  photovoltaic  array  (solar 
panels).  The  existing  stair  and  elevator  penthouses  would  remain  and  would  not  be 
expanded.  The  subject  property  is  in  an  RH-3  (Residential,  House,  Three-Family)  District 
and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  plans  with 
modifications 

H.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Regular  Meeting 

SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/pianning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv(S>sfaov.ora 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (41 5)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(5)sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Planning  Commission 


Thursday.  March  13,  2008 


1:30  PM 


ROLL  CALL: 


President: 
Commissioners: 


Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


4002  IRVING  STREET  -  north  side  between  41st  and  42nd  Avenues;  Lot  015  in  Assessor's 
Block  1709  -  Request  for  Conditional  Use  Authorization  pursuant  to  Planning  Code 
Section  710.83  proposing  to  install  a  wireless  telecommunications  facility  (for  Sprint-PCS) 
in  the  form  of  three  antennas  mounted  to  an  existing  rooftop  stair  penthouse,  hidden 
inside  one  faux  vent  pipe,  and  with  radio  equipment  located  on  the  roof.  The  subject 
property  is  located  within  the  NC-1  (Neighborhood  Commercial  Cluster)  Zoning  District 
and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  March  20,  2008) 

2.        2008.0014G  (A.  HEITTER;  (415)  558-6602) 

690  MARKET  STREET  -  the  Chronicle  Building  is  located  at  the  northeast  intersection  of 
Market,  Geary  and  Kearny  Streets,  Lot  6  in  Assessor's  Block  311  -  Consideration  of 
adoption  of  a  resolution  recommending  approval  on  a  proposal  to  designate  the 
subject  property  as  Category  II  (Significant)  per  Article  11  of  the  Planning  Code.  The 
subject  property  consists  of  two  sections:  a  nine-story  plus  mezzanine  office  tower 
originally  designed  by  Burnham  &  Root  in  1887  and  constructed  in  1889-90,  enlarged  in 
1905  by  D.H.  Burnham  &  co.  and  reconstructed  in  1908  Willis  Polk.   An  eight  story 
addition  was  constructed  in  2007.  The  property  is  within  a  C-3-0  (Downtown  Office) 
District  and  a  285-S  Height  and  Bulk  District.  The  property  is  currently  undesignated  and 
is  not  within  a  Conservation  District. 
Preliminary  Recommendation:  Approval 
(Continued  from  Regular  Meeting  of  February  21,  2008) 
(Proposed  for  Continuance  to  March  27,  2008) 

3a.       2007.1163C  (D.  DIBARTOLO:  (415)  558-6291) 

140  ELLIS  STREET  -  between  Cyril  Magnin  and  Powell  Street,  Lot  023  in  Assessor's 
Block  326  -  Request  for  Conditional  Use  Authorization  to  convert  65  of  the  existing  77 
residential  hotel  rooms  into  tourist  hotel  rooms  within  the  six-story  mixed  use  structure. 
This  change  of  use  would  increase  the  number  of  tourist  rooms  from  the  existing  66 
rooms  to  a  total  of  131  tourist  hotel  rooms  with  12  residential  hotel  rooms  still  remaining 
within  the  building.  The  project  does  not  propose  any  modifications  to  the  building 
exterior  or  interior  and  consists  of  the  change  of  use  only.  As  required  under  the  San 
Francisco  Administrative  Code,  the  65  residential  hotel  rooms  at  the  project  site  (to  be 
converted  to  tourist  hotel  rooms)  will  be  replaced  at  317  Leavenworth  Street.  (A 
companion  variance  case  for  317  Leavenworth  (Case  No.  2007.1164V)  will  be 
considered  by  the  Zoning  Administrator  concurrently  with  this  case.)  The  project  site  is 
located  in  a  C-3-G  (Downtown  General  Commercial)  Zoning  District  and  an  80-1 30-F 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  February  7,  2008) 
(Proposed  for  Continuance  to  April  24,  2008) 


1. 
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3b        2007.1164V  (D.  DIBARTOLO:  (415)  558-6291) 

317  LEAVENWORTH  STREET  -  northwest  corner  with  Eddy  Street;  Lot  005  in 
Assessor's  Block  0334  -  Request  for  Residential  Open  Space  and  Off-Street  Parking 
Variances.  The  proposal  is  to  convert  the  existing  65  tourist  hotel  room  into  65 
residential  hotel  rooms  in  conjunction  with  a  reverse  conversion  at  140  Ellis  Street.  The 
existing  building  occupies  the  lot  almost  entirely,  and  none  of  the  proposed  residential 
hotel  rooms  would  be  provided  with  any  private  or  common  open  space,  nor  would  any 
off-street  parking  spaces  be  provided.  The  project  site  is  located  in  an  RC-4  (Residential- 
Commercial,  Combined,  High  Density)  Zoning  District  and  an  80-T  Height  and  Bulk 
District. 

(Continued  from  Regular  Meeting  of  February  7,  2008) 
(Proposed  for  Continuance  to  April  24,  2008) 

4.         2007.1427D  (S.  PERDUE:  (415)  558-6625) 

158-160  FUNSTON  AVENUE  -  east  side  between  California  and  Lake  Streets;  Lot  031 
in  Assessor's  Block  1372  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.0618.4221,  proposing  to  add  a  partial  fourth  story  above  a  three- 
story,  two-unit  building  within  an  RH-2  (Residential,  House,  Two-Family)  District  and  a 
40-X  Height/Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
application. 

(Continued  from  Regular  Meeting  of  February  21  2008) 
DISCRETIONARY  REVIEW  APPLICATION  WITHDRAWN 


B.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

Adoption  of  Commission  Minutes  -  Charter  Section  4.104  requires  all  commissioners  to 
vote  yes  or  no  on  all  matters  unless  that  commissioner  is  excused  by  a  vote  of  the 
Commission.  Commissioners  may  not  be  automatically  excluded  from  a  vote  on  the 
minutes  because  they  did  not  attend  the  meeting. 

5.  Consideration  of  Adoption: 

•  Draft  Minutes  of  Regular  Meeting  of  January  17,  2008. 

•  Draft  Minutes  of  Regular  Meeting  of  January  24,  2008. 

•  Draft  Minutes  of  Regular  Meeting  of  January  31 ,  2008. 

•  Draft  Minutes  of  Regular  Meeting  of  February  21 ,  2008. 

6.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

7.  Director's  Announcements 

8         Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 
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9.  (S.  SANCHEZ  (415)  558-6326) 

ACADEMY  OF  ART  UNIVERSITY  ENFORCEMENT  AND  INSTITUTIONAL  MASTER 
PLAN  UPDATE  (IMP)  -  Informational  presentation  on  the  status  of  pending 
enforcement  cases  and  preparation  of  IMP  by  the  Academy  of  Art  University.  Item  to  be 
presented  as  new  information  is  available. 

D.         GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With  respect 
to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the  item  is 
reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up  to  three 
minutes. 


E.         CONSENT  CALENDAR 


All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the  Planning 
Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There  will  be  no  separate 
discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or  staff  so  requests,  in  which 
event  the  matter  shall  be  removed  from  the  Consent  Calendar  and  considered  as  a  separate  item  at  this  or  a 
future  hearing. 

1 0.       2008.0045C  (E.  WATTY:  (41 5)  558-  6620) 

1298  CHURCH  STREET  -  at  the  northwest  corner  of  25th  Street;  Lot  008  in  Assessor's 
Block  6536  -  Request  for  Conditional  Use  Authorization,  pursuant  to  Planning  Code 
Sections  710.42,  728.42,  and  790.92,  to  allow  a  full-service  restaurant  within  an  NC-1 
(Neighborhood  Commercial,  Cluster)  District  and  40-X  Height  and  Bulk  District  that  is 
within  %  mile  of  the  24th  Street  -  Noe  Valley  Neighborhood  Commercial  District. 
Preliminary  Recommendation:  Approval  with  Conditions 


F.         REGULAR  CALENDAR 


11.  2003.0347UU  (K.  DISCHINGER:  (415)  558-6284) 
AMENDMENTS  TO  THE  MARKET  AND  OCTAVIA  PLAN  AREA,  UPDATE  OF  BOARD 
PROCEEDINGS  AND  REQUEST  FOR  COMMENT  fBOARD  FILES  NO  071156.  071 157. 
080255  AND  0711591  On  October  24,  2007  the  Board  of  Supervisors  adopted  the  Market 
and  Octavia  Area  Plan  and  corresponding  General  Plan  Amendments.  The  Land  Use 
Committee  has  held  subsequent  hearings  on  the  Planning  Code  Amendments  to 
implement  the  Van  Ness  and  Market  Downtown  Residential  Special  Use  District  [Board 
File  071156];  Planning  Code  Amendments  to  implement  the  Market  and  Octavia  Area 
Plan  [Board  Files  No  071157  and  080255];  and  Zoning  Map  Amendment  in  connection 
with  the  Market  and  Octavia  Area  Plan  [Board  File  No  071159].  The  Board's  Land  Use 
Committee  will  hold  its  next  hearing  on  or  after  March  24,  2008.  At  that  time  the 
Committee  will  consider  additional  amendments  to  these  files.  The  proposed  Ordinances, 
as  currently  amended,  are  before  the  Commission  so  that  it  may  comment  on  the 
amendments  and  recommend  adoption,  rejection,  or  adoption  with  modifications  to  the 
Board  of  Supervisors. 

Preliminary  Recommendation:  Approval 

12.  2007.1456C  (D.  SANCHEZ:  (415)  575-9082) 
1575  SOUTH  VAN  NESS  AVENUE  -  northeast  corner  of  Cesar  Chavez  and  South  Van 
Ness,  Lot  027  in  Assessor's  Block  6571  -  Request  for  Conditional  Use  Authorization 
under  Planning  Code  Sections  703.3,  703.4  and  303  to  allow  a  formula  retail  use  paint 
store  (dba  ICI  Paints)  within  an  NC-3  (Moderate-Scale  Neighborhood  Commercial) 
Zoning  District  and  a  50-X  Height  and  Bulk  designation. 

Preliminary  Recommendation:  Approval  with  Conditions 
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13.        2007.1382C  (J.  MILLER:  (415)  558-6344) 

560  GEARY  STREET  (AND  620  JONES  STREET)  -  north  side  between  Jones  and 
Shannon  Streets,  Lots  011  and  036  in  Assessor's  Block  0305  -  Request  for 
Conditional  Use  Authorization  pursuant  to  Section  249.5(c)(2)  of  the  Planning  Code  for 
a  commercial  use  on  a  second  story  (restaurant/entertainment  establishment  dba  "Om") 
in  an  RC-4  (Residential-Commercial  Combined,  High  Density)  District  and  in  the  North  of 
Market  Residential  Special  Use  District,  Sub-Area  1,  and  within  an  80-1 30-T  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  February  28,  2008) 

14a.      2006.0799CEKVZ  (J.  MILLER:  (415)  558-6344) 

261  OCTAVIA  STREET  -  southeast  corner  at  Oak  Street,  Lot  029  in  Assessor's  Block 
0839  -  Request  for  Reclassification  of  Property  from  a  "P"  (Public  Use)  District  to  an 
RH-3  (House,  Three-Family)  District  to  allow  the  construction  of  a  residential  care  facility 
for  approximately  16  developmental^  disabled  citizens,  with  an  accessory  art 
studio/vocational/gallery  space  that  will  serve  the  residents.  (See  full  project  description 
in  Item  "b"  below.) 

Preliminary  Recommendation:  Approval  with  Conditions 

14b.      2006.0799CEKVZ  (J.  MILLER:  (415)  558-6344) 

261  OCTAVIA  STREET  -  southeast  corner  at  Oak  Street,  Lot  029  in  Assessor's  Block 
0839  -  Request  for  Conditional  Use  Authorization  pursuant  to  Sections  253  and 
209.3(c)  of  the  Planning  Code  for  construction  of  a  building  exceeding  40  feet  in  height  in 
an  "R"  District  and  for  a  residential  care  facility.  The  project  includes  construction  of  a 
five-story,  50-foot-high  residential  care  facility  for  developmentally-disabled  residents, 
consisting  of  approximately  14  living  units  and  an  accessory  art  studio/vocational/gallery 
space  that  will  serve  the  residents.  The  subject  property  is  within  a  "P"  (Public  Use) 
District  proposed  for  reclassification  to  an  RH-3  (House,  Three-Family)  District  in  order  to 
permit  the  proposed  use,  and  is  within  an  80-B  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 

14c.      2006.0799CEKVZ  (J.  MILLER:  (415)  558-6344) 

261  OCTAVIA  STREET  -  southwest  corner  at  Oak  Street,  Lot  029  in  Assessor's  Block 
0839  in  a  "P"  (Public  Use)  District,  proposed  for  reclassification  to  an  RH-3  (House, 
Three-Family)  District,  and  within  an  80-B  Height  and  Bulk  District  -  Request  for 
Variances  to  the  Rear  Yard  and  Off-Street  Parking  requirements  in  conjunction  with 
the  construction  of  a  new  residential  care  facility  for  approximately  16  developmentally- 
disabled  citizens  that  will  also  contain  an  accessory  art  studio/vocational/gallery  space  to 
serve  the  residents  of  this  project.  These  variances  are  required  because  the  project 
would  provide  no  off-street  parking  spaces,  where  three  parking  spaces  are  required  by 
Code,  and  because  part  of  the  proposed  L-shaped  building  would  project  into  a  portion  of 
the  Code-required  rear  yard  area. 


15.       2007.0718C  (A.  HOLLISTER:  (41 5)  575-9078) 

507  COLUMBUS  AVENUE  -  west  side  between  Union  and  Green  Streets,  Lot  005  in 
Assessor  s  Block  0117  -  Request  for  Conditional  Use  Authorization  to  establish  a 
retail  wine  store  and  a  bar  (dba  "Vino  Divino")  of  approximately  807  square  feet  within  the 
vacant,  existing  ground-floor  commercial  space.  No  physical  expansion  of  the  existing 
building  is  proposed.  The  bar  portion  of  the  proposal  is  intended  to  be  a  "wine  bar"  which 
will  sell  beer  and  wine  for  consumption  on-site  with  the  retail  wine  store  portion  of  the 
business  selling  beer  and  wine  for  consumption  off-site.  This  site  is  within  the  North 
Beach  Neighborhood  Commercial  District,  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  February  14,  2008) 
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NOTE:  On  February  14,  2008,  following  public  testimony  the  Commission  closed  the 
public  hearing  and  deliberated  the  matter,  Following  deliberation  they  continued 
the  item  to  March  13,  2007,  for  the  Project  Sponsor  to  obtain  new  plans  by  a  vote  +5 
-0.  Commissioners  Alexander  and  W.  Lee  were  absent.  Public  hearing  remains 
open. 


16.       2007.1281C  (A.  HOLLISTER:  (415)  575-9078) 

1237  POLK  STREET  -  west  side  between  Bush  and  Sutter  Streets,  Lot  003  in  Assessor's 
Block  0670  -  Request  for  Conditional  Use  Authorization  to  establish  a  bar  (Type  48 
Liquor  License)  and  a  restaurant  that  will  exceed  2000  square  feet  (dba.  McTeague's). 
The  tenant  space  at  1237  Polk  Street  is  approximately  2750  square  feet.  The  business 
will  primarily  be  a  bar  that  will  also  serve  limited  food  items  including  sandwiches  and 
soups.  No  physical  expansion  of  the  existing  building  is  proposed.  This  site  is  within  the 
Polk  Street  Neighborhood  Commercial  District,  and  a  65-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  February  28,  2008) 


17.  2007.1 11 3 EI  (C.  NIKITAS:  (415)  558-6306) 
AMENDMENTS  TO  PLANNING  CODE  SECTION  303/PROTECTION  OF  SOLAR 
ENERGY  SYSTEMS  -  Ordinance  introduced  by  Supervisor  Mirkarimi  as  part  of 
Board  File  No.  07-1338,  that  would  add  Section  303(n)  to  the  Planning  Code,  to  require 
Conditional  Use  authorization  for  any  structure  that  would  shade  a  previously  registered 
Solar  Energy  System,  and  requiring  the  Planning  Department  to  review  and  manage 
system  registrations. 

Preliminary  Recommendation:  pending 
(Continued  from  Regular  Meeting  of  March  6,  2008) 

18.  2007.1461T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  RELATING  TO  PLANNING  CODE  SECTIONS  719.1  AND  781.9  OF 
THE  HAIGHT  STREET  NEIGHBORHOOD  COMMERCIAL  DISTRICT  [BOARD  FILE  No. 
07.16691  -  Ordinance  introduced  by  Supervisor  Mirkarimi  amending  Planning  Code 
Sections  719.1  and  781.9  concerning  the  Haight  Street  Neighborhood  Commercial 
District  to  provide  for  four  new  full-service  restaurant  uses  that  satisfy  specific 
requirements  and  obtain  conditional  use  authorization,  making  environmental  findings 
and  findings  of  consistency  with  the  General  Plan  and  priority  policies  of  Planning  Code 
Section  101.1. 

Preliminary  Recommendation:  Approval. 


6:00  P.M 


1 9a.     2007.01 72D  (C.  JAROSLAWSKY  (41 5)  558-6348) 

626  PARIS  STREET  -  between  France  and  Italy  Avenues;  Lot  007  in  Assessor's  Block 
6345  -  Mandatory  Discretionary  Review  under  the  Planning  Commission's  policy 
requiring  review  of  residential  demolition,  Permit  Application  No.  2006.11.08.7236,  to 
demolish  an  existing  single-family,  one-story  structure,  in  an  RH-1  (Residential,  House, 
One-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 
(Continued  from  Regular  Meeting  of  February  28,  2008) 

19b.      2007.0177D  (C.  JAROSLAWSKY  (415)  558-6348) 

626  PARIS  STREET  -  between  France  and  Italy  Avenues;  Lot  007  in  Assessor's  Block 
6345  -  Mandatory  Discretionary  Review  under  the  Planning  Commission's  policy 
requiring  review  of  Permit  Application  No.  2006.11.08.7240,  for  a  replacement  structure 
pursuant  to  a  residential  demolition,  to  construct  a  new,  single-family,  one-story-over- 
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garage  structure,  in  an  RH-1  (Residential,  House,  One-Family)  District  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 
(Continued  from  Regular  Meeting  of  February  28,  2008) 

20        2007.1039D  (T.  WANG:  (415)  558-6335) 

3326  SANTIAGO  STREET  -  north  side  between  44th  and  45th  Avenues;  Lot  022  in 
Assessor's  Block  2305  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.07.06.6134,  proposing  for  the  construction  of  a  second  story  vertical 
addition  to  an  existing  one-story,  single-family  dwelling  and  the  replacement  of  the 
existing  garage  with  a  new  garage  near  the  front  of  the  lot.  The  subject  property  is  in  an 
RH-1  (Residential,  House,  One-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  submitted. 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Regular  Meeting  SAN  FRANCISCO 

PUBLIC  LIBRARY 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfgov.  org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  att  proposing  to  install  a 
wireless  telecommunications  facility  (for  Sprint-PCS)  ached  to  a  specific  plan,  (4)  the  adoption,  amendment  or 
modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization,  or  any  permit,  you  may  be 
limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this  notice,  or  in  written 
correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 
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Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information   Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(5)sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine,. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 


President: 
Commissioners: 


Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1680  MARKET  STREET  -  north  side  between  Gough  and  Franklin  Streets,  Lot  005  in 
Assessor's  Block  0854  -  Request  for  conditional  use  authorization  to  establish  a  Large 
Fast  Food  Restaurant  (d.b.a  Subway)  of  approximately  1200  square  feet.  Additionally, 
Conditional  Use  authorization  will  be  required  for  a  Formula  Retail  use  at  the  subject  site 
as  defined  by  Section  703.3  of  the  Planning  Code.  This  site  is  within  a  NC-3  (Moderate- 
Scale)  Neighborhood  Commercial  District,  and  an  80-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Disapproval 
(Proposed  for  Continuance  to  April  3,  2008) 

2.  2007.1256C  (K.GUY:  (415)558-6163) 
401-431  COLUMBUS  AVENUE  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot  026 
of  Assessor's  Block  0131  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  722.21  and  722.42  to  expand  an  existing  full-service  restaurant 
(dba  Panta  Rei  Restaurant),  and  to  allow  a  use  size  in  excess  of  2,000  square  feet  within 
the  North  Beach  NCD  (Neighborhood  Commercial  District),  and  a  40-X  Height  and  Bulk 
District.  The  proposal  is  to  expand  the  existing  1,500  square-foot  restaurant  to  occupy  the 
adjacent  existing  storefront.  The  expanded  restaurant  would  measure  a  total  of  2,040 
square  feet. 

Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  April  3,  2008) 

3.  2008.0287U  (K.  DISCHINGER:  (415)  558-6284) 
FIRST  SOURCE  HIRING  ORDINANCE  -  expanding  scope  of  covered  permits  in  Market 
and  Octavia  Plan  [Board  File  080235]  On  February  12,  2008,  Supervisor  Mirkarimi 
introduced  an  Ordinance  amending  the  San  Francisco  Administrative  Code  by  amending 
sections  83.2,  83.4,  and  83.6  to:  (1)  expand  the  scope  of  permits  that  the  ordinance 
applies  to  in  the  Market  and  Octavia  Area  Plan;  (2)  place  new  reporting  requirements  on 
the  First  Source  Hiring  Administration  that  include  reporting  first  source  statistics  on 
permittees,  as  defined  under  the  ordinance,  and  (3)  require  contractors  and  permittees  to 
cooperate  with  reasonable  requests  for  information  from  the  First  Source  Hiring 
Administration.  The  proposed  Ordinance  is  before  the  Commission  so  that  it  may 
recommend  adoption,  rejection,  or  adoption  with  modifications  to  the  Board  of 
Supervisors. 

Preliminary  Recommendation:  Approval 
(Proposed  for  Continuance  to  April  17,  2008) 

4.  2007.1233C  (A.  BEN-PAZI:  (415)  575-9077) 
805  COLUMBUS  AVENUE  -  south-west  side  between  Lombard  and  Greenwich  Streets, 
Lot  047  in  Assessor's  Block  0074  -  Request  for  Conditional  Use  Authorization  to 
establish  a  real  estate  office,  larger  than  the  principally  permitted  maximum  of  1,999 
square  feet,  on  the  first  floor  of  a  mixed  use  building  within  the  North  Beach  Neighborhood 


1. 


2007.1280C 


(A.  HOLLISTER:  (415)  575-9078) 
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Commercial  District,  pursuant  to  Sections  722.53  and  722.21  of  the  Planning  Code.  The 

commercial  space  measures  approximately  2,760  square  feet  and  has  never  been 

occupied.  No  physical  expansion  of  the  existing  building  is  proposed.  This  site  is  within  the 

North  Beach  Neighborhood  Commercial  District,  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Pending 

(Continued  from  Regular  Meeting  of  February  21,  2008) 

(Proposed  for  Continuance  to  April  24,  2008) 


1727  LOMBARD  STREET  -  south  side  between  Laguna  and  Octavia  Streets,  Lot  036,  in 
Assessor  s  Block  0506  -  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Sections  303  and  209.2(c)  to  legalize  the  conversion  of  a  tourist  hotel  ("Star  Motel") 
to  group  housing  for  a  post-secondary  educational  institution  ("Academy  of  Art 
University")  in  an  RH-2  (Residential,  House  Districts,  Two-Family)  District  and  a  40-X 
Height  and  Bulk  District. 
Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  April  24,  2008) 

6.  2007.0703D  (G.  CABREROS:  (415)  558-6169) 
850  FRANCISCO  STREET  -  north  side  between  Leavenworth  and  Hyde  Streets;  Lot  005 
in  Assessor's  Block  0045  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.10.18.5416  proposing  to  revise  an  issued  building  permit 
application  for  new  construction  of  a  four-story,  single  family  residence.  The  revision 
consists  of  construction  of  two  additional  basement  levels  within  the  footprint  of  the 
proposed  new  construction  project.  The  property  is  located  in  an  RH-1(D)  (Residential, 
House,  One-Family,  Detached)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  project 
(Continued  from  Regular  Meeting  of  March  6,  2008) 

(Proposed  for  Continuance  to  May  1,  2008) 

7.  2007.1454C  (A.  PUTRA:  (415)  575-9079) 
2116  IRVING  STREET  (AKA  2100  IRVING  STREET)  -  north  side  between  22nd  and  23rd 
Avenues;  Lot  021  in  Assessor's  Block  1728  -  Request  for  Conditional  Use 
Authorization,  pursuant  to  Planning  Code  Sections  703.3  &  703.4  to  legalize  an  existing 
formula  retail  use  (d.b.a.  Quickly),  within  the  NC-2  (Small  Scale,  Neighborhood 
Commercial)  District,  and  65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  June  12,  2008) 

8.  2007.01469D  (R.  CRAWFORD:  (415)  558-6358) 
351  SILVER  AVENUE  -  north  side  between  Mission  and  Cruat  Streets.  Assessor's  Block 
5893  Lot  013  -  Request  for  Discretionary  Review  of  Building  Permit  Application  No. 
2007.0619.4378  to  expand  the  front  building  on  the  lot  to  the  side  and  construct  a  two- 
story  addition  to  the  existing  one  story  dwelling  in  an  RH-1  (Residential  House,  One 
Family)  District,  and  a  40-X  Height  and  Bulk  district. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 
DISCRETIONARY  REVIEW  REQUEST  WITHDRAWN 

B.         COMMISSIONERS'  QUESTIONS  AND  MATTERS 

9         Commission  Comments/Questions 


Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
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could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

10.  Director's  Announcements 

1 1 .  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

12.  (S.  SANCHEZ  (415)  558-6326) 
ACADEMY  OF  ART  UNIVERSITY  ENFORCEMENT  AND  INSTITUTIONAL  MASTER 
PLAN  UPDATE  (IMP)  -  Informational  presentation  on  the  status  of  pending 
enforcement  cases  and  preparation  of  IMP  by  the  Academy  of  Art  University.  Item  to  be 
presented  as  new  information  is  available. 

13.  (T.  EGAN:  (415)  554-5268) 
ECONOMIC  DEVELOPMENT  STRATEGY  -  Informational  presentation  of  the  City's 
Economic  Plan. 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  REGULAR  CALENDAR 

14.  2007.0434DDD  (E.  JACKSON:  (415)  558-6363) 
398  PENNSYLVANIA  AVENUE  -  northwest  corner  of  19th  Street  and  Pennsylvania 
Avenue,  Lot  009  in  Assessor's  Block  4039  -  Request  for  Discretionary  Review  of 
Building  Permit  Application  No.  2007.09.12.2410,  proposing  to  construct  a  horizontal  rear 
addition  on  the  ground  floor  and  a  partial  fourth  floor  to  an  existing  three-story  single- 
family  residence  in  a  RH-2  (Residential,  House,  Two-Family)  Zoning  District  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  the  Building 
Permit  Application  with  modifications. 

NOTE:  On  February  28,  2008,  following  public  testimony,  the  Commission  closed 
public  hearing  and  required  the  Project  Sponsor  to  submit  altered/modified  plans. 
The  matter  was  continued  to  March  20,  2008.  Public  hearing  will  remain  open  to 
address  the  new  plans. 

15.  2008.0274D  (E.  JACKSON:  (415)  6363) 
736  VALENCIA  STREET  -  west  side,  between  18th  and  19th  Streets,  Lot  005  in 
Assessor's  Block  3588  -  Staff  Initiated  Discretionary  Review  of  Building  Permit 
Application  number  2006.02.08.4114.  The  proposal  is  to  construct  a  new  mixed-use 
building  containing  8  dwelling  units  with  commercial  space  and  8  off-street  parking 
spaces  on  the  ground  floor.  The  applicant  requests  that  the  Planning  Commission 
remove  the  springing  condition  requiring  community  impact  fees  and  BMR  units  that  was 
previously  imposed  on  the  project.  The  subject  property  is  located  within  the  Valencia 
NCD  (Neighborhood  Commercial  District)  with  a  50-X  Height  and  Bulk  designation. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  remove  the  springing 
condition. 
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16        2008.01 18D  (E.  WATTY:  (415)  558-6629) 

393-395  DOUGLASS  STREET  -  at  the  northeast  corner  of  20th  Street;  Lot  027,  in 
Assessor's  Block  2699  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.08.30.1304,  proposing  construction  of  a  one-story  vertical  addition 
above  the  existing  two-story,  two-family  dwelling.  The  vertical  addition  will  be  integrated 
into  the  upper-floor  unit,  and  the  ground-floor  dwelling-unit  will  remain  unaltered.  The 
subject  property  is  located  within  the  RH-2  (Residential,  House,  Two-Family)  Zoning 
District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
Project  as  proposed. 

17.        2007.1 113ET  (C.  NIKITAS:  (41 5)  558-6306) 

AMENDMENTS  TO  PLANNING  CODE  SECTION  303/PROTECTION  OF  SOLAR 
ENERGY  SYSTEMS  -  Ordinance  introduced  by  Supervisor  Mirkarimi  as  part  of 
Board  File  No.  07-1338,  that  would  add  Section  303(n)  to  the  Planning  Code,  to  require 
Conditional  Use  authorization  for  any  structure  that  would  shade  a  previously  registered 
Solar  Energy  System,  and  requiring  the  Planning  Department  to  review  and  manage 
system  registrations. 
Preliminary  Recommendation:  pending 
(Continued  from  Regular  Meeting  of  March  6,  2008 


5:00  P.M. 

18.  2007.0945DD  (R.  CRAWFORD:  (415)  558-6358) 
787  27™  STREET  -  south  side  between  Douglass  and  Diamond  Streets.  Assessor's 
Block  6588  Lot  01  OF  -  Request  for  Discretionary  Review  of  Building  Permit  Application 
No.  2007.0517.1599  to  construct  a  third-story  addition  to  the  existing  two-story  dwelling  in 
an  RH-1  (Residential  House,  One  Family)  District,  and  a  40-X  Height  and  Bulk  district. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  modify  the  project. 
(Continued  from  Regular  Meeting  of  March  6,  2008) 

19.  2007.0072C  (R.  CRAWFORD:  (415)  558-6358) 
2367  MARKET  STREET  -  AKA  3970  17™  STREET  -  north  side  between  Castro  and  Noe 
Streets  Lot  036  of  Assessor's  Block  3563  -  Request  for  Conditional  Use  Authorization 
under,  Planning  Code  Section  186.1  to  expand  an  existing  nonconforming  Neighborhood 
Commercial  use  (a  bar  and  place  of  entertainment  on  the  second  floor  "The  Cafe"), 
Section  721.44  to  develop  a  Small  Self-Service  Restaurant  on  the  ground  floor  of  the 
addition,  Section  721.48  Other  Entertainment,  to  expand  nights  of  dancing  and  live 
entertainment  (DJs)  to  7  nights  per  week,  and  Section  721.53  to  develop  a  Business 
Service  use  space  on  the  top  floor  in  the  Upper  Market  Neighborhood  Commercial 
District  and  a  65-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  24,  2008) 

20a.      2005.0298KECV  (S.  VELLVE:  (41 5)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Conditional  Use  Authorization,  pursuant 
to  Sections  157,  209.8,  221.1,  253,  253.2  and  303  of  the  Planning  Code  to  allow  off- 
street  parking  in  excess  of  the  amount  permitted  as  accessory  parking,  to  permit  the  sale 
of  alcoholic  beverages  within  1/4  mile  of  the  Polk  Street  Neighborhood  Commercial 
District,  to  demolish  a  movie  theatre,  and  to  allow  the  construction  of  a  building  which 
exceeds  40  feet  in  height  with  an  exception  to  the  bulk  limits.  The  project  proposes  to 
construct  up  to  107  dwelling  units  with  approximately  15,800  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
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spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  March  6,  2008) 

20b.     2005.0298KECV  S.  VELLVE:  (415)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Variances,  pursuant  to  Sections  253(c)(6), 
307(g),  152,  and  140  of  the  Planning  Code  to  modify  the  rear  yard  requirement  in  the  Van 
Ness  Special  Use  District,  to  provide  one  off-street  freight  loading  space  where  two  are 
required,  and  for  dwelling  unit  exposure  for  four  dwelling  units.  The  project  proposes  to 
construct  up  to  107  dwelling  units  with  approximately  15,800  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

(Continued  from  Regular  Meeting  of  March  6,  2008) 

21.       2007.0789C  (A.  PUTRA:  (415)  575-9079) 

4002  IRVING  STREET  -  north  side  between  41st  and  42nd  Avenues;  Lot  015  in  Assessor's 
Block  1709  -  Request  for  Conditional  Use  Authorization  pursuant  to  Planning  Code 
Section  710.83  proposing  to  install  a  wireless  telecommunications  facility  (for  Sprint- 
Nextel)  in  the  form  of  three  antennas  mounted  to  an  existing  rooftop  stair  penthouse, 
hidden  inside  one  faux  vent  pipe,  and  with  radio  equipment  located  on  the  roof.  The 
subject  property  is  located  within  the  NC-1  (Neighborhood  Commercial  Cluster)  Zoning 
District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  March  13,  2008) 

F.         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Commission  Chambers  -  Room  400  ^1'™^ 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place  0  libhaky 

Thursday,  March  27,  2008 
1:30  PM 

Regular  Meeting 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery&.sfQov.orq 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 
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Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67 A.I  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  Sign  Language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(Q)sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 

President:  Christina  R.  Olague 

Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 

A.         CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1.  (M.  SNYDER:  (415)  575-6891) 
INFORMATIONAL  PRESENTATION  TO  THE  COMMISSION  ON  SAN  FRANCISCO 
HOPE/HUNTERS  VIEW  REDEVELOPMENT  PROJECT  -  227  West  Point  Road, 
Assessor's  Block  4624;  Lots  003  and  004;  and  Assessor's  Block  4720,  Lot  027 
Informational  Presentation  on  HopeSF  and  Hunters  View  Housing  Project.  The 
City  is  embarking  on  a  project  to  transform  the  existing  Housing  Authority  project  sites 
into  new  mixed-income  residential  neighborhoods  that  provide  variety  of  housing  types 
and  are  better  integrated  into  their  surrounding  neighborhood  fabrics.  This  presentation 
is  to  discuss  the  overarching  "SF  Hope  Principals,"  the  first  proposed  project  at  Hunters 
View,  and  the  next  steps  for  the  overall  effort. 

(Proposed  for  continuance  to  April  3,  2008) 

2.  2007.1267X  (A.  BEN-PAZI:  (415)  575-9077) 
631  FOLSOM  STREET  -  south-east  side  between  2nd  and  Hawthorne  Streets,  Lot  090  in 
Assessor's  Block  3750  -  Request  for  an  exemption  pursuant  to  section  309  to  add  52 
off-street  parking  spaces  to  the  previously  approved  64  off-street  parking  spaces 
in  a  mixed-use  building  currently  under  construction.  The  building  is  to  have  114 
dwelling  units,  each  containing  at  least  two  bedrooms  and  at  least  1000  square  feet. 
Under  this  proposal  there  will  be  a  total  of  1 1 6  off-street  parking  spaces,  1 08  of  which  will 
be  stored  and  accessed  by  mechanical  stackers.  2  of  the  spaces  will  be  dedicated  to  car- 
share  vehicles.  No  physical  expansion  of  the  approved  building  is  proposed.  This  site  is 
within  the  C-3-S  Zoning  District,  and  a  200-S  Height  and  Bulk  District. 

Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  March  6,  2008) 
(Proposed  for  continuance  to  April  10,  2008) 

3.  2007.1355T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
Ordinance  amending  the  San  Francisco  Planning  Code  by  adding  Section  785  to 
establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict  and  to 
amend  Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula 
Retail  Restricted  Use  Subdistrict  [Board  File  No.  07-1561].  Ordinance  introduced  by 
Supervisor  Ammiano  amending  the  San  Francisco  Planning  Code  by  adding  Section  785 
to  establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  amending 
Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula  Retail 
Restricted  Use  Subdistrict;  amending  Sectional  Maps  SU  07  and  SU  11  of  the  Zoning 
Map  of  the  City  and  County  of  San  Francisco  to  establish  the  boundaries  of  the 
Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  adopting  finding,  including 
environmental  findings  and  findings  of  consistency  with  the  priority  policies  of  Planning 
Code  Section  101.1  and  the  General  Plan. 

Preliminary  Recommendation:  Approval  with  Modifications 
(Continued  from  Regular  Meeting  of  February  28,  2007) 
(Proposed  for  continuance  to  April  24,  2008) 
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4.  2005.0142E  (B.  BOLLINGER:  (41 5)  575-9024) 
733  27th  Avenue  -  The  proposed  project  is  located  at  733  27th  Avenue  (Assessor's  Block 
1617,  Lot  003)  in  the  Outer  Richmond  neighborhood.  Appeal  of  a  Preliminary  Mitigated 
Negative  Declaration.  The  existing  two-story  building  is  approximately  1,848  square  feet 
in  size,  23'-9"  in  height,  and  has  one  off-street  parking  space.  The  proposed  project 
would  construct  a  horizontal  addition  that  would  extend  the  existing  building  about  six  feet 
to  the  north  property  line  and  18  feet  west  into  the  rear  yard  and  a  vertical  addition  that 
would  add  a  third  floor  to  the  existing  building.  The  proposed  horizontal  and  vertical 
additions  would  add  approximately  2,850  square  feet  to  the  existing  1 ,848-square-foot 
building  and  would  remain  a  two-unit  residence.  The  proposed  building  would  be  a  three- 
story,  approximately  4,698-square-foot  building  with  two  off-street  parking.  The  project 
site  is  within  an  RH-2  (Residential  House,  Two-Family)  zoning  district  and  within  a  40-X 
height  and  bulk  district. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Proposed  for  continuance  to  May  22,  2008) 

B.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

5.  ELECTION  OF  VICE  PRESIDENT:  The  Commission  may  take  action  to  elect  a  Vice 
President  to  complete  the  one-year  term  (through  2008)  with  the  ability  to  continue  to 
hold  office  as  the  Commission's  Rules  and  Regulations  and  the  Charter  allows. 

6.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

7.  Director's  Announcements 

8.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

9.  (S.  SANCHEZ  (415)  558-6326) 
ACADEMY  OF  ART  UNIVERSITY  ENFORCEMENT  AND  INSTITUTIONAL  MASTER 
PLAN  UPDATE  (IMP)  -  Informational  presentation  on  the  status  of  pending 
enforcement  cases  and  preparation  of  IMP  by  the  Academy  of  Art  University.  Item  to  be 
presented  as  new  information  is  available. 

10.  (K.  AMDUR:  (415)  558-6351) 
77  VAN  NESS  AVENUE  -  West  side  between  Fell  and  Hickory  Streets,  Assessor's  Block 
0834,  Lot  No.  022.  The  subject  property  is  within  the  C-3-G  (Downtown,  General 
Commercial)  District  and  a  120-F  Height  and  Bulk  District.  Informational  Presentation 
on  the  public  art  proposal  for  the  mixed-use  development  project  that  is  currently  under 
construction  on  the  project  site.  The  project  was  approved  by  the  Commission  on 
December  13,  2001,  and  consists  of  an  8  story  building  with  two  retail  spaces  and  58 
parking  spaces  on  the  ground  floor,  approx.  20,000  sq.ft.  of  office  space  on  floors  2  and 
3,  and  fifty  residential  units  on  floors  4  through  8. 
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11.  (J.  LAU:  (415)554-7672) 
BACKSTREETS  REPORT  -  Informational  presentation  by  members  of  the  Back 
Streets  Business  Advisory  Board  to  review  the  findings  and  recommendations  contained 
in  their  recent  report  "Made  in  San  Francisco." 

12.  2004.0773EIMTZC  (L.  BADINER:  (415)  558-6350) 
55  LAGUNA  STREET:  (aka  218  -  220  BUCHANAN  STREET)  -  most  of  the  blocks  bound 
by  Laguna,  Haight,  Buchanan  and  Hermann  Streets,  Lots  1,  2  and  a  portion  of  Lot  3  in 
Assessor's  Block  870  and  Lots  1  and  1A  in  Assessor's  Block  857  -  Discussion  of  the 
Planning  Commission  condition  requiring  Landmarks  Preservation  Advisory  Board  review 
of  the  project,  and  related  CEQA  findings,  Mitigation  Monitoring  and  Reporting  Program. 

GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

REGULAR  CALENDAR 


13.  2003.0347UU  (K.  DISCHINGER:  (415)  558-6284) 
AMENDMENTS  TO  THE  MARKET  AND  OCTAVIA  PLAN  AREA,  UPDATE  OF  BOARD 
PROCEEDINGS  AND  REQUEST  FOR  COMMENT  [BOARD  FILES  NO  071156,  071157, 
080255  AND  0711591  On  October  24,  2007  the  Board  of  Supervisors  adopted  the  Market 
and  Octavia  Area  Plan  and  corresponding  General  Plan  Amendments.  The  Land  Use 
Committee  has  held  subsequent  hearings  on  the  Planning  Code  Amendments  to 
implement  the  Van  Ness  and  Market  Downtown  Residential  Special  Use  District  [Board 
File  071156];  Planning  Code  Amendments  to  implement  the  Market  and  Octavia  Area 
Plan  [Board  Files  No  071157  and  080255];  and  Zoning  Map  Amendment  in  connection 
with  the  Market  and  Octavia  Area  Plan  [Board  File  No  071159].  The  Board's  Land  Use 
Committee  will  hold  its  next  hearing  on  or  after  March  24,  2008.  At  that  time  the 
Committee  will  consider  additional  amendments  to  these  files.  The  proposed  Ordinances, 
as  currently  amended,  are  before  the  Commission  so  that  it  may  comment  on  the 
amendments  and  recommend  adoption,  rejection,  or  adoption  with  modifications  to  the 
Board  of  Supervisors. 

Preliminary  Recommendation:  Approval 
(Continued  from  Regular  Meeting  of  March  13,  2008) 

14.  2001.1398  (D.  ALUMBAUGH:  (415)558-6601) 
TREASURE  ISLAND.  INFORMATIONAL  PRESENTATION  ON  THE  TREASURE 
ISLAND  DEVELOPMENT  PLAN  -  Staff  of  the  Mayor's  Office  and  representatives  from 
Treasure  Island  Community  Development,  LLC  will  give  an  informational  presentation 
on  the  status  and  content  of  the  development  plan  for  Treasure  Island. 

Preliminary  Recommendation:  Informational  only,  no  action  requested. 
(Continued  from  Regular  Meeting  of  February  14,  2008) 

15a.      2008.0014GU  (A.  HEITTER;  (415)  558-6602) 

690  MARKET  STREET  -  the  Chronicle  Building  is  located  at  the  northeast  intersection  of 
Market,  Geary  and  Kearny  Streets,  Lot  6  in  Assessor's  Block  311  -  Consideration  of 
adoption  of  a  resolution  recommending  to  the  Board  of  Supervisors  approval  on  a 

proposal  to  designate  the  subject  property  as  Category  II  (Significant)  per  Article  11  of 
the  Planning  Code.  The  subject  property  consists  of  two  sections:  a  nine-story  plus 
mezzanine  office  tower  originally  designed  by  Burnham  &  Root  in  1887  and  constructed 
in  1889-90,  enlarged  in  1905  by  D.H.  Burnham  &  Co.  and  reconstructed  in  1908  by  Willis 
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Polk.  An  eight  story  addition  was  constructed  in  2007.  The  property  is  within  a  C-3-0 

(Downtown  Office)  District  and  a  285-S  Height  and  Bulk  District.  The  property  is  currently 

undesignated  and  is  not  within  a  Conservation  District. 

Preliminary  Recommendation:  Approval 

(Continued  from  Regular  Meetings  of  March  13,  2008) 

15b.      2008.0014GU  (A.  HEITTER;  (415)  558-6602) 

690  MARKET  STREET  -  the  Chronicle  Building  is  located  at  the  northeast  intersection  of 
Market,  Geary  and  Kearny  Streets,  Lot  6  in  Assessor's  Block  311  -  Consideration  of 
adoption  of  a  resolution  recommending  to  the  Board  of  Supervisors  approval  of  a 
Mills  Act  historical  property  contract  for  the  subject  property  which  is  proposed  for 
designation  as  Category  II  (Significant)  per  Article  1 1  of  the  Planning  Code.  The  Mills  Act 
authorizes  local  governments  to  enter  into  contracts  with  owners  of  private  historical 
property  who,  through  the  historical  property  contract,  assure  the  rehabilitation, 
restoration,  preservation  and  maintenance  of  a  qualified  historical  property.  In  return,  the 
property  owner  enjoys  a  reduction  in  property  taxes  for  a  given  period.  The  property  is 
within  a  C-3-O  (Downtown  Office)  District  and  a  285-S  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval 

6:00  P.M. 

16a.      2007.0166DV  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

1355  MCALLISTER  STREET  -  south  side  between  Scott  and  Divisadero  Streets,  Lot 
0023  in  Assessor's  Block  1180.  Mandatory  Discretionary  Review,  under  the  Planning 
Commission's  policy  requiring  review  of  dwelling  unit  mergers,  of  Building  Permit 
Application  No.  2007.0214.4117  that  includes  removing  a  dwelling  unit.  The  merger  will 
reduce  the  number  of  legal  dwelling  units  from  three  to  two  units.  The  subject  property  is 
within  an  RH-3  (Residential,  House,  Three-Family)  District  and  a  40-X  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 

16b.      2007.0166DV  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

1355  MCALLISTER  STREET  -  south  side  between  Scott  and  Divisadero  Streets,  Lot 
0023  in  Assessor's  Block  1180.  A  Rear  Yard  Variance  is  sought  under  Planning  Code 
Section  134.  The  proposal  is  to  remove  an  existing  wood  deck  and  stair  at  the  first  and 
second  floors  and  to  construct  an  8'-8"  wide  by  6'-9"  deep  addition  at  the  rear  of  the  first 
floor,  and  a  new  rear  stair  and  deck  at  the  first  -  through  attic  floors.  Portions  of  the 
decks  and  stairs  are  within  the  required  rear  yard.  The  subject  property  is  within  an  RH-3 
(Residential,  House,  Three-Family)  District  and  a  40-X  Height  and  Bulk  District. 

17.       2007.0973DDD  (A.  HOLLISTER:  (415)  575-9078) 

1420  MONTGOMERY  STREET  -  east  side  between  Greenwich  and  Filbert  Streets,  Lot 
037  in  Assessor's  Block  0085  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.03.29.7588,  proposing  to  add  rooftop  features  to  the  existing 
subject  building.  A  new  roof  deck  consisting  of  wood  decking  and  stone  paving  would  be 
installed.  The  roof  deck  would  include  42-inch-high  glass  railings,  two  48-inch-high 
windscreens,  an  outdoor  kitchen  counter,  a  gas  fire  table,  and  four  rectangular  metal 
planters.  Other  rooftop  features  would  include  three  skylights  on  36-inch-high  curbs,  two 
12-inch-high  skylights,  mechanical  equipment,  and  a  28-panel  photovoltaic  array  (solar 
panels).  The  existing  stair  and  elevator  penthouses  would  remain  and  would  not  be 
expanded.  The  subject  property  is  in  an  RH-3  (Residential,  House,  Three-Family)  District 
and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  plans  with 

modifications 

(Continued  from  Regular  Meeting  of  March  6,  2008) 
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18.  2007.1467DD  (M.  SMITH:  (415)  558-6322) 
1671  11™  AVENUE  -  west  side  between  Moraga  and  Lawton  Streets,  Lot  012  in 
Assessor's  Block  1932  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.03.24.7492  proposing  to  construct  a  one-story,  full-floor,  vertical 
addition  and  alter  the  front  fagade  of  a  two-family  dwelling  in  a  RH-2  (Residential,  House, 
Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  proposed 

19.  2007.1193D  (D.  LINDSAY:  (415)  558-6393) 
770  18™  AVENUE  -  east  side  of  18th  Avenue  between  Fulton  and  Cabrillo  Streets;  Lot 
028  in  Assessor's  Block  1660  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.09.24.3528,  proposing  to  revise  previously-approved  and  issued 
Building  Permit  Application  No.  2005.10.06.4962  by  reducing  the  depth  of  the  first  and 
second  floors  by  4  feet.  The  originally-approved  project,  which  is  under  construction, 
included  horizontal  and  vertical  additions  and  the  conversion  of  the  building  from  a  single- 
family  house  to  a  two-unit  building.  The  subject  property  is  in  an  RH-2  (Residential, 
House,  Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
project  as  revised. 

(Continued  from  Regular  Meeting  of  February  28,  2008) 

NOTE:  On  December  20,  2007,  following  public  testimony,  the  Commission  closed 
public  hearing  and  continued  the  matter  to  February  28,  2008,  requiring  3-D 
renderings  and  architect  drawn  plans  by  a  vote  of  +7  -0. 

NOTE:  On  February  28,  2008,  following  Commission  deliberation,  the  commission 
required  a  number  of  modifications  that  include:  NSR;  an  open  staircase/less 
direct  access;  removal  of  the  4th  floor;  removal  of  ground  floor  extension;  decrease 
number  of  ground  floor  bathrooms/rooms;  and  to  bring  the  project  back  for  a  full 
public  hearing  on  March  27,  2008. 

F.         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  March  27,  2008      DOCUMENTS  DEPT. 

1 :30  PM  m  25  2008 

Regular  Meeting 

a  a  SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning 
Department  reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to 
the  scheduled  public  hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared 
item  to:  Planning  Commission,  1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by 
11:00  AM  on  the  day  of  the  hearing  will  be  made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the 
Planning  Commission  at  the  public  hearing.  Otherwise,  submit  material  related  to  a  calendared  item  at  the  scheduled 
hearing  for  distribution.  For  complete  distribution  to  all  Commissioners,  necessary  staff  and  case/docket/correspondence 
files,  submit  an  original  plus  10  copies.  When  sending  e-mail  correspondence  to  Commissioners,  please  copy  the 
Commission  Secretary  at:  I'm  da.  a  very(5).s  fq  ov.org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan, 
(2)  the  adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a 
specific  plan,  (4)  the  adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance, 
conditional-use  authorization,  or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at 
the  public  hearing  described  in  this  notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior 
to,  the  public  hearing. 


Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days. 
Call  (415)  554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board 
of  Appeals  within  15  days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning 
Administrator  action  on  a  variance  application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the 
written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00 
PM.  If  an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the 
matter  to  the  next  available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision: 
The  ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this 
meeting.  Please  be  advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for 
the  ringing  or  use  of  a  cell  phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of 
cell  phones,  pagers  and  similar  sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at 
(415)  558-6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be 
reguired  by  the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160] 
to  register  and  report  lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics 
Commission  at  30  Van  Ness  Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581- 
2317;  and  web  site  http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest 
accessible  BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets. 
Accessible  curbside  parking  has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City 
Hall  are  the  9  San  Bruno  and  71  Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N. 
For  more  information  regarding  MUNI  accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language 
interpreters,  sound  enhancement  systems  and/or  language  translators  will  be  available  upon  request  by  contacting  Lulu 
Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing.  A  sound  enhancement  system  will  be  available  upon 
request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing  Impaired  at  557-5533  (TDD)  or  557-5534 
(Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A  person  who  is  deaf  or  hearing 
impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434  (Voice).  In  addition, 
the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairrments  by  calling  1-800-735-2929 
(TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in 
advance  of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at 
meetings.  Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities 
should  call  our  accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts 
to  accommodate  such  people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to 
various  chemical-based  products.  Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils 
and  other  agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that 
deliberations  are  conducted  before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative 
Code)  or  to  report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett 
Place,  Room  409,  by  phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(5)sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library 
and  on  the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 
1)  Planning  Department  Case  Executive  Summary 
?)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1660  Mission  St.,  5th  floor  reception. 


1:30  PM 


ROLL  CALL: 


Commission  President: 
Commissioners: 


Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Katherin  Moore,  Hisashi  Sugaya 


E. 


REGULAR  CALENDAR 


6:00  P.M. 


ADDRESS  CORRECTION  TO  ITEMS  16a  &  16b  (previously  listed  as  1355  McAllister 


1533  MCALLISTER  STREET  -  south  side  between  Scott  and  Divisadero  Streets, 
Lot  023  in  Assessor's  Block  1180.  Mandatory  Discretionary  Review,  under  the 
Planning  Commission's  policy  requiring  review  of  dwelling  unit  mergers,  of 
Building  Permit  Application  No.  2007.02.14.4117  that  includes  removing  a 
dwelling  unit.  The  merger  will  reduce  the  number  of  legal  dwelling  units  from 
three  to  two  units.  The  subject  property  is  within  an  RH-3  (Residential,  House, 
Three-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
project. 

16b.      2007.0166DV  (T.  Sullivan-Lenane:  (415)  558-6257) 

1533  MCALLISTER  STREET  -  south  side  between  Scott  and  Divisadero  Streets, 
Lot  023  in  Assessor's  Block  1180.  A  Rear  Yard  Variance  is  sought  under 
Planning  Code  Section  134.  The  proposal  is  to  remove  an  existing  wood  deck 
and  stair  at  the  first  and  second  floors  and  to  construct  an  8'-8"  wide  by  6'-9" 
deep  addition  at  the  rear  of  the  first  floor,  and  a  new  rear  stair  and  deck  at  the 
first  -  through  attic  floors.  Portions  of  the  decks  and  stairs  are  within  the  required 
rear  yard.  The  subject  property  is  within  an  RH-3  (Residential,  House,  Three- 
Family)  District  and  a  40-X  Height  and  Bulk  District. 


Street): 


16a. 


2007.01 66DV 


(T.  Sullivan-Lenane:  (415)  558-6257) 


Post  Date:  3/31/08 


NOTICE  04-01-08AlO:06  RCVD 
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SAN  FRANCISCO 
PUBLIC  LIBRARY 

THE  SAN  FRANCISCO 
PLANNING  COMMISSION 


Will  hold  a  public  hearing  on  Thursday,  April  3,  2008,  to  discuss 
their  Rules  and  Regulations  to  address  the  subjects  of  Officers, 
Order  of  Business,  Public  Comment,  Submittals,  Hearings,  and 
Procedures.  The  commission  may  introduce  other  items  of 
concern  and/or  interest  to  them  for  inclusion  in  their  Rules  and 
Regulations. 

On  Thursday,  April  10,  2008,  the  Commission  will  hold  a  public 
hearing  to  discuss  and  possibly  amend  their  Rules  and 
Regulations  to  address  the  subjects  of  Officers,  Order  of 
Business,  Public  Comment,  Submittals,  Hearings,  and 
Procedures.  The  commission  could  possibly  include  other 
items  of  concern  and/or  interest  to  them  for  inclusion  in  their 
Rules  and  Regulations  that  was  introduced  in  the  public  hearing 
on  April  3,  2008. 


President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 


Commission  Secretary:  Linda  D.  Avery 


SAN  FRANCISCO 
PLANNING  COMMISSION 

Notice  of  Meeting 
& 

Calendar 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  April  3,  2008      documents  dept. 

1  :30  PM  MAR  2  8  2008 

Regular  Meeting  SAN  FRANCISCO 

n        *  ^  •  >•    D  PUBLIC  LIBRARY 

President:  Christina  R.  Olague 

Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 

Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avervtcbsfciov.orci 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 


Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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Thursday,  April  3,  2008 


days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21.  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2  160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr  Carlton  B  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine  . 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Planning  Commission 


Thursday,  April  3,  2008 


1:30  PM 


ROLL  CALL: 

Commission  President:  Christina  R.  Olague 

Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 

A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1 .  2006. 1 354D  (S.  VELLVE:  (41 5)  558-6263) 
1166  HAIGHT  STREET  -  north  side  between  Baker  and  Lyon  Streets,  Lot  014  in 
Assessor's  Block  1235  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2005.10.19.5970  to  install  a  below-grade  garage  to  create  approximately 
eight  off-street  parking  spaces  for  a  building  containing  twelve  units  located  in  an  RM-1 
(Mixed,  Low  Density)  and  40-X  Height/Bulk  District. 

Preliminary  Recommendation:  Pending 

(Continued  from  Regular  Meeting  of  February  7,  2008) 

(Proposed  for  Indefinite  Continuance) 

2.  2005.0651  CEK  (A.  BEN-PAZI:  (415)  575-9077) 
580  HAYES  STREET  -  north  side  between  Laguna  and  Octavia  Streets,  Lot  010  in 
Assessor's  Block  0807  -  Request  for  Conditional  Use  Authorization.  The  project 
requires  Conditional  Use  Authorization  for  an  institutional  use  above  the  ground  floor,  for 
a  non-residential  use  larger  than  3,000  square  feet  and  for  development  of  a  lot  larger 
than  10,000  square  feet.  The  site  is  within  the  Hayes-Gough  Neighborhood  Commercial 
District,  and  a  50-X  Height  and  Bulk  District,  but  is  to  be  reviewed  under  the  pending 
Market  and  Octavia  zoning  controls,  which  would  increase  the  height  limit  to  55  feet.  Any 
approvals  by  the  Planning  Commission  will  be  so  conditioned  as  to  take  effect  only  when 
the  Market  and  Octavia  zoning  controls  become  effective.  The  project  proposes  to 
demolish  the  existing  building  and  construct  a  mixed  use  building  containing 
approximately  2,700  square  feet  of  ground  floor  retail  space  along  Hayes  Street,  an 
assisted  living  facility  of  approximately  48  units,  42  independent  living  group  housing 
units  for  seniors  and  17  off-street  parking  spaces  in  an  underground  garage  accessed  off 
of  Ivy  Street.  The  proposed  building  would  be  5  stories  and  55  feet  in  height  over  a  below 
grade  basement,  totaling  approximately  63,000  square  feet. 

Preliminary  Recommendation:  Approval  with  conditions 
(Proposed  for  Continuance  to  April  10,  2008) 


3.         2007.1280C  (A.  HOLLISTER:  (415)  575-9078) 

1680  MARKET  STREET  -  north  side  between  Gough  and  Franklin  Streets,  Lot  005  in 
Assessor's  Block  0854  -  Request  for  conditional  use  authorization  to  establish  a  Large 
Fast  Food  Restaurant  (d.b.a  Subway)  of  approximately  1200  square  feet.  Additionally, 
Conditional  Use  authorization  will  be  required  for  a  Formula  Retail  use  at  the  subject  site 
as  defined  by  Section  703.3  of  the  Planning  Code.   This  site  is  within  a  NC-3  (Moderate- 
Scale)  Neighborhood  Commercial  District,  and  an  80-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  March  20,  2008) 
(Proposed  for  Continuance  to  April  17,  2008) 
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4  2007  1287C  (D.  SANCHEZ:  (415)  575-9082) 

2128  MISSION  STREET  -  between  17th  and  18th  Streets,  Lot  004  in  Assessor's  Block 
3576  -  Request  for  Conditional  Use  Authorization  under  Planning  Code  Sections 
703.3,  703  4,  781.5  and  303  to  allow  a  formula  retail  use  (dba  Subway)  within  an  NC-3 
(Moderate-Scale  Neighborhood  Commercial)  Zoning  District,  the  Mission  Street  Fast- 
Food  Subdistrict  and  a  65-B  Height  and  Bulk  designation. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  May  15,  2008) 

5.         2007.1256C  (K.  GUY:  (415)  558-6163) 

401-431  COLUMBUS  AVENUE  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot 
026  of  Assessor's  Block  0131  -  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot  026 
of  Assessor  s  Block  0131  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  722.21,  722.41,  and  722.42  to  expand  an  existing  full-service 
restaurant  and  bar  (dba  Panta  Rei  Restaurant),  and  to  allow  a  use  size  in  excess  of 
2,000  square  feet  within  the  North  Beach  NCD  (Neighborhood  Commercial  District),  and 
a  40-X  Height  and  Bulk  District.  The  proposal  is  to  expand  the  existing  1,500  square-foot 
restaurant  and  bar  to  occupy  the  adjacent  existing  storefront.  The  expanded  restaurant 
and  bar  would  measure  a  total  of  2,040  square  feet. 
Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  March  20,  2008) 
(Proposed  for  Continuance  to  May  1,  2008) 

B.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

6  COMMISSION'S  RULES  AND  REGULATIONS  -  Discussion  and  possible  action  to 
amend  the  Commission's  Rules  and  Regulations  to  address  imposing  time  constraints  on 
submittal  of  documents  and  material  for  review  by  the  Commission  and  the  public; 
discuss  and  possibly  establish  rules  or  policies  that  address  other  areas  of  interest  of  the 

Commission. 

(Continued  from  Regular  Meeting  of  February  28,  2007) 

7.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

8.  Director's  Announcements 

9.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

10  (S.  SANCHEZ  (41 5)  558-6326) 
ACADEMY  OF  ART  UNIVERSITY  ENFORCEMENT  AND  INSTITUTIONAL  MASTER 
PLAN  UPDATE  (IMP)  -  Possible  Informational  presentation/discussion  on  the  status 
of  pending  enforcement  cases  and  preparation  of  IMP  by  the  Academy  of  Art  University. 
Item  to  be  presented  as  new  information  is  available. 

11  2004  0773EIMTZC  (L  BADINER:  (415)  558-6350) 
55  LAGUNA  STREET  (a.k.a.  218  -  220  BUCHANAN  STREET)  -  most  of  the  blocks 
bound  by  Laguna,  Haight,  Buchanan  and  Hermann  Streets,  Lots  1,  2  and  a  portion  of  Lot 
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3  in  Assessor's  Block  870  and  Lots  1  and  1 A  in  Assessor's  Block  857  -  Discussion  of  the 
Planning  Commission  condition  requiring  Landmarks  Preservation  Advisory  Board  review 
of  the  project,  and  related  CEQA  findings,  Mitigation  Monitoring  and  Reporting  Program. 
(Continued  from  Regular  Meeting  of  March  27,  2008) 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

F.  CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 

12.  2007.1095C  (S.  YOUNG:  (415)  558-6346) 
2040  FILLMORE  STREET  -  east  side  between  California  and  Pine  Streets;  Lot  022  in 
Assessor's  Block  0653  -  Request  for  Conditional  Use  Authorization  under  Sections 
703.4,  303(c),  and  303(i)  of  the  Planning  Code  to  establish  a  Formula  Retail  Use  in  the 
Upper  Fillmore  Street  Neighborhood  Commercial  Zoning  District  and  a  40-X  Height  and 
Bulk  District.  The  proposal  is  to  convert  a  vacant  retail  sales  establishment  (previously 
occupied  by  "Smith  &  Hawken")  to  another  retail  sales  establishment  (dba  "Ralph 
Lauren",  an  apparel,  and  accessories  store).  The  proposed  retail  store  is  considered  a 
Formula  Retail  Use  under  Section  703.3  of  the  Planning  Code.  The  proposal  will  involve 
tenant  improvements  to  the  existing  commercial  space  with  new  partitions  and 
merchandise  display  areas  and  exterior  modifications  to  the  storefront  with  new  windows 
and  doors.  There  will  be  no  expansion  of  the  existing  building  envelope. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  March  6,  2008) 

NOTE:  On  February  14,  2008,  following  public  testimony,  the  Commission  closed 
public  hearing  and  passed  a  motion  of  intent  to  disapprove  by  a  vote  of  +6  -1. 
Commissioner  Antonini  voted  no.  Final  Language  March  6,  2008. 
NOTE:  On  March  6,  2008,  without  a  hearing  the  Commission  continued  the  matter 
to  April  3,  2008  by  a  vote  of  +4  -2.  Commissioners  Moore  and  Sugaya  voted  no. 

G.  CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing. 

13.  2007.1462T  (A.  RODGERS:  (415)  558-6395) 
AMEND  SUPERSEDED  HEIGHT  AND  BULK  PROVISIONS  IN  THE  NORTH  BEACH 
NEIGHBORHOOD  COMMERCIAL  DISTRICT  -  [BOARD  FILES  NO  0716741  -  On 
December  11  ,  2007  Supervisor  Peskin  proposed  an  Ordinance  amending  the  San 
Francisco  Planning  Code  Section  722.10  and  the  Zoning  Control  Table  in  Section  722  to 
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delete  building  height  and  bulk  provisions  superseded  by  Ordinance  No.  20-88.  Currently 
the  Planning  Code  includes  an  outdated  reference  alluding  to  the  ability  to  construct 
buildings  between  41-  65'  by  conditional  use  permit  in  the  North  Beach  Neighborhood 
Commercial  District.  In  fact,  the  zoned  height  limits  for  this  area  are  40'  and  cannot  be 
exceeded  by  conditional  use.  The  proposed  Ordinance  is  before  the  Commission  so  that 
it  may  recommend  adoption,  rejection,  or  adoption  with  modifications  to  the  Board  of 
Supervisors. 

Preliminary  Recommendation:  Approval 

14.  2008.0205T  (T.  SULLIVAN-LENANE  (415)  558-6257) 
AMENDMENTS  RELATING  TO  MEDICAL  CANNABIS  DISPENSARY  PLANNING  CODE 
SECTIONS  209.3,  217,  790.141,  AND  890.133  -  Ordinance  introduced  by  Supervisor 
Daly  amending  the  San  Francisco  Planning  Code  to  extend  the  time  period  for 
medical  cannabis  dispensaries  to  obtain  final  permits  from  March  1,  2008  to  January  21, 
2009. 

Preliminary  Recommendation:  Approval. 
H.         REGULAR  CALENDAR 

15.  2007.0434DDD  (E.  JACKSON:  (415)  558-6363) 
398  PENNSYLVANIA  AVENUE  -  northwest  corner  of  19th  Street  and  Pennsylvania 
Avenue,  Lot  009  in  Assessor's  Block  4039  -  Request  for  Discretionary  Review  of 
Building  Permit  Application  No.  2007.09.12.2410,  proposing  to  construct  a  horizontal  rear 
addition  on  the  ground  floor  and  a  partial  fourth  floor  to  an  existing  three-story  single- 
family  residence  in  a  RH-2  (Residential,  House,  Two-Family)  Zoning  District  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  the  Building 

Permit  Application  with  modifications. 

(Continued  from  Regular  Meeting  of  March  20,  2008) 

NOTE:  On  February  28,  2008,  following  public  testimony,  the  Commission  closed 
public  hearing  and  required  the  Project  Sponsor  to  submit  altered/modified  plans. 
The  matter  was  continued  to  March  20,  2008.  The  item  is  to  be  placed  at  the  start  of 
the  Regular  Calendar  and  the  public  hearing  will  remain  open  to  address  the  new 
plans. 

16  (M.  SNYDER:  (415)  575-6891) 

INFORMATIONAL  PRESENTATION  BY  THE  MAYOR'S  OFFICE  OF  HOUSING  ON 
HOPE  SF  AND  THE  HUNTERS  VIEW  REDEVELOPMENT  PROJECT  -  227  West  Point 
Road,  Assessor's  Block  4624;  Lots  003  and  004;  and  Assessor's  Block  4720,  Lot  027. 
The  City  is  embarking  on  a  project  to  transform  the  existing  Housing  Authority  project 
sites  into  new  mixed-income  residential  neighborhoods  that  provide  a  variety  of  housing 
types  that  are  better  integrated  into  their  surrounding  neighborhood  fabrics.  This 
presentation  is  to  discuss  the  overarching  "Hope  SF  Principals, "  the  first  proposed 
project  at  Hunters  View,  and  the  next  steps  for  the  overall  effort. 
(Continued  from  Regular  Meeting  of  March  27,  2008) 

17.       2007  0168E  (N.  TURRELL:  (415)  575-9047) 

HUNTERS  VIEW  REDEVELOPMENT  PROJECT  -  Public  Hearing  on  the  Draft 
Environmental  Impact  Report  (EIR)  -  The  22.5-acre  project  site,  the  existing  Hunters 
View  Public  Housing,  is  comprised  of  two  adjacent  properties.  The  first  is  at  Middle  Point 
and  West  Point  Roads  and  Wills  and  Hare  Streets,  Assessor's  Block  4624,  Lots  3,  4  and 
9  The  second  is  along  Keith  Street,  Assessor's  Block  4720,  Lot  27.  The  San  Francisco 
Housing  Authority  and  Hunters  View  Associates,  LP,  assisted  by  the  San  Francisco 
Redevelopment  Agency  and  the  Mayor's  Office  of  Housing  propose  to  construct  up  to 
800  residential  units  in  multiple  buildings.   The  project  would  replace  one-for-one  the 
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existing  267  public  housing  units,  and  would  result  in  a  mixed-income  community 
comprised  of  for-rent  and  for-sale  units  at  and  below  market  rate,  as  well  as  public 
housing  units.  The  project  would  also  include  housing  constructed  by  Habitat  for 
Humanity  and  resident-serving  retail  and  community  space,  and  up  to  816  off-street 
parking  spaces.  The  project  would  include  improvements  to  access  and  circulation 
including  realignment  of  some  existing  streets,  and  addition  of  new  streets  and  sidewalks 
as  well  as  areas  of  outdoor  open  space.  Most  of  the  project  site  is  located  within  an  RM- 
1  (Residential,  Mixed-Use,  Low  Density)  zoning  district  and  a  40-X  height  and  bulk 
district.  A  portion  of  the  site  is  zoned  RH-2  (Residential,  House,  Two-Family),  NC-2 
(Neighborhood  Commercial,  Small-Scale),  and  M-1  (Light  Industrial).  The  proposed 
project  would  require  a  Zoning  Map  Amendment  to  rezone  the  site  to  65-X,  and 
Conditional  Use  Approval  for  a  Planned  Unit  Development. 
Preliminary  Recommendation:  No  Action  Required 

NOTE:  Written  comments  will  be  accepted  at  the  Planning  Department's  offices 
until  the  close  of  business  on  April  14,  2008. 

5:30  P.M. 

18.  2007.1450D  (C.  LAMORENA:  (415)  575-9085) 
4850  17™  STREET  -  north  side  between  Shrader  Street  and  Cole  Street;  Lot  014  in 
Assessor's  Block  1287  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.10.10.4991,  proposing  to  add  a  three-story  horizontal  addition  on 
the  eastern  portion  and  a  one-story  horizontal  addition  at  the  western  portion  at  the  rear 
of  the  existing  3-story,  single-family  dwelling  in  an  RH-2  (Residential  House,  Two-Family) 
Zoning  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 

19.  2006.0608DDD  (M.  SMITH  (415)  558-6322) 
445  WAWONA  STREET  (a.k.a.  ARDEN  WOOD  ESTATE)  -  west  side  of  15th  Avenue 
between  Wawona  Street  and  West  Portal  Avenue,  Lot  008  in  Assessor's  Block  2540 
(individual  lots  not  yet  assigned)  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  Nos.  2006.09.22.3110,  2006.09.22.3106,  and  2006.09.22.3113  proposing  to 
construct  three,  three-story  single  family  dwellings  as  part  of  a  larger  development  for 
eight  single-family  dwellings  on  eight  newly  created  lots  that  were  recently  subdivided 
from  the  Arden  Wood  Estate  property,  located  in  a  RH-1(D)  [Residential,  House,  One- 
Family  (Detached)]  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  proposed 

L         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public  that  are 
within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With  respect  to  agenda  items, 
your  opportunity  to  address  the  Commission  will  be  afforded  when  the  item  is  reached  in  the  meeting  with 
one  exception.  When  the  agenda  item  has  already  been  reviewed  in  a  public  hearing  at  which  members  of 
the  public  were  allowed  to  testify  and  the  Commission  has  closed  the  public  hearing,  your  opportunity  to 
address  the  Commission  must  be  exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each 
member  of  the  public  may  address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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NOTICE 

DOCUMENTS  DEPT. 

APR  -  1  2008 

SAN  FRANCISCO 
PUBLIC  LIBRARY 

THE  SAN  FRANCISCO 
PLANNING  COMMISSION 


Will  hold  a  public  hearing  on  Thursday,  April  3,  2008,  to  discuss 
their  Rules  and  Regulations  to  address  the  subjects  of  Officers, 
Order  of  Business,  Public  Comment,  Submittals,  Hearings,  and 
Procedures.  The  commission  may  introduce  other  items  of 
concern  and/or  interest  to  them  for  inclusion  in  their  Rules  and 
Regulations. 

On  Thursday,  April  10,  2008,  the  Commission  will  hold  a  public 
hearing  to  discuss  and  possibly  amend  their  Rules  and 
Regulations  to  address  the  subjects  of  Officers,  Order  of 
Business,  Public  Comment,  Submittals,  Hearings,  and 
Procedures.  The  commission  could  possibly  include  other 
items  of  concern  and/or  interest  to  them  for  inclusion  in  their 
Rules  and  Regulations  that  was  introduced  in  the  public  hearing 
on  April  3,  2008. 


President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 


Commission  Secretary:  Linda  D.  Avery 


SAN  FRANCISCO 
PLANNING  COMMISSION 

Notice  of  Meeting 
& 

Calendar 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  April  10,  2008 

1  "30  PM  °OCUMENTS  DEPT. 

Regular  Meeting  APR  0  h  2008 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv(Q)sfaov.ora 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (41 5) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001.  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21 .00-2. 160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 


President: 
Commissioners: 


Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


2800  SLOAT  BOULEVARD  -  north  side  of  Sloat,  between  46^h  and  47th  Avenues,  Lot  001 
in  Assessor's  Block  2515  -  Appeal  of  Preliminary  Mitigated  Negative  Declaration  for  a 

project  proposing  the  demolition  of  three  existing  commercial  buildings  and  a  34-space 
parking  lot,  and  the  construction  of  three  new  mixed-use,  five-story,  60-foot-tall  buildings 
totaling  approximately  120,000  gross  square  feet  (gsf).  The  project  would  include  56 
dwelling  units,  approximately  23,000  gsf  of  ground-floor  commercial  uses,  and  93  off- 
street  parking  spaces.  The  three  existing  commercial  buildings  on  the  project  site 
proposed  for  demolition  include  a  retail  shop  (Aqua  Surf  Shop),  restaurant/cafe  (John's 
Ocean  Beach  Cafe),  and  a  motel  (Robert's  Motel).  The  project  site  is  within  the  NC-2 
(Small-Scale  Neighborhood  Commercial)  zoning  district  and  a  100-A  height  and  bulk 
district. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  February  14,  2008) 
(Proposed  for  Continuance  to  April  24,  2008) 

2.  2008.0274D  (E.  JACKSON:  (415)  558-6363) 
736  VALENCIA  STREET  -  west  side,  between  18th  and  19th  Streets,  Lot  005  in 
Assessor's  Block  3588  -  Staff  Initiated  Discretionary  Review  of  Building  Permit 
Application  number  2006.02.08.4114.  The  proposal  is  to  construct  a  new  mixed-use 
building  containing  8  dwelling  units  with  commercial  space  and  8  off-street  parking 
spaces  on  the  ground  floor.  The  applicant  requests  that  the  Planning  Commission 
remove  the  springing  condition  requiring  community  impact  fees  and  BMR  units  that  was 
previously  imposed  on  the  project.  The  subject  property  is  located  within  the  Valencia 
NCD  (Neighborhood  Commercial  District)  with  a  50-X  Height  and  Bulk  designation. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  remove  the  springing 
condition. 

(Proposed  for  Continuance  to  April  24,  2008) 

3.  2004.1245E  (N.  TURRELL:  (415)  575-9047) 
300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  Assessor's  Block  0287, 
Lots  013,  014  -  Appeal  of  a  Preliminary  Mitigated  Negative  Declaration.  The  10,500 
square-foot  project  site  is  located  at  300  Grant  Avenue  (aka  272-290  Sutter  Street)  on 
the  northeast  comer  of  Grant  Avenue  and  Sutter  Street  in  the  Financial  District 
neighborhood.  The  proposed  project  would  involve  the  demolition  of  two  buildings 
containing  approximately  35,600-square  feet  of  retail  space  and  construction  of  an 
approximately  114,354  gross  square  foot,  12-story,  130-foot  tall  building  containing  up  to 
56  residential  units,  15,000  square  feet  of  retail  space,  and  34  to  40  off-street  parking 
spaces.  The  retail  entrance  to  the  proposed  project  would  be  at  the  corner  of  Grant 
Avenue  and  Sutter  Street,  while  the  residential  lobby  entrance  would  be  at  the  corner  of 
Grant  Avenue  and  Harlan  Place.  Access  to  the  parking  garage  would  be  from  Harlan 
Place  off  Grant  Avenue.  The  site  is  zoned  C-3-R  (Downtown  Retail)  within  an  80-1 30-F 
height  and  bulk  district,  and  the  Downtown  Area  Plan  of  the  General  Plan. 


1. 


2005.1066E 
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Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  December  6,  2007) 

NOTE:  On  July  12,  2007,  following  public  testimony,  the  Commission  entertained  a 
motion  to  uphold  the  Preliminary  Mitigated  Negative  Declaration  (PMND)  by  a  vote 
of  +2  -4,  the  motion  failed.  Commissioner  S.  Lee  was  excused.  The  Commission 
continued  the  matter  to  September  6,  2007  by  a  vote  +5  -1, 

(Continued  from  Regular  Meeting  of  February  21,  2008) 
(Proposed  for  Indefinite  Continuance  to  May  15,  2008) 

4a        2004.1245EKVX  (J.  MILLER:  (415)  558-6344) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  northeast  corner  at 
Sutter  Street,  Lots  13  and  14  in  Assessor's  Block  287,  in  a  C-3-R  (Downtown  Retail) 
District  and  an  80-1 30-F  Height  and  Bulk  District  -  Request  for  review  under  Planning 
Code  ("Code")  Section  309  of  the  construction  of  a  new,  11 -story  mixed-use  building 
containing  approximately  43  dwelling  units,  approximately  15,000  square  feet  of  ground- 
and  second-floor  retail  space,  and  up  to  40  off-street  parking  spaces  in  a  two-level 
underground  garage,  requiring  the  authorization  of  exceptions  to  Code  standards  for 
height  above  80  feet,  building  bulk,  rear  yard,  and  off-street  parking,  as  well  as  the 
granting  of  Variances  of  Code  standards  for  usable  open  space  and  dwelling-unit 
exposure. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  February  21,  2008) 
(Proposed  for  Continuance  to  May  15,  2008) 

4b.       2004.1245EKVX  (J.  MILLER:  (415)  558-6344) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  northeast  corner  at 
Sutter  Street,  Lots  13  and  14  in  Assessor's  Block  287,  in  a  C-3-R  (Downtown  Retail) 
District  and  an  80-1 30-F  Height  and  Bulk  District  -  Request  for  Variance  of  Planning 
Code  standards  for  usable  open  space  and  dwelling-unit  exposure  in  conjunction  with  the 
construction  of  a  new,  11 -story  mixed-use  building  containing  approximately  43  dwelling 
units,  approximately  15,000  square  feet  of  ground-  and  second-floor  retail  space,  and  up 
to  40  off-street  parking  spaces  in  a  two-level  underground  garage. 
(Continued  from  Regular  Meeting  of  February  21,  2008) 
(Proposed  for  Continuance  to  May  15,  2008) 

5.  COMMISSION'S  RULES  AND  REGULATIONS  -  Discussion  and  possible  action  to 
amend  the  Commission's  Rules  and  Regulations  to  address  imposing  time  constraints  on 
submittal  of  documents  and  material  for  review  by  the  Commission  and  the  public; 
discuss  and  possibly  establish  rules  or  policies  that  address  other  areas  of  interest  of  the 
Commission. 

(Continued  from  Regular  Meeting  of  April  3,  2007) 

NOTE:  At  the  regular  meeting  of  April  3,  2008,  the  Commission  continued  this 
matter  to  April  17,  2008 

6.  2008.0025D  (S.  PERDUE;  (41 5)  558-6625) 
30  WOODLAND  AVENUE  -  east  side  between  Parnassus  Avenue  and  Willard  Street; 
Lot  035  in  Assessor's  Block  2630  -  Request  for  Discretionary  Review  of  Building 
Permit  Application  No.  2007.06.29.5640,  proposing  to  install  dormers  at  the  roof  of  a 
three-story,  two-unit  building  within  an  RH-3  (Residential,  House,  Three-Family)  District 
and  a  40-X  Height/Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
application. 

DISCRETIONARY  REVIEW  APPLICATION  WITHDRAWN 
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B.        COMMISSIONERS'  QUESTIONS  AND  MATTERS 


7.        ELECTION  OF  VICE  PRESIDENT:  The  Commission  may  take  action  to  elect  a  Vice 
President  to  complete  the  one-year  term  (through  2008)  with  the  ability  to  continue  to 
hold  office  as  the  Commission's  Rules  and  Regulations  and  the  Charter  allows. 
(Continued  from  Regular  Meeting  of  March  27,  2008) 


8.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.        DIRECTOR'S  REPORT 

9.  Director's  Announcements 

1 0.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

11.  (S.  SANCHEZ  (415)  558-6326) 
ACADEMY  OF  ART  UNIVERSITY  ENFORCEMENT  AND  INSTITUTIONAL  MASTER 
PLAN  UPDATE  (IMP)  -  Informational  presentation  on  the  status  of  pending 
enforcement  cases  and  preparation  of  IMP  by  the  Academy  of  Art  University.  Item  to  be 
presented  as  new  information  is  available. 

12.  (C.  NIKITAS:  (415)  558-6306) 
UPDATE  ON  THE  STATUS  AND  DESIGN  OF  THE  SAN  FRANCISCO  CITY  COLLEGE 
CHINATOWN  -  NORTH  BEACH  CAMPUS  -  Informational  presentation 

13.  (C.  NIKITAS:  (415)  558-6306) 
UPDATE  ON  THE  STATUS  OF  BUILDING  CODE  AMENDMENTS  TO  REQUIRE 
GREEN  BUILDING  FEATURES  IN  NEW  CONSTRUCTION  AND  MAJOR 
ALTERATIONS  -  Informational  presentation 


D.        GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 


E.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN 
CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

F.  CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 


14.       2007.1095C  (S.  YOUNG:  (415)  558-6346) 

2040  FILLMORE  STREET  -  east  side  between  California  and  Pine  Streets;  Lot  022  in 
Assessor's  Block  0653  -  Request  for  Conditional  Use  Authorization  under  Sections 
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703.4,  303(c),  and  303(i)  of  the  Planning  Code  to  establish  a  Formula  Retail  Use  in  the 
Upper  Fillmore  Street  Neighborhood  Commercial  Zoning  District  and  a  40-X  Height  and 
Bulk  District.  The  proposal  is  to  convert  a  vacant  retail  sales  establishment  (previously 
occupied  by  "Smith  &  Hawken")  to  another  retail  sales  establishment  (dba  "Ralph 
Lauren",  an  apparel,  and  accessories  store).  The  proposed  retail  store  is  considered  a 
Formula  Retail  Use  under  Section  703.3  of  the  Planning  Code.  The  proposal  will  involve 
tenant  improvements  to  the  existing  commercial  space  with  new  partitions  and 
merchandise  display  areas  and  exterior  modifications  to  the  storefront  with  new  windows 
and  doors.  There  will  be  no  expansion  of  the  existing  building  envelope. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  April  3,  2008) 

NOTE:  On  February  14,  2008,  following  public  testimony,  the  Commission  closed 
public  hearing  and  passed  a  motion  of  intent  to  disapprove  by  a  vote  of  +6  -1. 
Commissioner  Antonini  voted  no.  Final  Language  March  6,  2008. 
NOTE:  On  March  6,  2008,  without  a  hearing  the  Commission  continued  the  matter 
to  April  3,  2008  by  a  vote  of  +4  -2.  Commissioners  Moore  and  Sugaya  voted  no. 

G.  CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing. 

H.  REGULAR  CALENDAR 

1 5.  2007. 1 359CE  (E.  OROPEZA:  (41 5)  558-6381 ) 
1501  15th  STREET  (aka  400  SOUTH  VAN  NESS  AVENUE)  -  the  southwest  corner  of 
South  Van  Ness  Avenue  and  15th  Street;  Lot  054  in  Assessor's  Block  3553  -  Request 
for  Conditional  Use  Authorization  pursuant  to  Planning  Code  Sections  223(j)  and  303 
to  allow  the  construction  of  a  automobile  wash,  the  proposed  project  is  for  the 
construction  of  a  32-foot  tall,  two-story  commercial  building,  and  under  Planning  Code 
Sections  228.3  and  303  to  allow  the  conversion  of  a  gasoline  service  station  to  another 
use,  within  the  C-M  (Heavy  Commercial)  District,  A  50-X  Height  and  Bulk  District  and  the 
proposed  Eastern  Neighborhoods  Plan  Area. 

Preliminary  recommendation:  Disapproval 

16.  2008.0275I  (D.  SIDER:  (415)  558-6697) 

HEARING   ON   A   REVISED   INSTITUTIONAL   MASTER   PLAN   (IMP)   FOR  SAN 

FRANCISCO  GENERAL  HOSPITAL  -  Generally  located  at  1001  Potrero  Avenue,  east 
 m  m  

side  between  20  and  24  Streets;  Assessor's  blocks  4090,  4140,  4154,  and  4213. 
SFGH  proposes  to  revise  the  IMP  currently  on  file  with  the  Planning  Department  to 
reflect  changes  including  the  proposed  design  of  a  new  acute  care  hospital, 
related  campus  master  plan  elements,  and  the  replacement  of  existing  emergency 
generators  associated  with  the  balance  of  the  SFGH  Campus.  Pursuant  to  Planning 
Code  Section  304.5(e),  a  public  hearing  is  required  to  solicit  public  comment  on  any 
proposed  revision  to  an  Institutional  Master  Plan.  The  property  is  in  a  P  (Public)  Use 
District  and  a  105-E  Height  and  Bulk  District. 

Preliminary  Recommendation:  No  action  is  required.  This  hearing  is  for  the  purpose  of 
receiving  Commission  and  public  comment  only. 

17.  2007.0603E  (D.  JAIN:  (415)  575-9051) 
SAN  FRANCISCO  GENERAL  HOSPITAL  (SFGH)  SEISMIC  COMPLIANCE  HOSPITAL 
REPLACEMENT  PROGRAM  -  Public  Hearing  on  Draft  Environmental  Impact  Report 

-  The  project  site  is  located  at  1001  Potrero  Avenue  (Assessor's  Block  4154,  Lot  001). 
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The  proposed  project  involves  the  construction  of  a  new  approximately  422,144  gross- 
square-foot,  7-story-plus-2-basement-level,  284-bed,  acute  care  hospital  to  comply  with 
seismic  safety  requirements  of  Senate  Bill  1953.  The  proposed  new  hospital  would  be 
constructed  on  the  west  lawn  of  the  SFGH  Campus,  located  along  Potrero  Avenue 
between  Buildings  20  and  30.  Acute  care  services  currently  located  in  the  existing  Main 
Hospital  (Building  5)  would  be  relocated  to  the  new  hospital,  and  the  vacated  space  in  the 
existing  Main  Hospital  would  be  reused  for  non-acute  care  medical  and  administrative 
uses.  The  SFGH  Campus,  including  the  proposed  new  hospital  site,  is  in  a  P  (Public)  Use 
District  and  a  105-E  Height  and  Bulk  District.  The  proposed  project  would  require  a 
Conditional  Use  Authorization  for  a  Planned  Unit  Development  (PUD)  addressing  height 
measurement  modification,  bulk,  and  parking,  among  other  approvals. 
Preliminary  Recommendation:  No  action  is  required.  This  hearing  is  for  the  purpose  of 
receiving  Commission  and  public  comment  only. 

18.  2008.0103  (A.  RODGERS:  (415)  558-6395) 
REQUIREMENTS  FOR  OFF-STREET  PARKING  AND  LOADING  [BOARD  FILE  0800951 
-  On  January  15,  2008,  Supervisor  Peskin  introduced  an  Ordinance  amending  the 
San  Francisco  Planning  Code  by  amending  Section  151  to  reduce  the  required 
number  of  parking  spaces  for  housing  for  seniors  and  physically  handicapped 
persons,  affordable  housing,  group  housing,  SRO  units  and  residential  care 
facilities;  amending  Section  154  to  revise  the  minimum  dimensions  for  off-street  parking 
spaces,  to  encourage  space-efficient  parking  and  to  no  longer  require  independently 
accessible  parking  and  define  independently  accessible  parking  to  include  parking 
accessed  by  automated  garages  or  car  elevators  and  valet  parking;  amending  Section 
155  to  delete  a  requirement  for  independently  accessible  parking  and  require  parking 
design  to  prevent  bicycle  and  transit  lane  conflicts;  amending  Section  157  to  provide  for  a 
demonstration  that  car-share  parking  cannot  satisfy  the  need  for  non-accessory  parking 
as  a  conditional  use;  amending  Section  167  to  provide  for  optional  parking  in  all  new 
residential  buildings  or  conversions  to  residential  buildings  of  10  units  or  more;  amending 
Section  303(c)(2)(B)  to  provide  for  consideration  of  whether  a  use  seeking  a  conditional 
use  permit  is  providing  car-share  parking;  amending  Section  790.10  to  include  a  car- 
share  parking  space  as  part  of  a  community  residential  parking  use;  amending  Section 
890.10  to  include  a  car-share  parking  space  as  part  of  a  community  commercial  parking 
garage  use.  The  proposed  Ordinance  is  before  the  Commission  so  that  it  may 
recommend  adoption,  rejection,  or  adoption  with  modifications  to  the  Board  of 
Supervisors. 

Preliminary  Recommendation:  Approval  with  modifications. 

19.  2007.1447T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  RELATING  TO  PLANNING  CODE  SECTIONS  102.17.  790.38.  AND 
890.37  [BOARD  FILE  NO.  07-16491  -  Ordinance  introduced  by  Supervisor  Peskin 
amending  Planning  Code  Sections  102.17,  790.38,  and  890.37  to  define  three  types 
of  entertainment  use  based  on  size;  amending  Sections  1060,  1060.1,  1060.3, 1070, 
1070.1,  and  1070.3  of  the  San  Francisco  Police  Code  to  define  the  three  types  of 
entertainment  use  authorized  by  the  Planning  Code  and  to  require  an  application  and  the 
permit  for  a  place  of  entertainment  or  extended-hours  activity  to  specify  one  of  the  three 
types  of  entertainment  use;  adopting  findings,  including  environmental  findings  and 
findings  required  by  Section  302  of  the  Planning  Code. 

Preliminary  Recommendation:  Approval  with  modifications 
(Continued  from  Regular  Meeting  of  March  6,  2008) 

I.         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With  respect  to 
agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the  item  is  reached  in  the 
meeting  with  one  exception.  When  the  agenda  item  has  already  been  reviewed  in  a  public  hearing  at  which 
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members  of  the  public  were  allowed  to  testify  and  the  Commission  has  closed  the  public  hearing,  your 
opportunity  to  address  the  Commission  must  be  exercised  during  the  Public  Comment  portion  of  the 
Calendar.  Each  member  of  the  public  may  address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on  the  posted 
agenda,  including  those  items  raised  at  public  comment.  In  response  to  public  comment,  the  commission  is 
limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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ADDENDUM 
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PLANNING  COMMISSION 

Notice  of  Meeting 
& 

Calendar 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  April  1 0,  2008      documents  dept. 

1:30  PM  APR  -  ?  2006 

Regular  Meeting  SAN  FRANCISCO 

PUBLIC  LIBRARY 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

Commission  Secretary:  Linda  D.  Avery 

NOTE:  IN  ERROR  736  VALENCIA  STREET  WAS  PUT  ON  CALENDAR  AS  A  ITEM 
PROPOSED  FOR  CONTINUANCE  TO  APRIL  24,  2008.  HOWEVER,  WITH  THIS  NOTICE,  THE 
ITEM  IS  NOW  MOVED  TO  THE  REGULAR  CALENDAR  FOR  A  FULL  PUBLIC  HEARING 
WITH  POSSIBLE  COMMISSION  ACTION.  736  VALENCIA  STREET  WILL  FOLLOW  ITEM  #19 
UNDER  THE  REGULAR  CALENDAR. 

A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

2008.0274D  (E.  JACKSON:  (41 5)  558-6363) 

736  VALENCIA  STREET  -  west  side,  between  18th  and  19th  Streets,  Lot  005  in 
Assessor's  Block  3588  -  Staff  Initiated  Discretionary  Review  of  Building  Permit 
Application  number  2006.02.08.4114.  The  proposal  is  to  construct  a  new  mixed- 
use  building  containing  8  dwelling  units  with  commercial  space  and  8  off-street 
parking  spaces  on  the  ground  floor.  The  applicant  requests  that  the  Planning 
Commission  remove  the  springing  condition  requiring  community  impact  fees 
and  BMR  units  that  was  previously  imposed  on  the  project.  The  subject  property 
is  located  within  the  Valencia  NCD  (Neighborhood  Commercial  District)  with  a 
50-X  Height  and  Bulk  designation. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  remove  the 
springing  condition. 

(Continued  from  Regular  Meeting  of  March  20,  2008) 
(Propoood  for  Continuanco  to  April  21,  2008) 
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G. 


REGULAR  CALENDAR 


FOLLOWING  ITEM  #19: 


2008.0274D 


(E.  JACKSON:  (415)  558-6363) 


736  VALENCIA  STREET  -  west  side,  between  18th  and  19th  Streets,  Lot  005  in 
Assessor's  Block  3588  -  Staff  Initiated  Discretionary  Review  of  Building  Permit 
Application  number  2006.02.08.41 14.  The  proposal  is  to  construct  a  new  mixed- 
use  building  containing  8  dwelling  units  with  commercial  space  and  8  off-street 
parking  spaces  on  the  ground  floor.  The  applicant  requests  that  the  Planning 
Commission  remove  the  springing  condition  requiring  community  impact  fees 
and  BMR  units  that  was  previously  imposed  on  the  project.  The  subject  property 
is  located  within  the  Valencia  NCD  (Neighborhood  Commercial  District)  with  a 
50-X  Height  and  Bulk  designation. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  remove  the 
springing  condition. 

(Continued  from  Regular  Meeting  of  March  20,  2008) 
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SAN  FRANCISCO 
PLANNING  COMMISSION 

Notice  of  Meeting 
& 

Calendar 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  April  1 7,  2008  documents  dept 

1  :30  PM  APR  1  I  2008 

Regular  Meeting  SAN  FRANCISCO 

PUBLIC  LIBRARY 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&.sfpov.ora 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 


■S'wn  l-'nincisco  I'Linning  Cam  in  is  su_>  n 


Thursday.  April  1 7.  2008 


Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Plannins  Commission 


Thursday.  April  J  7.  2008 


1:30  PM 


ROLL  CALL: 


President: 
Commissioners: 


Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1680  MARKET  STREET  -  north  side  between  Gough  and  Franklin  Streets,  Lot  005  in 
Assessor's  Block  0854  -  Request  for  conditional  use  authorization  to  establish  a  Large 
Fast  Food  Restaurant  (d.b.a  Subway)  of  approximately  1200  square  feet.  Additionally, 
Conditional  Use  authorization  will  be  required  for  a  Formula  Retail  use  at  the  subject  site 
as  defined  by  Section  703.3  of  the  Planning  Code.   This  site  is  within  a  NC-3  (Moderate- 
Scale)  Neighborhood  Commercial  District,  and  an  80-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  April  3,  2008) 
(Proposed  for  Continuance  to  May  8,  2008) 

2a.       2005.0298KECV  (S.  VELLVE:  (415)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor  s  Block  0691  -  Request  for  Conditional  Use  Authorization,  pursuant 
to  Sections  157,  209.8,  221.1,  253,  253.2  and  303  of  the  Planning  Code  to  allow  off- 
street  parking  in  excess  of  the  amount  permitted  as  accessory  parking,  to  permit  the  sale 
of  alcoholic  beverages  within  1/4  mile  of  the  Polk  Street  Neighborhood  Commercial 
District,  to  demolish  a  movie  theatre,  and  to  allow  the  construction  of  a  building  which 
exceeds  40  feet  in  height  with  an  exception  to  the  bulk  limits.  The  project  proposes  to 
construct  up  to  107  dwelling  units  with  approximately  15,800  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  March  20,  2008) 
(Proposed  for  Continuance  to  May  15,  2008) 

2b.       2005.0298KECV       _  S.  VELLVE:  (415)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Variances,  pursuant  to  Sections  253(c)(6), 
307(g),  152,  and  140  of  the  Planning  Code  to  modify  the  rear  yard  requirement  in  the  Van 
Ness  Special  Use  District,  to  provide  one  off-street  freight  loading  space  where  two  are 
required,  and  for  dwelling  unit  exposure  for  four  dwelling  units.  The  project  proposes  to 
construct  up  to  107  dwelling  units  with  approximately  15,800  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

(Continued  from  Regular  Meeting  of  March  20,  2008) 
(Proposed  for  Continuance  to  May  15,  2008) 
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3.  2007.1019C  (R.  CRAWFORD:  (415)  558-6358) 
2400  NORIEGA  STREET  -  north  side,  northwest  corner  of  Noriega  and  31st  Avenue  Lot 
003  of  Assessor  s  Block  2018  -  Request  for  Conditional  Use  Authorization  under, 
Planning  Code  Section  711.81  to  develop  a  Large  Institutional  Use  (Church)  above  the 
ground  floor  and  Section  711.2  Use  Size  greater  than  3,999  square  feet  in  an  NC-2, 
Small  Scale  Neighborhood  Commercial  District  and  a  40-X  Height  and  Bulk  District.  The 
proposal  is  to  demolish  the  existing  one-story  church  building  (in  a  converted  bank 
building)  and  construct  a  new  3  story  building  11,625  square  feet  in  area  for  the  church 
with  1 1  off  street  parking  spaces. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  March  6,  2008) 
(Proposed  for  Continuance  to  May  15,  2008) 

4.  2007.1326C  (T.  TAM:  (41 5)  558-6325) 
2333  BUCHANAN  STREET  -  (a.k.a.  2140  Webster  St.  and  2340  Clay  St.),  north  side 
between  Buchanan  and  Webster  Streets,  Assessor's  Block  0613,  Lot  029,  Block  0628 
Lot  013,  and  Block  0628  Lot  014  -  Request  for  Conditional  Use  Authorization  under 
Planning  Code  Sections  303  and  303.4(d)(5)  for  the  California  Pacific  Medical  Center 
(CPMC)  Pacific  Campus  to  modify  conditions  of  a  previous  PUD  authorization  for  way 
finding  signs  that  exceed  the  number  and  size  of  signs  principally  permitted  by  Section 
606(b)(1)  in  an  RM-2  (Residential,  Mixed,  Moderate  Density)  District  and  a  160-F  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  January  17,  2008) 
(Proposed  for  Continuance  to  May  22,  2008) 

5.  2007.1362X  _  (K.  GUY:  (415)  558-6162) 
1145  MARKET  STREET  -  south  side  between  Seventh  and  Eighth  Streets,  Lot  044  in 
Assessor's  Block  3702  -  Section  309  Determination  of  Compliance  to  replace  the 
existing  copper  cupola  roof  feature  with  a  glass  roof  that  would  increase  the  height  of  this 
element  by  three  feet  at  the  top  of  this  thirteen  story  office  building.  The  project  site  is 
within  a  C-3-G  (Downtown  General  Commercial)  Zoning  District  and  a  120-X  Height 
and  Bulk  district. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  February  28,  2008) 
(Proposed  for  Continuance  to  June  5,  2008) 

6.  2007.11121  (A.  RODGERS:  (415)  558-6395) 
AMENDMENTS  REPEALING  PLANNING  CODE  SECTION  825.1  AND  AMENDING 
PLANNING  CODE  SECTIONS  135,  309.1,  318.3,  809,  825,  AND  827.  PROPOSED 
ORDINANCE  [BOARD  FILE  NUMBER  071292]  introduced  by  Supervisor  Daly  to 
apply  many  of  the  pedestrian-friendly  provisions  of  the  Rincon  Hill  Downtown 
Mixed  Use  Zoning  District  to  all  Downtown  Residential  Districts.  Specifically,  the 
proposed  Ordinance  would  add  design  requirements  to  enhance  the  pedestrian 
environmentjncluding  but  not  limited  to  controls  for  ground  floor  uses,  transparency,  wind 
protection,  iighting,  and  sidewalk  treatments,  and  making  environmental  findings  and 
findings  of  consistency  with  the  General  Plan  and  priority  policies  of  Planning  Code 
Section  101.1. 

Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  July  17,  2008) 

B.         COMMISSIONERS'  QUESTIONS  AND  MATTERS 

Adoption  of  Commission  Minutes  -  Charter  Section  4.104  requires  all  commissioners  to 
vote  yes  or  no  on  all  matters  unless  that  commissioner  is  excused  by  a  vote  of  the 
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Commission.  Commissioners  may  not  be  automatically  excluded  from  a  vote  on  the 
minutes  because  they  did  not  attend  the  meeting. 

7.  Consideration  of  Adoption: 

•  Draft  Minutes  of  Regular  Meeting  of  February  28,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  March  6,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  March  1 3,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  March  20,  2008 

8.  COMMISSION'S  RULES  AND  REGULATIONS  -  Discussion  and  possible  action  to 
amend  the  Commission's  Rules  and  Regulations  to  address  imposing  time  constraints  on 
submittal  of  documents  and  material  for  review  by  the  Commission  and  the  public; 
discuss  and  possibly  establish  rules  or  policies  that  address  other  areas  of  interest  of  the 
Commission. 

(Continued  from  Regular  Meeting  of  April  3,  2007) 

9.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

10.  Director's  Announcements 

1 1 .  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

(A.  JOHN-BAPTISTE:  (415)  558-6547) 

12.  PLANNING  DEPARTMENT  FISCAL  YEAR  2009  BUDGET  -  Commission  Update 

13.  (S.SANCHEZ:  (415)  558-6326) 
ACADEMY  OF  ART  UNIVERSITY  ENFORCEMENT  AND  INSTITUTIONAL  MASTER 
PLAN  UPDATE  (IMP)  -  Possible  Informational  presentation/discussion  on  the  status 
of  pending  enforcement  cases  and  preparation  of  IMP  by  the  Academy  of  Art  University. 
Item  to  be  presented  as  new  information  is  available. 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
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staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing. 

14.  2007.0430C  (M.  WOODS:  (415)  558-6315) 
400  DIVISADERO  STREET  -  northeast  corner  at  Oak  Street;  Lots  17,  18  and  19  in 
Assessor  s  Block  1216  -  Request  for  Conditional  Use  Authorization  to  allow  a 
temporary  parking  facility  pursuant  to  Sections  209.7(c),  303(c)  and  711.56  of  the 
Planning  Code.  The  site  contains  the  Touchless  Car  Wash  and  a  Shell  service  station.  A 
portion  of  the  site  is  designated  for  circulation  and  drying  area  for  the  car  wash.  The 
proposal  is  to  allow  for  after-hours  (from  7:00  p.m.  to  2:00  a.m.)  temporary  parking  of 
vehicles  in  the  car  wash  circulation  and  drying  area,  in  an  NC-2  (Small-Scale 
Neighborhood  Commercial)  District  with  a  65-A  Height  and  Bulk  District,  and  an  RH-3 
(Residential,  House,  Three-Family)  District  with  a  40-x  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 

15.  2008.0287U  (K.  DISCHINGER:  (415)  558-6284) 
FIRST  SOURCE  HIRING  ORDINANCE  -  expanding  scope  of  covered  permits  in 
Market  and  Octavia  Plan  [Board  File  080235]  On  February  12,  2008,  Supervisor 
Mirkarimi  introduced  an  Ordinance  amending  the  San  Francisco  Administrative  Code  by 
amending  sections  83.2,  83.4,  and  83.6  to:  (1)  expand  the  scope  of  permits  that  the 
ordinance  applies  to  in  the  Market  and  Octavia  Area  Plan;  (2)  place  new  reporting 
requirements  on  the  First  Source  Hiring  Administration  that  include  reporting  first  source 
statistics  on  permittees,  as  defined  under  the  ordinance,  and  (3)  require  contractors  and 
permittees  to  cooperate  with  reasonable  requests  for  information  from  the  First  Source 
Hiring  Administration.  The  proposed  Ordinance  is  before  the  Commission  so  that  it  may 
recommend  adoption,  rejection,  or  adoption  with  modifications  to  the  Board  of 
Supervisors. 

Preliminary  Recommendation:  Approval  with  modifications 
(Continued  from  Regular  Meeting  of  March  20,  2008) 

F.         REGULAR  CALENDAR 

16.  2005.0651CEK  (A.  BEN-PAZI:  (415)  575-9077) 
580  HAYES  STREET  -  north  side  between  Laguna  and  Octavia  Streets,  Lot  010  in 
Assessor's  Block  0807  -  Request  for  Conditional  Use  Authorization.  The  project 
requires  Conditional  Use  Authorization  for  an  institutional  use  above  the  ground  floor,  for 
a  non-residential  use  larger  than  3,000  square  feet  and  for  development  of  a  lot  larger 
than  10,000  square  feet.  The  site  is  within  the  Hayes-Gough  Neighborhood  Commercial 
District,  and  a  50-X  Height  and  Bulk  District,  but  is  to  be  rezoned  under  the  pending 
Market  and  Octavia  Area  Plan  Code  Amendments  to  the  Hayes-Gough  Neighborhood 
Commercial  Transit  District  and  a  55-X  Height  and  Bulk  District.  The  project  complies 
with  the  pending  Code  Amendments  but  does  not  comply  with  current  zoning.  The  project 
proposes  to  demolish  the  existing  building  and  construct  a  mixed  use  building  containing 
approximately  2,700  square  feet  of  ground  floor  retail  space  along  Hayes  Street,  an 
assisted  living  facility  of  approximately  48  units,  42  independent  living  group  housing 
units  for  seniors  and  17  off-street  parking  spaces  in  an  underground  garage  accessed  off 
of  Ivy  Street.  The  proposed  building  would  be  5  stories  and  55  feet  in  height  over  a  below 
grade  basement,  totaling  approximately  63,000  square  feet. 

Preliminary  Recommendation:  Adopt  a  Motion  of  Intent  to  adopt  a  motion  approving  the 
project,  with  conditions,  once  the  Market  and  Octavia  Area  Plan  Code  Amendments 
become  effective. 

(Continued  from  Regular  Meeting  of  April  3,  2008 

17.  2006.0810CK  (C.  TEAGUE:  (415)  575-9081) 
1000  MISSISSIPPI  STREET  (AKA  1001  TEXAS  STREET)  -  west  side,  near  the 
intersection  with  25th  Street,  Lots  015,  016,  037,  038,  039,  and  040  in  Assessor's  Block 
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4224  -  Request  for  Conditional  Use  Authorization  pursuant  to  Planning  Code  Sections 
209.1,  295,  303,  and  304  to  construct  a  28-unit  Planned  Unit  Development  (PUD)  in  a 
RH-3  (Residential,  House,  Three-Family)  Zoning  District  and  a  40-X  Height  and  Bulk 
designation.  The  PUD  includes  5  residential  buildings,  28  off-street  parking  spaces,  and 
requests  exceptions  for  density,  rear  yard,  open  space,  exposure,  and  height. 
Preliminary  Recommendation:  Approval  with  Conditions 

18a.     2005.0762ECV  (A.  HEITTER:  (415)  558-6602) 

245  HYDE  STREET  -  southwest  corner  of  Eddy  Street,  Lots  017,  018,  and  019  in 
Assessor's  Block  0336  -  Request  for  Conditional  Use  Authorization  to  provide  no  off- 
street  parking  where  16  spaces  are  required.  The  proposed  project  is  the  conversion  of 
an  office/retail  building  to  65  dwelling  units  and  construction  of  a  one-story  vertical 
addition.  The  interiors  of  the  existing  interconnected  two-story  buildings  will  be 
demolished  to  accommodate  the  insertion  of  a  third  floor  within  the  existing  building 
envelope,  for  a  total  of  four  floors.  The  project  site  is  within  an  RC-4  (Residential- 
Commercial  Combined,  High-Density)  District,  the  North  of  Market  Residential  Special 
Use  District,  and  an  80-T  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions. 

18b.     2005.0762ECV  (A.  HEITTER:  (415)  558-6602) 

245  HYDE  STREET  -  southwest  corner  of  Eddy  Street,  Lots  017,  018,  and  019  in 
Assessor's  Block  0336  -  Requests  for  Variance  for  a  rear  yard  modification;  a  dwelling 
unit  exposure  variance  for  the  units  that  will  not  face  Hyde  or  Eddy  Streets;  and  a  usable 
open  space  variance.  The  proposed  project  is  the  conversion  of  an  office/retail  building  to 
65  dwelling  units  and  construction  of  a  one-story  vertical  addition.  The  interiors  of  the 
existing  interconnected  two-story  buildings  will  be  demolished  to  accommodate  the 
insertion  of  a  third  floor  within  the  existing  building  envelope,  for  a  total  of  four  floors.  The 
project  site  is  within  an  RC-4  (Residential-Commercial  Combined,  High-Density)  District, 
the  North  of  Market  Residential  Special  Use  District,  and  an  80-T  Height  and  Bulk 
District. 

6:00  P.M 

19.       2004.01 60EMJZU  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  PROGRAM  -  INTENTION  TO  INITIATE  AMENDMENTS 
TO  THE  GENERAL  PLAN,  PLANNING  CODE  AND  ZONING  MAP  -  The  Eastern 
Neighborhoods  Program  encompasses  the  entirety  or  portions  of  437  Assessor's  Blocks 
in  the  following  four  neighborhoods:  Mission  (generally  bounded  by  Division  Street, 
Potrero  Avenue,  Cesar  Chavez  Street  and  Guerrero  Street),  Central  Waterfront 
(generally  bounded  by  16th  Street,  the  Bay,  Islais  Creek  and  Highway  280),  East  SoMa 
(generally  bounded  by  portions  of  Mission  Street,  Folsom  Street,  The  Embarcadero  and 
4th  Street)  and  Showplace  Square  -  Potrero  Hill  (generally  bounded  by  Harrison  Street, 
7th  Street/highway  280,  26th  Street  and  Potrero  Avenue).  The  exact  geography  of  the 
Eastern  Neighborhoods  Program,  including  a  list  of  all  affected  Assessor's  Blocks  and 
Lots,  is  available  at  http://en-hearinqs.sfplanning.org. 

a)  Consideration  of  a  Resolution  of  Intention  to  initiate  amendments  to  the  San 
Francisco  General  Plan  related  to  the  Eastern  Neighborhoods  Program. 

Pursuant  to  San  Francisco  Charter  Section  4.105,  and  Planning  Code  Sec.  340,  the 
Planning  Commission  will  consider  adopting  a  Resolution  of  Intention  to  Initiate 
amendments  to  the  General  Plan,  including  adding  four  new  Area  Plans,  and  making 
related  amendments  to  the  Commerce  and  Industry  Element,  Recreation  and  Open 
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Space  Element  and  the  Central  Waterfront  Area  Plan,  South  of  Market  Area  Plan  and 
Northeastern  Waterfront  Area  Plan  as  well  as  the  Land  Use  Index.  Proposed 
amendments  to  the  General  Plan  and  Area  Plans  can  be  viewed  at  http://en- 
hearinqs.sfplanninq.org. 

Preliminary  Recommendation:  Approve  a  draft  Resolution  of  Intention  to  initiate 
amendments  to  the  General  Plan  and  schedule  a  public  hearing  to  consider  the 
amendments. 

b)  Consideration  of  a  Resolution  of  Intention  to  initiate  amendments  to  the  San 
Francisco  Planning  Code  related  to  the  Eastern  Neighborhood  Program 

Pursuant  to  Planning  Code  Section  302,  the  Planning  Commission  will  consider  a 
Resolution  of  Intention  to  initiate  amendments  to  the  Planning  Code.  The  amendments 
would  bring  the  Planning  Code  regulations  governing  the  four  Eastern  Neighborhoods  into 
consistency  with  the  General  Plan,  as  proposed  to  be  amended.  The  amendments  contain 
proposals  for  changes  to  standards  from  those  currently  established  by  the  Planning  Code, 
including  but  not  limited  to  those  for  land  use,  height  and  bulk,  building  design,  density, 
open  space,  and  parking.  Proposed  Planning  Code  text  amendments  will  a)  establish  13 
new  zoning  districts;  b)  amend  the  South  Park  District;  RTO  District,  NCT  Districts, 
Downtown  Residential  Districts,  and  PDR  Districts;  and  c)  make  related  revisions  to  the 
Planning  Code  necessary  to  implement  the  General  Plan  as  proposed  to  be  amended  and 
make  related  Planning  Code  Amendments  pursuant  to  the  Eastern  Neighborhoods  Area 
Plans.  Amendments  to  the  Planning  Code  include  revisions  to  the  Planning  Code  adding 
Sections  102.29,  102.30,  145.4,  145.5,  157.1,  175.6,  207.8,  210.9,  210.10,  219.1, 
222.1,249.36,  249.37,  263.21,  270.1,  270.2,  309.2,  319,  327,  342,  734.1,  735.1,  736.1, 
802.3,  802.4,  802.5,  802.6,  803.8,  803.9,  829,  840,  841,  842,  843,  890.52,  890.53, 
Appendix  I  to  Article  10,  and  Appendix  L  to  Article  10  and  amending  Sections  102.5,  102.9, 
121.1,  121.2,  121.5,  124,  132,  134,  135,  135.3,  136,  136.1,  136.2,  140,  141,  142,  143, 
144,  145.1,  145.4,  147,  150,  151.1,  152,  152.1,  153,  154,  155,  161,  163,  166,  167,  175.6, 
181,  182,  201,  202,  204,  204.4,  205,  205.1,  205.3,  206,  207.4,  207.5,  207.6,  208,  209.7, 
210,  210.8,  210.11,  215,  216,  217,  218,  218.1,  219,  220,  221,  222,  223,  224,  225,  226, 
227,  231,  233,  234.2,  260,  261.1,  263.19,  270,  304,  305,  306.2,  307,  309.1,  311,  316,  603, 
607,  607.1,  607.2,  608.1,  702.1,  703.2,  726.1,  801.1,  802.1,  803,  803.3,  803.4,  803.5, 
803.6,  809,  813,  814,  815,  816,  817,  818,  820,  822,  825,  825.1,  827,  890.54,  890.70,  and 
890.111.  Proposed  amendments  to  the  Planning  Code  can  be  viewed  at  http://en- 
hearinqs.sfplanninq.org. 

Preliminary  Recommendation:  Approve  a  draft  Resolution  of  Intention  to  initiate 
amendments  to  the  Planning  Code  and  schedule  a  public  hearing  to  consider  the 
amendments. 

c)  Consideration  of  a  Resolution  of  Intention  to  initiate  amendments  to  the  Zoning 
Map  of  the  San  Francisco  Planning  Code  related  to  the  Eastern  Neighborhoods 
Program 

Pursuant  to  Planning  Code  Section  302,  the  Planning  Commission  will  consider  a 
Resolution  of  Intention  to  initiate  amendments  to  the  Zoning  Map  by  reclassifying  property, 
including  amendments  to  the  Zoning  Map  of  the  City  and  County  of  San  Francisco. 
Proposed  Planning  Code  map  amendments  will  a)  update  height  and  bulk  districts,  b) 
apply  the  RTO  District  and  PDR-2  Districts  in  the  Eastern  Neighborhoods,  and  c)  establish 
13  new  zoning  districts.  Proposed  amendments  to  the  Zoning  Map  can  be  viewed  at 
http://en-hearings  sfplanning.org.  These  amendments  include: 

•  Applying  the  RTO  District  in  portions  of  the  Mission  between  Guerrero  and  South  Van 
Ness  Streets  currently  zoned  RH-2,  RH-3,  RM-1,  RM-2,  and  RM-3 

•  Applying  the  South  Beach  Downtown  Residential  (SB-DTR)  District  to  the  South  Beach 
neighborhood,  currently  zoned  M-1  and  M-2. 
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•  Applying  the  Mission  Street  Neighborhood  Commercial  Transit  District  (Mission  Street 
NCT)  to  the  existing  NC-3  District  along  the  Mission  Street  corridor. 

•  Applying  the  Valencia  Street  Neighborhood  Commercial  Transit  District  (Valencia 
Street  NCT)  along  the  existing  Valencia  Street  Neighborhood  Commercial  District  along 
the  Valencia  Street  corridor. 

•  Applying  the  Small  Scale  Neighborhood  Commercial  Transit  District  (NCT-2)  in  portions 
of  Central  Waterfront  currently  zoned  NC-2. 

•  Applying  the  SoMa  Neighborhood  Commercial  Transit  District  (SoMa  NCT)  along 
portions  of  6th  Street  and  Folsom  Street  corridors  in  the  South  of  Market  that  are 
currently  zoned  RSD  and  SLR. 

•  Applying  the  Mixed  Use-General  (MUG)  District  to  the  parcels  in  East  SoMa  currently 
zoned  SLR. 

•  Applying  the  Mixed  Use-Residential  (MUR)  District  to  the  parcels  in  of  East  SoMa 
currently  zoned  RSD. 

•  Applying  the  Mixed  Use-Office  (MUO)  District  to  parcels  in  East  SoMa  currently  zoned 
SSO. 

•  Applying  the  Urban  Mixed  Use  (UMU)  District  to  portions  of  the  Mission,  Showplace 
Square,  and  Central  Waterfront  currently  zoned  C-M,  M-1,  and  M-2. 

•  Applying  the  PDR-1-General  (PDR-1-G)  District  in  portions  of  the  Mission  and 
Showplace  Square  currently  zoned  C-M,  M-1,  and  M-2 

•  Applying  the  PDR-1  -Design  (PDR-1-D)  District  in  portions  of  Showplace  Square 
currently  zoned  M-1  and  M-2 

•  Applying  the  PDR-2  District  in  portions  of  the  Central  Waterfront  currently  zoned  M-2 

•  Applying  the  Life  Science  and  Medical  Special  Use  District  to  portions  of  the  Central 
Waterfront  currently  zoned  M-2. 

•  Applying  the  Innovative  Industries  Incubator  Special  Use  District  to  portions  of 
Showplace  Square  currently  zoned  M-2. 

Preliminary  Recommendation:  Approve  a  draft  Resolution  of  Intention  to  initiate 
amendments  to  the  Zoning  Map  and  schedule  a  public  hearing  to  consider  the 
amendments. 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Calendar  APR ,  7  2008 

Commission  Chambers  -  Room  400 
City  Hali,  1  Dr.  Carlton  B.  Goodlett  Place      SAN  FRANCISCO 

Thursday,  April  17,  2008  puslic^ary 
1:30  PM 

Regular  Meeting 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
1650  MISSION  STREET,  4TH  FLOOR  RECEPTION 


F.         REGULAR  CALENDAR 

6:00  P.M 

The  only  correction  to  the  calendar  is  to  the  underlined  text  below.  That  text  has  been  modified  to 
read  as  follows: 

By  initiating  the  following  items  on  April  17th,  the  Commission  will  not  make  any 
final  decision  regarding  the  content  of  the  Eastern  Neighborhoods  proposals. 
Initiation  allows  the  Department  to  advertise  for  public  hearings  expected  in  mid- 
May  to  take  public  comment  on  the  proposed  Eastern  Neighborhood  Proposals. 
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19.        2004.01 60EMIZU  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  PROGRAM  -  INTENTION  TO  INITIATE 
AMENDMENTS  TO  THE  GENERAL  PLAN,  PLANNING  CODE  AND  ZONING 
MAP  -  The  Eastern  Neighborhoods  Program  encompasses  the  entirety  or 
portions  of  437  Assessor's  Blocks  in  the  following  four  neighborhoods:  Mission 
(generally  bounded  by  Division  Street,  Potrero  Avenue,  Cesar  Chavez  Street  and 
Guerrero  Street),  Central  Waterfront  (generally  bounded  by  16th  Street,  the  Bay, 
Islais  Creek  and  Highway  280),  East  SoMa  (generally  bounded  by  portions  of 
Mission  Street,  Folsom  Street,  The  Embarcadero  and  4th  Street)  and  Showplace 
Square  -  Potrero  Hill  (generally  bounded  by  Harrison  Street,  7th  Street/highway 
280,  26th  Street  and  Potrero  Avenue).  The  exact  geography  of  the  Eastern 
Neighborhoods  Program,  including  a  list  of  all  affected  Assessor's  Blocks  and 
Lots,  is  available  at  http://en-hearinqs.sfplanninq.org. 

a)  Consideration  of  a  Resolution  of  Intention  to  initiate  amendments  to  the 
San  Francisco  General  Plan  related  to  the  Eastern  Neighborhoods 
Program. 

Pursuant  to  San  Francisco  Charter  Section  4.105,  and  Planning  Code  Sec.  340, 
the  Planning  Commission  will  consider  adopting  a  Resolution  of  Intention  to 
Initiate  amendments  to  the  General  Plan,  including  adding  four  new  Area  Plans, 
and  making  related  amendments  to  the  Commerce  and  Industry  Element, 
Recreation  and  Open  Space  Element  and  the  Central  Waterfront  Area  Plan, 
South  of  Market  Area  Plan  and  Northeastern  Waterfront  Area  Plan  as  well  as  the 
Land  Use  Index.  Proposed  amendments  to  the  Genera!  Plan  and  Area  Plans  can 
be  viewed  at  http://en-hearinqs.sfplanninq.org. 

Preliminary  Recommendation:  Approve  a  draft  Resolution  of  Intention  to  initiate 
amendments  to  the  General  Plan  and  schedule  a  public  hearing  to  consider  the 
amendments. 

b)  Consideration  of  a  Resolution  of  Intention  to  initiate  amendments  to  the 
San  Francisco  Planning  Code  related  to  the  Eastern  Neighborhood 
Program 

Pursuant  to  Planning  Code  Section  302,  the  Planning  Commission  will  consider  a 
Resolution  of  Intention  to  initiate  amendments  to  the  Planning  Code.  The 
amendments  would  bring  the  Planning  Code  regulations  governing  the  four 
Eastern  Neighborhoods  into  consistency  with  the  General  Plan,  as  proposed  to  be 
amended.  The  amendments  contain  proposals  for  changes  to  standards  from 
those  currently  established  by  the  Planning  Code,  including  but  not  limited  to  those 
for  land  use,  height  and  bulk,  building  design,  density,  open  space,  and  parking. 
Proposed  Planning  Code  text  amendments  will  a)  establish  13  new  zoning 
districts;  b)  amend  the  South  Park  District;  RTO  District,  NCT  Districts,  Downtown 
Residential  Districts,  and  PDR  Districts;  and  c)  make  related  revisions  to  the 
Planning  Code  necessary  to  implement  the  General  Plan  as  proposed  to  be 
amended  and  make  related  Planning  Code  Amendments  pursuant  to  the  Eastern 
Neighborhoods  Area  Plans.  Amendments  to  the  Planning  Code  include  revisions 
to  the  Planning  Code  adding  Sections  102.29,  102.30,  145.4,  145.5,  157.1,  175.6, 
207.8,  210.9,  210.10,  219.1,  222.1,249.36,  249.37,  263.21,  270.1,  270.2,  309.2, 
319,  327,  342,  734.1,  735.1,  736.1,  802.3,  802.4,  802.5,  802.6,  803.8,  803.9,  829, 
840,  841,  842,  843,  890.52,  890.53,  Appendix  I  to  Article  10,  and  Appendix  L  to 
Article  10  and  amending  Sections  102.5,  102.9,  121.1,  121.2,  121.5,  124,  132, 
134,  135,  135.3,  136,  136.1,  136.2,  140,  141,  142,  143,  144,  145.1,  145.4,  147, 
150,  151.1,  152,  152.1,  153,  154,  155,  161,  163,  166,  167,  175.6,  181,  182,  201, 
202,  204,  204.4,  205,  205.1,  205.3,  206,  207.4,  207.5,  207.6,  208,  209.7,  210, 
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210.8,  210.11,  215,  216,  217,  218,  218.1,  219,  220,  221,  222,  223,  224,  225,  226, 
227,  231,  233,  234.2,  260,  261.1,  263.19,  270,  304,  305,  306.2,  307,  309.1,  311, 
316,  603,  607,  607.1,  607.2,  608.1 ,  702.1 ,  703.2,  726.1,  801.1,  802.1,  803,  803.3, 
803.4,  803.5,  803.6,  809,  813,  814,  815,  816,  817,  818,  820,  822,  825,  825.1,  827, 
890.54,  890.70,  and  890.1 1 1 .  Proposed  amendments  to  the  Planning  Code  can  be 
viewed  at  http://en-hearinqs.sfplanning.org. 

Preliminary  Recommendation:  Approve  a  draft  Resolution  of  Intention  to  initiate 
amendments  to  the  Planning  Code  and  schedule  a  public  hearing  to  consider  the 
amendments. 

c)  Consideration  of  a  Resolution  of  Intention  to  initiate  amendments  to  the 
Zoning  Map  of  the  San  Francisco  Planning  Code  related  to  the  Eastern 
Neighborhoods  Program 

Pursuant  to  Planning  Code  Section  302,  the  Planning  Commission  will  consider  a 
Resolution  of  Intention  to  initiate  amendments  to  the  Zoning  Map  by  reclassifying 
property,  including  amendments  to  the  Zoning  Map  of  the  City  and  County  of  San 
Francisco.  Proposed  Planning  Code  map  amendments  will  a)  update  height  and 
bulk  districts,  b)  apply  the  RTO  District  and  PDR-2  Districts  in  the  Eastern 
Neighborhoods,  and  c)  establish  13  new  zoning  districts.  Proposed  amendments 
to  the  Zoning  Map  can  be  viewed  at  http://en-hearings.sfplanninq.org.  These 
amendments  include: 

•  Applying  the  RTO  District  in  portions  of  the  Mission  between  Guerrero  and 
South  Van  Ness  Streets  currently  zoned  RH-2,  RH-3,  RM-1 ,  RM-2,  and  RM-3. 

•  Applying  the  South  Beach  Downtown  Residential  (SB-DTR)  District  to  the 
South  Beach  neighborhood,  currently  zoned  M-1  and  M-2. 

•  Applying  the  Mission  Street  Neighborhood  Commercial  Transit  District  (Mission 
Street  NCT)  to  the  existing  NC-3  District  along  the  Mission  Street  corridor. 

•  Applying  the  Valencia  Street  Neighborhood  Commercial  Transit  District 
(Valencia  Street  NCT)  along  the  existing  Valencia  Street  Neighborhood 
Commercial  District  along  the  Valencia  Street  corridor. 

•  Applying  the  Small  Scale  Neighborhood  Commercial  Transit  District  (NCT-2)  in 
portions  of  Central  Waterfront  currently  zoned  NC-2. 

•  Applying  the  SoMa  Neighborhood  Commercial  Transit  District  (SoMa  NCT) 
along  portions  of  6th  Street  and  Folsom  Street  corridors  in  the  South  of  Market 
that  are  currently  zoned  RSD  and  SLR. 

•  Applying  the  Mixed  Use-General  (MUG)  District  to  the  parcels  in  East  SoMa 
currently  zoned  SLR. 

•  Applying  the  Mixed  Use-Residential  (MUR)  District  to  the  parcels  in  of  East 
SoMa  currently  zoned  RSD. 

•  Applying  the  Mixed  Use-Office  (MUO)  District  to  parcels  in  East  SoMa  currently 
zoned  SSO. 

•  Applying  the  Urban  Mixed  Use  (UMU)  District  to  portions  of  the  Mission, 
Showplace  Square,  and  Central  Waterfront  currently  zoned  C-M,  M-1,  and  M- 
2. 

•  Applying  the  PDR-1 -General  (PDR-1-G)  District  in  portions  of  the  Mission  and 
Showplace  Square  currently  zoned  C-M,  M-1 ,  and  M-2 

•  Applying  the  PDR-1 -Design  (PDR-1 -D)  District  in  portions  of  Showplace 
Square  currently  zoned  M-1  and  M-2 

•  Applying  the  PDR-2  District  in  portions  of  the  Central  Waterfront  currently 
zoned  M-2 

•  Applying  the  Life  Science  and  Medical  Special  Use  District  to  portions  of  the 
Central  Waterfront  currently  zoned  M-2. 
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•     Applying  the  Innovative  Industries  Incubator  Special  Use  District  to  portions  of 

Showplace  Square  currently  zoned  M-2. 
Preliminary  Recommendation:     Approve  a  draft  Resolution  of  Intention  to  initiate 
amendments  to  the  Zoning  Map  and  schedule  a  public  hearing  to  consider  the 
amendments. 
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Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  April  24,  2008 
1:30  PM 

Regular  Meeting 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfaov.  org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (41 5) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau  Call  (41 5)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1 )  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department.  1650  Mission  St.,  4th  floor  reception 
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1:30  PM 


ROLL  CALL: 


President: 
Commissioners: 


Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


805  COLUMBUS  AVENUE  -  south-west  side  between  Lombard  and  Greenwich  Streets, 
Lot  047  in  Assessor's  Block  0074  -  Request  for  Conditional  Use  Authorization  to 
establish  a  real  estate  office,  larger  than  the  principally  permitted  maximum  of  1,999 
square  feet,  on  the  first  floor  of  a  mixed  use  building  within  the  North  Beach  Neighborhood 
Commercial  District,  pursuant  to  Sections  722.53  and  722.21  of  the  Planning  Code.  The 
commercial  space  measures  approximately  2,760  square  feet  and  has  never  been 
occupied.  No  physical  expansion  of  the  existing  building  is  proposed.  This  site  is  within  the 
North  Beach  Neighborhood  Commercial  District,  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  March  20,  2008) 
(Proposed  for  Continuance  to  May  22,  2008) 

2.  2008.0095T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  THE  PLANNING  CODE  BY  ADDING  SECTION  226.5:  ALCOHOL 
REDUCTION  AND  SAFER  NEIGHBORHOODS  ACT  -  Permitted  Locations  on  New  Liquor 
Stores  and  their  Conditions  of  Operation.  Ordinance  introduced  by  Supervisor  Sandoval 
amending  the  San  Francisco  Planning  Code  by  adding  Section  226.5  to  impose  a  distance 
requirement  of  500  feet  or  more  between  new  off-sale  liquor  stores  and  existing  liquor 
stores,  elementary  and  secondary  schools,  public  libraries,  and  recreation  centers 
throughout  San  Francisco  and  establishing  conditions  for  operation  of  liquor  stores. 
Preliminary  Recommendation:  Pending 

(Proposed  for  Continuance  to  May  22,  2008) 

3.  2007.1267X  (A.  BEN-PAZI:  (415)  575-9077) 
631  FOLSOM  STREET  -  south-east  side  between  2nd  and  Hawthorne  Streets,  Lot  090  in 
Assessor's  Block  3750  -  Request  for  an  exemption  pursuant  to  section  309  to  add  52 
off-street  parking  spaces  to  the  previously  approved  64  off-street  parking  spaces 
in  a  mixed-use  building  currently  under  construction.  The  building  is  to  have  114 
dwelling  units,  each  containing  at  least  two  bedrooms  and  at  least  1000  square  feet. 
Under  this  proposal  there  will  be  a  total  of  116  off-street  parking  spaces,  108  of  which  will 
be  stored  and  accessed  by  mechanical  stackers.  2  of  the  spaces  will  be  dedicated  to  car- 
share  vehicles.  No  physical  expansion  of  the  approved  building  is  proposed.  This  site  is 
within  the  C-3-S  Zoning  District,  and  a  200-S  Height  and  Bulk  District. 

Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  March  27,  2008) 
(Proposed  for  Continuance  to  May  1,  2008) 

4.  2005.1066E  (D.  LEWIS:  (415)  575-9095) 
2800  SLOAT  BOULEVARD  -  north  side  of  Sloat,  between  4frh  and  47th  Avenues,  Lot  001 
in  Assessor's  Block  2515  -  Appeal  of  Preliminary  Mitigated  Negative  Declaration  for  a 
project  proposing  the  demolition  of  three  existing  commercial  buildings  and  a  34-space 
parking  lot,  and  the  construction  of  three  new  mixed-use,  five-story,  60-foot-tall  buildings 
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totaling  approximately  120,000  gross  square  feet  (gsf).  The  project  would  include  56 
dwelling  units,  approximately  23,000  gsf  of  ground-floor  commercial  uses,  and  93  off- 
street  parking  spaces.  The  three  existing  commercial  buildings  on  the  project  site 
proposed  for  demolition  include  a  retail  shop  (Aqua  Surf  Shop),  restaurant/cafe  (John's 
Ocean  Beach  Cafe),  and  a  motel  (Robert's  Motel).  The  project  site  is  within  the  NC-2 
(Small-Scale  Neighborhood  Commercial)  zoning  district  and  a  100-A  height  and  bulk 
district. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  April  10,  2008) 
(Proposed  for  Continuance  to  May  22,  2008) 

5a.       2007.1163C  (A.  LIGHT:  (415)  558-6254) 

140  ELLIS  STREET  -  between  Cyril  Magnin  and  Powell  Street,  Lot  023  in  Assessor's 
Block  326  -  Request  for  Conditional  Use  Authorization  to  convert  65  of  the  existing  77 
residential  hotel  rooms  into  tourist  hotel  rooms  within  the  six-story  mixed  use  structure. 
This  change  of  use  would  increase  the  number  of  tourist  rooms  from  the  existing  66 
rooms  to  a  total  of  131  tourist  hotel  rooms  with  12  residential  hotel  rooms  still  remaining 
within  the  building.  The  project  does  not  propose  any  modifications  to  the  building 
exterior  or  interior  and  consists  of  the  change  of  use  only.  As  required  under  the  San 
Francisco  Administrative  Code,  the  65  residential  hotel  rooms  at  the  project  site  (to  be 
converted  to  tourist  hotel  rooms)  will  be  replaced  at  317  Leavenworth  Street.  (A 
companion  variance  case  for  317  Leavenworth  (Case  No.  2007.1164V)  will  be 
considered  by  the  Zoning  Administrator  concurrently  with  this  case.)  The  project  site  is 
located  in  a  C-3-G  (Downtown  General  Commercial)  Zoning  District  and  an  80-1 30-F 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  March  13,  2008) 
(Proposed  for  Continuance  to  June  5,  2008) 

5b.       2007.1164V  (A.  LIGHT:  (415)  558-6254) 

317  LEAVENWORTH  STREET  -  northwest  corner  with  Eddy  Street;  Lot  005  in 
Assessor's  Block  0334  -  Request  for  Residential  Open  Space  and  Off-Street  Parking 
Variances.  The  proposal  is  to  convert  the  existing  65  tourist  hotel  room  into  65 
residential  hotel  rooms  in  conjunction  with  a  reverse  conversion  at  140  Ellis  Street.  The 
existing  building  occupies  the  lot  almost  entirely,  and  none  of  the  proposed  residential 
hotel  rooms  would  be  provided  with  any  private  or  common  open  space,  nor  would  any 
off-street  parking  spaces  be  provided.  The  project  site  is  located  in  an  RC-4  (Residential- 
Commercial,  Combined,  High  Density)  Zoning  District  and  an  80-T  Height  and  Bulk 
District. 

(Continued  from  Regular  Meeting  of  March  13,  2008) 
(Proposed  for  Continuance  to  June  5,  2008) 

6.         2007.1355T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

Ordinance  amending  the  San  Francisco  Planning  Code  by  adding  Section  785  to 
establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict  and  to 
amend  Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula 
Retail  Restricted  Use  Subdistrict  [Board  File  No.  07-1561].  Ordinance  introduced  by 
Supervisor  Ammiano  amending  the  San  Francisco  Planning  Code  by  adding  Section  785 
to  establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  amending 
Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula  Retail 
Restricted  Use  Subdistrict;  amending  Sectional  Maps  SU  07  and  SU  11  of  the  Zoning 
Map  of  the  City  and  County  of  San  Francisco  to  establish  the  boundaries  of  the 
Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  adopting  finding,  including 
environmental  findings  and  findings  of  consistency  with  the  priority  policies  of  Planning 
Code  Section  101.1  and  the  General  Plan. 
Preliminary  Recommendation:  Approval  with  Modifications 
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(Continued  from  Regular  Meeting  of  March  27,  2007) 
(Proposed  for  Continuance  to  June  5,  2008) 

7.  2007.0945DD  (R.CRAWFORD:  (415)  558-6358) 
787  27™  STREET  -  south  side  between  Douglass  and  Diamond  Streets.  Assessor's 
Block  6588  Lot  01  OF  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.0517.1599  to  construct  a  third-story  addition  to  the  existing  two- 
story  dwelling  in  an  RH-1  (Residential  House,  One  Family)  District,  and  a  40-X  Height 
and  Bulk  district. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  modify  the  project. 
(Continued  from  Regular  Meeting  of  March  20,  2008) 
DISCRETIONARY  REVIEW  APPLICA  TION  WITHDRA  WN 

B.  CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing. 

8.  2008.0024C  (S.  YOUNG:  (415)  558-6346) 
746  ARGUELLO  BOULEVARD  (AKA  2886  GOLDEN  GATE  AVENUE)  -  northeast  corner 
of  Arguello  Boulevard  and  Golden  Gate  Avenue;  Lot  021  in  Assessor's  Block  1142  - 
Request  for  Conditional  Use  Authorization  under  Sections  182(b)(1),  186,  303,  and 
710.44  of  the  Planning  Code  to  convert  a  vacant  commercial  tenant  space  (previously  a 
film  processing  store)  to  a  small  self-service  restaurant  (dba  Kaleidoscoop,  a  frozen 
dessert  cafe)  within  an  RH-2  (Residential  House,  Two-Family)  Zoning  District  and  a  40-X 
Height  and  Bulk  District.  The  proposed  small  self-service  restaurant,  with  approximately 
650  square  feet  of  floor  area,  will  consist  of  a  preparation/serving  area,  restroom,  and 
dining  area  with  seating  for  12  to  15  persons.  The  proposal  will  involve  tenant 
improvements  to  the  existing  commercial  space.  There  will  be  no  expansion  to  the 
existing  building  envelope. 

Preliminary  Recommendation:  Approval  with  Conditions 

C.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

9.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

D.  DIRECTOR'S  REPORT 

10.  Director's  Announcements 

1 1 .  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

12.  (B.  BENDIX:  (415)  575-9089) 
1250  MISSOURI  STREET  -  Informational  presentation  on  the  status  of  the  project. 
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1 3.  (T.  WANG:  (415)  558-6335) 
85  ST.  ELMO  WAY  -  Discussion  of  the  Conditions  of  Approval  placed  upon  the 
expansion  of  the  Chinese  Consular  Residence. 

14.  (S.  WERTHEIM/  S.  SANCHEZ:  (415)  558-6612/415)  558-6326) 
ACADEMY  OF  ART  UNIVERSITY  INSTITUTIONAL  MASTER  PLAN  (IMP)  UPDATE  - 
Informational  presentation  on  the  status  of  the  Academy  of  Art  University  IMP 
(2006.0737I).  The  IMP  contains  information  on  the  nature  and  history  of  the  institution, 
the  location  and  use  of  affiliated  buildings,  and  development  plans.  An  updated  version  of 
the  IMP  is  available  for  viewing  on  the  Planning  Department's  website  (from 
www.sfplanning.org  click  "Publications  &  Reports"  and  then  "Institutional  Master  Plans"). 
This  is  not  a  public  hearing,  only  an  informational  item  on  the  progress  of  the  IMP.  The 
IMP  is  not  complete  at  this  time. 

15.  (S.  DOWDEE:  (415)  558-6259) 
2007  HOUSING  INVENTORY  REPORT  -  Announcing  the  publication  of  the  2007 
Housing  Inventory.  This  report  is  the  38th  in  the  series  and  describes  San  Francisco's 
housing  supply.  Housing  Inventory  data  accounts  for  new  housing  construction, 
demolitions,  and  alterations  in  a  consistent  format  for  analysis  of  housing  production 
trends.  Net  housing  unit  gains  are  reported  citywide,  by  zoning  classification,  and  by 
planning  district.  Other  areas  covered  include  affordable  housing,  condominium 
conversions,  and  residential  hotel  stock.  In  addition,  lists  of  major  housing  projects 
completed  and  approved  for  construction  in  2007  are  provided.  A  list  of  affordable 
housing  projects  in  the  pipeline  (projects  in  various  stages  of  review  or  pre-construction 
planning)  is  included  to  provide  a  picture  of  likely  housing  construction  activity  in  the  near 
future.  Report  is  available  for  the  public  at  the  Planning  Department  and  on  the  website. 
Preliminary  Recommendation:  No  Action  required.  Informational  only. 

GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

REGULAR  CALENDAR 

16.  2007.1072C  (S.  SANCHEZ:  (415)  558-6326) 
1727  LOMBARD  STREET  -  south  side  between  Laguna  and  Octavia  Streets,  Lot  036,  in 
Assessor's  Block  0506  -  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Sections  303  and  209.2(c)  to  legalize  the  conversion  of  a  tourist  hotel  ("Star  Motel") 
to  group  housing  for  a  post-secondary  educational  institution  ("Academy  of  Art 
University")  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Hold  public  hearing  to  allow  public  comment  and  continue 
item  to  allow  for  additional  neighborhood  outreach  and  completion  of  environmental 

review. 

(Continued  from  Regular  Meeting  of  March  20,  2007) 

17        2007.1064C  (M.WOODS:  (415)  558-6315) 

1860  LOMBARD  STREET  -  north  side  between  Buchanan  and  Laguna  Streets;  Lot  023 
(formerly  Lot  011),  in  Assessor's  Block  0494  -  Request  for  Conditional  Use 
Authorization  to  allow  a  "formula  retail  use"  that  is  also  a  "large  fast  food  restaurant" 
(dba  Subway)  pursuant  to  Sections  303(c),  303(i),  703.4  and  712.43  of  the  Planning 
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Code,  in  an  NC-3  (Moderate-Scale  Neighborhood  Commercial)  District  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 

M. 

2007.1467DD  (M.  SMITH:  (415)  558-6322) 

1671  11th  AVENUE  -  west  side  between  Moraga  and  Lawton  Streets,  Lot  012  in 
Assessor's  Block  1932  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.03.24.7492  proposing  to  construct  a  one-story,  full-floor,  vertical 
addition  and  alter  the  front  fagade  of  a  two-family  dwelling  in  a  RH-2  (Residential,  House, 
Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  proposed 

(Continued  from  Regular  Meeting  of  March  27,  2008) 

2007.1268D  (C.  JAROSLAWSKY  (415)  558-6348) 

2332  MORAGA  STREET  -  between  29th  and  30th  Avenues;  Lot  01 2F  in  Assessor's  Block 
1914  -  Request  for  Discretionary  Review  of  Building  Permit  Application  No. 
2007.06.14.3942  -  proposing  to  construct  an  approximately  18-foot  deep  two-story 
horizontal  addition  at  the  rear  of  a  one-story  over  garage,  single-family  dwelling  in  an  RH- 
1  (Residential,  House,  One-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 


4:30  P. 

18. 


19. 
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Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  May  1,  2008 
12:30  PM 

Special  Meeting 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  Wiiiiam  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

Commission  Secretary:  Linda  D.  Avery 

A.        CLOSED  SESSION 

1 .  Public  Comments  on  Matters  to  be  discussed  in  Closed  Session. 

2.  Consider  Adoption  of  Motion  on  Whether  to  Assert  the  Attorney-Client  Privilege 
Regarding  the  Matters  Listed  Below  as  Conference  With  Legal  Counsel. 

THE  PLANNING  COMMISSION  WILL  GO  INTO  CLOSED  SESSION  TO  DISCUSS  THE 
FOLLOWING: 


3.  Conference  with  Legal  Counsel  -  Pursuant  to  California  Government  Code 
Section  54956.9(c)  and  San  Francisco  Administrative  Code  Section  67.10(d)  to 
discuss  exposure  to  litigation  with  respect  to  the  Academy  of  Art  University.  (Kate 
Stacy) 

FOLLOWING  THE  CLOSED  SESSION,  THE  PLANNING  COMMISSION  WILL  RECONVENE  IN 
OPEN  SESSION. 

4.  The  Planning  Commission  will  make  an  announcement  following  Closed  Session 
and  will  consider  a  motion  regarding  whether  to  disclose  the  discussions  during 
Closed  Session. 

B.  ADJOURNMENT 

DOCUMENTS  DEPT. 
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Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  May  1 ,  2008       documents  dept. 

1  :30  PM  APR  2  5  2008 

Regular  Meeting  SAN  FRANCISCO 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfciov.ora 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 


President: 
Commissioners: 


Christina  R.  Olague 

Michael  J.  Antonini;  M.  Sue  Lee;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


AMENDMENTS  TO  THE  PLANNING  CODE  BY  ADDING  SECTION  226.5:  ALCOHOL 
REDUCTION  AND  SAFER  NEIGHBORHOODS  ACT  -  Permitted  Locations  on  New  Liquor 
Stores  and  their  Conditions  of  Operation.  Ordinance  introduced  by  Supervisor  Sandoval 
amending  the  San  Francisco  Planning  Code  by  adding  Section  226.5  to  impose  a  distance 
requirement  of  500  feet  or  more  between  new  off-sale  liquor  stores  and  existing  liquor 
stores,  elementary  and  secondary  schools,  public  libraries,  and  recreation  centers 
throughout  San  Francisco  and  establishing  conditions  for  operation  of  liquor  stores. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  April  24,  2008) 
(Proposed  for  Continuance  to  May  22,  2008) 


850  FRANCISCO  STREET  -  north  side  between  Leavenworth  and  Hyde  Streets;  Lot  005 
in  Assessor's  Block  0045  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.10.18.5416  proposing  to  revise  an  issued  building  permit 
application  for  new  construction  of  a  four-story,  single  family  residence.   The  revision 
consists  of  construction  of  two  additional  basement  levels  within  the  footprint  of  the 
proposed  new  construction  project.  The  property  is  located  in  an  RH-1(D)  (Residential, 
House,  One-Family,  Detached)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  project 
(Continued  from  Regular  Meeting  of  March  20,  2008) 
(Proposed  for  Continuance  to  May  22,  2008) 

3.  2007.1256C  (K.  GUY:  (415)  558-6163) 
401-431  COLUMBUS  AVENUE  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot 
026  of  Assessor's  Block  0131  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot  026 
of  Assessor's  Block  0131  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  722.21,  722.41,  and  722.42  to  expand  an  existing  full-service 
restaurant  and  bar  (dba  Panta  Rei  Restaurant),  and  to  allow  a  use  size  in  excess  of 
2,000  square  feet  within  the  North  Beach  NCD  (Neighborhood  Commercial  District),  and 
a  40-X  Height  and  Bulk  District.  The  proposal  is  to  expand  the  existing  1,500  square-foot 
restaurant  and  bar  to  occupy  the  adjacent  existing  storefront.  The  expanded  restaurant 
and  bar  would  measure  a  total  of  2,040  square  feet. 

Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  April  3,  2008) 
(Proposed  for  Continuance  to  May  22,  2008) 

4.  2005.0927E  (T.  BLOMGREN:  (415)  575-9023) 
36-38  DOWNEY  STREET/755  ASHBURY  -  Lots  007,  011,  and  065  of  Assessor's  Block 
1254,  mid-block  on  Ashbury  and  Downey  Street  between  Frederick  and  Waller  Streets 
Appeal  of  Preliminary  Negative  Declaration.  The  proposed  project  includes  a  lot  line 
adjustment  between  Lot  007  and  Lot  065,  and  the  relocation  of  the  existing  two-unit 
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residential  building  at  36-38  Downey  Street  to  Lot  007  (next  to  737  Ashbury  Street),  and 
four  off-street  parking  spaces  from  Lot  007  (next  to  36-38  Downey  Street).  The  project 
site  is  zoned  RH-2  (Residential  House,  Two-Family),  and  RH-3  (Residential  House, 
Three-Family)  and  is  in  a  40-X  Height  and  Bulk  District  in  the  Haight-Ashbury 
Neighborhood.  The  proposed  project  would  require  approval  of  a  lot  line  adjustment  and 
the  modification  of  an  existing  Planned  Unit  Development. 
Preliminary  Recommendation:  Uphold  Preliminary  Negative  Declaration 
(Proposed  for  Continuance  to  June  26,  2008) 

B.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

5.  (L.  AVERY:  (415)  558-6407) 
APPENDIX  A  of  COMMISSION'S  RULES  &  REGULATIONS  -  On  April  17,  2008,  the 
Commission  amended  their  Rules  &  Regulations  -  separating  out  requirements  for 
submittals  and  hearing  procedures.  Those  two  topics  are  to  be  captured  in  an  appendix 
to  their  rules  and  that  discussion  was  continued  to  May  1,  2008.  The  Commission  will 
discuss  and  consider  possible  action  to  adopt  ,  amend,  or  not  adopt  proposed  Appendix 
A  of  Planning  Commission  Rules  and  Regulations. 

(Continued  from  Regular  Meeting  of  April  17,  2008) 

6.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

7.  Director's  Announcements 

8.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

(C.  NIKITAS:  (415)  558-6306) 

9.  UPDATE  ON  THE  STATUS  OF  AND  CHANGES  TO  THE  PLANNING  COMMISSION'S 
LEGISLATION  TO  CONTROL  THE  LOSS  OF  DWELLING  UNITS  -  Informational 
presentation 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  REGULAR  CALENDAR 

10.  2007.1072C  (S.  SANCHEZ:  (415)  558-6326) 
1727  L  OMBARD  STREET  -  south  side  between  Laguna  and  Octavia  Streets,  Lot  036,  in 
Assessor  s  Block  0506  -  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Sections  303  and  209.2(c)  to  legalize  the  conversion  of  a  tourist  hotel  ("Star  Motel") 
to  group  housing  for  a  post-secondary  educational  institution  ("Academy  of  Art 
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University")  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Hold  public  hearing  to  allow  public  comment  and  continue 
item  to  allow  for  additional  neighborhood  outreach  and  completion  of  environmental 
review. 

(Continued  from  Regular  Meeting  of  April  24,  2007) 

NOTE:  On  April  24,  2008,  following  public  testimony,  the  Commission  closed 
public  hearing  and  continued  the  item  to  May  1,  2008. 

11.  2007.1064C  (M.WOODS:  (415)558-6315) 
1860  LOMBARD  STREET  -  north  side  between  Buchanan  and  Laguna  Streets;  Lot  023 
(formerly  Lot  011),  in  Assessor's  Block  0494  -  Request  for  Conditional  Use 
Authorization  to  allow  a  "formula  retail  use"  that  is  also  a  "large  fast  food  restaurant" 
(dba  Subway)  pursuant  to  Sections  303(c),  303(i),  703.4  and  712.43  of  the  Planning 
Code,  in  an  NC-3  (Moderate-Scale  Neighborhood  Commercial)  District  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  April  24,  2007) 

NOTE:  On  April  24,  2008,  following  public  testimony,  the  Commission  closed 
public  hearing  and  continued  the  item  to  May  1,  2008. 

12.  2007. 1 359CE  (E.  OROPEZA:  (41 5)  558-6381 ) 
1501  15th  STREET  (AKA  400  SOUTH  VAN  NESS  AVENUE)  -  the  southwest  corner  of 
South  Van  Ness  Avenue  and  15th  Street;  Lot  054  in  Assessor's  Block  3553  -  Request  for 
Conditional  Use  Authorization  pursuant  to  Planning  Code  Sections  223(j)  and  303  to 
allow  the  construction  of  a  automobile  wash,  the  proposed  project  is  for  the  construction 
of  a  32-foot  tall,  two-story  commercial  building,  and  under  Planning  Code  Sections  228.3 
and  303  to  allow  the  conversion  of  a  gasoline  service  station  to  another  use,  within  the  C- 
M  (Heavy  Commercial)  District,  a  50-X  Height  and  Bulk  District  and  the  proposed  Eastern 
Neighborhoods  Plan  Area. 

Preliminary  recommendation:  Disapproval 
(Continued  from  Regular  Meeting  from  April  10,  2008) 

NOTE:  On  April  10,  2008,  following  public  testimony,  the  Commission  continued 
the  matter  to  May  1,  2008.  Public  hearing  remains  open. 

13.  2008.0022L  (S.  PERDUE:  (415)  558-6625) 
1969  CALIFORNIA  STREET  -TOBIN  HOUSE  -  south  side  of  California  Street  between 
Gough  and  Octavia  Streets,  on  Assessor's  Block  0649,  Lot  016.  The  subject  property  is 
a  Tudor  -style,  single-family  residence,  designed  by  Willis  Jefferson  Polk  and  constructed 
in  1915.  The  property  is  zoned  RH-2  (Residential,  House,  Two-Family)  and  is  in  a  40-X 
Height  and  Bulk  District.  Consideration  to  approve,  disapprove,  or  approve  with 
modifications  the  landmark  designation  of  the  1969  California  Street  -  Tobin  House 
under  Article  10  of  the  Planning  Code. 

Preliminary  Recommendation:  Approval  of  the  Landmark  Designation,  and  a 
recommendation  of  approval  to  the  Board  of  Supervisors. 

4:00  P.M. 


14a.     2007.0179D  (G.  CABREROS:  (415)  558-6169) 

536  -  40th  AVENUE  -  east  side  between  Geary  Boulevard  and  Anza  Street;  Lot  027  in 
Assessor's  Block  7536  -  Mandatory  Discretionary  Review,  under  the  Planning 
Commission's  policy  requiring  review  of  housing  demolition,  of  Demolition  Permit 
Application  No.  2006.08.17.9798,  proposing  to  demolish  a  two-story  single-family 
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dwelling  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and  Bulk 

District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve. 

14b.      2008.0271DD  (G.  CABREROS:  (415)  558-6169) 

536  -  40™  AVENUE  -  east  side  between  Geary  Boulevard  and  Anza  Street;  Lot  027  in 
Assessor's  Block  7536  -  Mandatory  Discretionary  Review,  under  the  Planning 
Commission's  policy  requiring  review  of  new  residential  building  in  association  with 
residential  demolition,  of  Building  Permit  Application  No.  2006.08.17.9803,  proposing  to 
construct  a  new  two-unit,  four-story  building  in  an  RH-2  (Residential,  House,  Two-Family) 
District  and  a  40-X  Height  and  Bulk  District.  A  separate,  private  request  for  Discretionary 
Review  has  also  been  filed  on  the  new  construction  project. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve. 

15a.      2006.1519DV  (R.  CRAWFORD:  (415)  558-6358) 

1413  NOE  STREET  -  east  side  between  Duncan  and  27th  Streets  Lot  022A  of  Assessor's 
Block  6591  -  Mandatory  Discretionary  Review,  under  the  Planning  Commission's  policy 
requiring  review  of  housing  demolition,  of  Demolition  Permit  Application 
2007.08.312.1530  proposing  the  demolition  of  a  one  and  one-half  story  single-family 
dwelling  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  the 
Demolition. 

15b.      2008.0439DD  (R.  CRAWFORD:  (415)  558-6358) 

1413  NOE  STREET  -  east  side  between  Duncan  and  27th  Streets  Lot  022A  of  Assessor's 
Block  6591  -  Mandatory  Discretionary  Review,  under  the  Planning  Commission's  policy 
requiring  review  of  new  residential  building  in  association  with  residential  demolition,  of 
Building  Permit  Application  2007.08.31.1531  proposing  to  construct  a  new  three-story, 
single-family  dwelling  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X 
Height  and  Bulk  District.  A  separate,  private  request  for  Discretionary  Review  has  also 
been  filed  on  the  new  construction  project. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  Approve  the  Project  with 
Modifications 

15c.      2006.1519DV  (R.  CRAWFORD:  (415)  558-6358) 

1413  NOE  STREET  -  east  side  between  Duncan  and  27th  Streets  Lot  022A  of  Assessor's 
Block  6591  -  Request  for  a  Variance  from  the  rear  yard  requirements  of  Planning  Code 
Section  134  to  maintain  a  rear  yard  of  9  feet  where  16  feet  is  required  in  an  RH-2 
(Residential,  House,  Two-Family)  District  and  a  40-X  Height  and  Bulk  District.  The 
proposal  is  to  demolish  the  existing  one  and  one-half  story  dwelling  and  construct  a  new 
3-story,  single-family  dwelling. 

16.       2008.021 5D  (A.  STARR:  (415)  558-6362) 

2157  GREEN  STREET  (AKA  2151  GREEN  STREET)  -  south  side  between  Fillmore 
Street  and  Webster  St.;  Lot  019  in  Assessor's  Block  0557-  Request  for  Discretionary 
Review  of  Building  Permit  Application  No.  2007.02.13.4062  proposing  to  construct  a 
single-family  house  with  six  levels  stepping  up  the  vacant,  up-sloping  lot,  with  a  maximum 
height  above  grade  of  40  feet  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a 
40-X  Height  and  Bulk  District. 

Preliminary  Recommendation-  Do  not  take  Discretionary  Review  and  Approve  Project 

H.         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items  With 
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respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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1'30  PM  PUBLIC  LIBRARY 

Regular  Meeting 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  William  L.  Lee;  Ron  Miguel;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (41 5)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1 :00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv@sfQov.org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sott@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 

President:  Christina  R.  Olague 

Commissioners:  Michael  J.  Antonini;  William  L.  Lee;  Ron  Miguel; 

Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1.         2008.0291T  (T.  SULLIVAN-LENANE:  (415)558-6257) 

AMENDMENTS  TO  THE  PLANNING  CODE  SECTION  315.5:  OFF-SITE  AFFORDABLE 
HOUSING  REQUIREMENTS  -  Ordinance  introduced  by  Supervisor  Sandoval 
amending  the  San  Francisco  Planning  Code  Section  315.5  to  provide  that  twenty-five 
percent  of  off-site  units  given  site  permits  annually  may  be  built  outside  of  the  currently- 
required  one-mile  radius  from  the  market-rate  project,  and  to  provide  that  off -site  units 
cannot  be  located  in  industrially-zoned  areas  or  within  a  quarter  mile  of  developments 
containing  200  or  more  publicly-owned  and  operated  affordable  housing  developments. 
Preliminary  Recommendation:  Disapproval  -  -  - 
(Proposed  for  Continuance  to  May  29,  2008) 


2.  2007.1280C  (A.  HOLLISTER:  (415)  575-9078) 
1680  MARKET  STREET  -  north  side  between  Gough  and  Franklin  Streets,  Lot  005  in 
Assessor's  Block  0854  -  Request  for  conditional  use  authorization  to  establish  a  Large 
Fast  Food  Restaurant  (d.b.a  Subway)  of  approximately  1200  square  feet.  Additionally, 
Conditional  Use  authorization  will  be  required  for  a  Formula  Retail  use  at  the  subject  site 
as  defined  by  Section  703.3  of  the  Planning  Code.  This  site  is  within  a  NC-3  (Moderate- 
Scale)  Neighborhood  Commercial  District,  and  an  80-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Disapproval 

(Continued  from  Regular  Meeting  of  April  17,  2008) 
(Proposed  for  Continuance  to  May  29,  2008) 

3.  2008.0308C  (E.WATTY:  (415)558-6620) 
755  PORTQLA  DRIVE  -  at  the  northeast  corner  of  Evelyn  Way;  Lot  010  in  Assessor's 
Block  2901 C  -  Request  for  Conditional  Use  Authorization,  pursuant  to  Planning  Code 
Sections  710.44  and  790.91,  to  allow  a  small  self-service  restaurant  (DBA  Miraloma 
Taqueria)  to  be  located  within  the  existing  retail  grocery  and  liquor  store  (DBA  Miraloma 
Market).  The  business  owner  proposes  to  add  a  seating  area  to  the  existing  accessory 
use  food  preparation  area  of  the  market,  thereby  constituting  a  small  self-service 
restaurant.  The  property  is  located  within  an  NC-1  (Neighborhood  Commercial,  Cluster) 
District  and  26-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  May  29,  2008) 


4a.       2006.0828CV  (K.  GUY:  (415)  558-6163) 

1729-1733  STOCKTON  STREET  -  west  side  between  Filbert  and  Greenwich  Streets, 
Lot  007  of  Assessor's  Block  0089  -  Request  for  Conditional  Use  Authorization, 
pursuant  to  Section  161(j)  of  the  Planning  Code  to  modify  the  requirements  for  off-street 
parking  on  a  property  within  an  NC  District.  The  project  proposes  to  construct  a  one- 
story,  vertical  addition  measuring  approximately  500  square  feet  to  the  existing  one-story 
detached  cottage  which  is  located  within  the  rear  yard  of  the  subject  property.  The 
expanded  cottage  would  measure  approximately  25  feet  by  22  feet  horizontally,  and 
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would  reach  a  height  of  approximately  25  feet.  The  project  would  require  two  new  off- 
street  parking  spaces  to  serve  the  proposed  dwellings  units,  however,  the  project  does 
not  propose  any  new  off-street  parking  spaces.  The  project  site  is  located  in  the  North 
Beach  Neighborhood  Commercial  District  (NCD)  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  May  29,  2008) 

4b.       2006.0828CV  (K.  GUY:  (415)  558-6163) 

1729-1733  STOCKTON  STREET  -  west  side  between  Filbert  and  Greenwich  Streets, 
Lot  007  of  Assessor's  Block  0089  -  Request  for  Variances,  pursuant  to  Sections 
134(a)(1),  135,  140,  and  188  of  the  Planning  Code  to  modify  the  requirements  for  rear 
yard,  usable  open  space,  and  dwelling  unit  exposure,  and  to  allow  the  expansion  of  a 
non-complying  structure.  The  project  proposes  to  construct  a  one-story,  vertical  addition 
measuring  approximately  500  square  feet  to  the  existing  one-story  detached  cottage 
which  is  located  within  the  rear  yard  of  the  subject  property.  The  expanded  cottage 
would  measure  approximately  25  feet  by  22  feet  horizontally,  and  would  reach  a  height  of 
approximately  25  feet.  The  project  would  add  two  dwelling  units,  for  a  total  of  six 
dwelling  units  on  the  property.  The  project  site  is  located  in  the  North  Beach 
Neighborhood  Commercial  District  (NCD)  and  a  40-X  Height  and  Bulk  District.  The 
Zoning  Administrator  will  consider  this  item  concurrently  with  the  Planning  Commission. 
(Proposed  for  Continuance  to  May  29,  2008) 

C.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

5.  (L  AVERY:  (41 5)  558-6407) 
APPENDIX  A  of  COMMISSION'S  RULES  &  REGULATIONS  -  On  April  17,  2008,  the 
Commission  amended  their  Rules  &  Regulations  -  separating  out  requirements  for 
submittals  and  hearing  procedures.  Those  two  topics  are  to  be  captured  in  an  appendix 
to  their  rules  and  that  discussion  was  continued  to  May  1,  2008.  The  Commission  will 
discuss  and  consider  possible  action  to  adopt,  amend,  or  not  adopt  proposed  Appendix  A 
of  Planning  Commission  Rules  and  Regulations. 

(Continued  from  Regular  Meeting  of  May  1,  2008) 

6.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

D.  DIRECTOR'S  REPORT 

7.  Director's  Announcements 

8.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

9.  (A.  GHOSH:  (415)  558-6282) 
INFORMATIONAL  PRESENTATION  ON  THE  STATE  PROPOSITIONS  98  AND  99  FOR 
THE  STATEWIDE  ELECTION  OF  JUNE  3,  2008. 

E.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
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respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

F.         REGULAR  CALENDAR 

10a.     2004.0296X  (A.  BEN-PAZI:  (415)  575-9077) 

631  FOLSOM  STREET  -  south-east  side  between  2nd  and  Hawthorne  Streets,  Lot  090  in 
Assessor's  Block  3750  -  Informational  Presentation  of  Public  Artwork  -  On  April  28, 
2005  the  Commission  adopted  Motion  16997  approving  a  mixed  use  building  at  the  site. 
The  conditions  of  approval  of  this  Motion  include  a  Public  Artwork  requirement  pursuant 
to  Code  Section  149.  The  conditions  of  approval  also  require  that  the  final  art  concept 
and  location  be  submitted  for  review  by,  and  be  satisfactory  to  the  Director  of  the 
Planning  Department  in  consultation  with  the  Commission.  This  site  is  within  the  C-3-S 
Zoning  District,  and  a  200-S  Height  and  Bulk  District. 

10b.     2007.1267X  (A.  BEN-PAZI:  (415)  575-9077) 

631  FOLSOM  STREET  -  south-east  side  between  2nd  and  Hawthorne  Streets,  Lot  090  in 
Assessor's  Block  3750  -  Request  for  an  exemption  pursuant  to  Section  309  to  add  52 
off-street  parking  spaces  to  the  previously  approved  64  off-street  parking  spaces 
in  a  mixed-use  building  currently  under  construction  -  The  building  is  to  have  114 
dwelling  units,  each  containing  at  least  two  bedrooms  and  at  least  1000  square  feet. 
Under,  this  proposal  there  will  be  a  total  of  1 16  off-street  parking  spaces,  108  of  which  will 
be  stored  and  accessed  by  mechanical  stackers.  Two  of  the  spaces  will  be  dedicated  to 
car-share  vehicles.  No  physical  expansion  of  the  approved  building  is  proposed.  This  site 
is  within  the  C-3-S  Zoning  District,  and  a  200-S  Height  and  Bulk  District. 
Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  April  2\4,  2008) 

1 1 .  2007.0585D  (C.  JAROSLAWSKY  (41 5)  558-6348) 
111  COLON  AVENUE  -  between  Montecito  and  Greenwood  Avenues;  Lot  008  in 
Assessor's  Block  3135  -  Request  for  Discretionary  Review  of  Building  Permit 
Application_#200702053372  to  extend  the  rear  of  an  existing,  first  and  second-level  and 
add  a  partial  third  level,  and  relocate  the  garage  door  from  the  rear  to  the  front,  of  a 
single-family  dwelling  within  an  RH-1(D)  (Residential,  House,  One-Family,  Detached) 
District,  within  the  Westwood  Park  Residential  Character  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 

1 2.  2008.021 5D  (A.  STARR:  (41 5)  558-6362) 
2157  GREEN  STREET  (AKA  2151  GREEN  STREET)  -  south  side  between  Fillmore 
Street  and  Webster  St.;  Lot  019  in  Assessor's  Block  0557  -  Request  for  Discretionary 
Review  of  Building  Permit  Application  No.  2007.02.13.4062  proposing  to  construct  a 
single-family  house  with  six  levels  stepping  up  the  vacant,  up-sloping  lot,  with  a  maximum 
height  above  grade  of  40  feet  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a 
40-X  Height  and  Bulk  District. 

Preliminary  Recommendation-  Do  not  take  Discretionary  Review  and  Approve  Project 
(Continued  from  Regular  Meeting  of  May  1 ,  2008) 

13a.     2008.0246D  (A.  STARR:  (415)  558-6362) 

1949  OAK  STREET  :  south  side  between  Shrader  Street  and  Cole  Street;  Lot  028  in 
Assessor's  Block  1226  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.1 1.13.7942  proposing  to  increase  the  number  of  dwelling  units  from 
2  to  5  and  to  construct  a  3-story  rear  addition  on  the  existing  2-unit  3-story  house  in  an 
RM-2  (Residential,  Mixed,  Moderate  Density)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 
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13b.      2007.1344V  (A.  STARR:  (41 5)  558-6362) 

1949  OAK  STREET  -  south  side  between  Shrader  Street  and  Cole  Street;  Lot  028  in 
Assessor's  Block  1226  -  Request  for  Variances  from  the  rear  yard  requirements  of 
Section  134  and  the  parking  requirements  of  Section  151  to  provide  a  rear  yard  at  the 
rear  east  half  of  the  property  equal  to  approximately  48'  where  67'  is  required  and  to 
provide  2  parking  spaces  where  4  are  required.  The  project  proposes  to  increase  the 
number  of  dwelling  units  from  2  to  5  and  to  construct  a  3-story  rear  addition  on  the 
existing  2-unit  3-story  house  in  an  RM-2  (Residential,  Mixed,  Moderate  Density)  District 
and  a  40-X  Height  and  Bulk  District. 

1 4.       2008.01 41  D  (A.  PUTRA:  (41 5)  575-9079) 

327  EUREKA  STREET  -  east  side  between  20th  Street  and  21st  Street;  Lot  027  in 
Assessor's  Block  2750  -  Mandatory  Discretionary  Review,  under  the  Planning 
Commission's  policy  requiring  review  of  all  dwelling  unit  mergers,  of  Building  Permit 
Application  No.  2007.12.06.9818,  proposing  to  reconfigure  the  existing  two-family 
dwelling  to  a  single-family  dwelling  in  an  RH-2  (Residential,  House,  Two-Family)  District 
and  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
project. 


5:30  P.M. 

15.  (P.  LORD:  (415)  558-6311) 

WESTERN  SOMA  CITIZEN  PLANNING  TASK  FORCE  STRATEGIC  ANALYSIS 
MEMOS  (SAMs)  -  The  first  of  three  informational  presentations  of  the  Western  SoMa 
Strategic  Analysis  Memos  -  This  initial  presentation  covers  the  analysis  of  Housing 
changes  in  the  Western  SoMa  Special  Use  District  since  the  adoption  of  the  South  of 
Market  General  Plan  Element  in  1989.  In  addition,  the  Western  SoMa  Citizens  Planning 
Task  Force  will  describe  the  analytical  tools  created  to  evaluate  appropriate  new  housing 
development  locations  in  the  Western  SoMa  Special  Use  District.  Finally,  the  work 
undertaken  by  the  Task  Force  and  the  owner  of  the  8th  and  Harrison  Streets  project  site 
will  discuss  lessons  learned  and  insights  gained  during  a  two  year  working  relationship  to 
shape  a  forthcoming  development  proposal  for  a  mix  of  uses  on  a  three  acre  parcel. 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public  that  are 
within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With  respect  to  agenda  items, 
your  opportunity  to  address  the  Commission  will  be  afforded  when  the  item  is  reached  in  the  meeting  with 
one  exception.  When  the  agenda  item  has  already  been  reviewed  in  a  public  hearing  at  which  members  of 
the  public  were  allowed  to  testify  and  the  Commission  has  closed  the  public  hearing,  your  opportunity  to 
address  the  Commission  must  be  exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each 
member  of  the  public  may  address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on  the  posted 
agenda,  including  those  items  raised  at  public  comment.  In  response  to  public  comment,  the  commission  is 
limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Special  Meeting  SAN  FRANCISCO 

<C'U  PUBLiC  LIBRARY 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  William  L.  Lee;  Ron  Miguel;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
and 

the  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfaov.ora 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-631 8  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairrments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (41 5)  554-7854  or  by  E-mail  at  sotf@sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfqov.org/bdsupvrs/sunshine. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1660  Mission  St.,  5th  floor  reception. 


Xoh,    ,ij  Special  Meeting  ami  ( 'alendar 


Pggg  2 


San  Francisco  Planning  Commission 


Thursday,  May  15.  2008 


11:00  AM 


ROLL  CALL: 


Commission  President: 
Commissioners: 


Christina  Olague 
Michael  J.  Antonini 
William  L.  Lee 
Ron  Miguel 
Katherine  Moore 
Hisahi  Sugaya 


A. 


SPECIAL  CALENDAR 


1. 


(B.  WYCKO  (415)  575-9048) 


INTERIM  PDR  LOSS  AND  REPLACEMENT  POLICY  -  Review  and  possible  adoption  of 
an  interim  policy  regarding  new  and  replacement  PDR  (production,  distribution,  and 
repair)  space  under  CEQA  (the  California  Environmental  Quality  Act)  for  projects 
throughout  the  Eastern  Neighborhoods  and  related  areas. 
Preliminary  Recommendation:  Adopt  the  policy. 
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Thursday,  May  15,  2008 

1  "30  PM  DOCUMENTS  DEPT. 

Regular  Meeting  MAY  1  2  20C8 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  William  L.  Lee;  Ron  Miguel;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 

,  1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfaov.org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 


Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (41 5)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-631 8  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice)  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Planning  Commission 


Thursday.  May  15,  2008 


1:30  PM 


ROLL  CALL: 


President: 
Commissioners: 


Christina  R.  Olague 

Michael  J.  Antonini;  William  L.  Lee;  Ron  Miguel; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 

1.  2007.1 01 9C  (R.CRAWFORD:  558-6358) 
2400  NORIEGA  STREET  -  north  side,  northwest  corner  of  Noriega  and  31st  Avenue  Lot 
003  of  Assessor's  Block  2018  -  Request  for  Conditional  Use  Authorization  under 
Planning  Code  Section  711.81  to  develop  a  Large  Institutional  Use  (Lutheran  Church  of 
the  Holy  Spirit)  above  the  ground  floor  and  Section  711.21  Use  Size  greater  than  3,999 
square  feet  in  an  NC-2,  Small  Scale  Neighborhood  Commercial  District  and  a  40-X 
Height  and  Bulk  District.  The  proposal  is  to  demolish  the  existing  one-story  church 
building  (in  a  converted  bank  building)  and  construct  a  new  3  story  building  16,866 
square  feet  in  area  for  the  church  with  1 1  off  street  parking  spaces. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  April  17,  2008) 
(Proposed  for  Continuance  to  July  17,  2008) 

2.  2007. 1 034C  (C.  TEAGUE:  (41 5)  575-9081 ) 
2809  SAN  BRUNO  AVENUE  -  east  side,  between  Wayland  and  Woolsey  Streets,  Lot  030 
in  Assessor's  Block  5457  -  Request  for  Conditional  Use  Authorization  pursuant  to 
Planning  Code  Sections  161  (j)  and  303  for  a  reduction  of  residential  off-street  parking 
spaces  in  a  NC-2  (Small-Scale  Neighborhood  Commercial  District)  and  a  40-X  Height  and 
Bulk  District.  The  site  currently  contains  2  dwelling  units  and  2  off-street  parking  spaces. 
The  proposal  is  to  convert  the  ground  floor,  which  currently  contains  one  dwelling  unit,  into 
commercial  space  and  remove  the  2  off-street  parking  spaces.  Additionally,  a  third  floor 
would  be  constructed  to  add  a  second  dwelling  unit.  No  parking  spaces  are  proposed  for 
the  dwelling  units  or  commercial  space. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  May  29,  2008) 


AMENDMENTS  TO  THE  PLANNING  CODE  SECTION  315.5:  OFF-SITE  AFFORDABLE 
HOUSING  REQUIREMENTS  -  Ordinance  introduced  by  Supervisor  Sandoval 
amending  the  San  Francisco  Planning  Code  Section  315.5  to  provide  that  twenty-five 
percent  of  off-site  units  given  site  permits  annually  may  be  built  outside  of  the  currently- 
required  one-mile  radius  from  the  market-rate  project,  and  to  provide  that  off-site  units 
cannot  be  located  in  industrially-zoned  areas  or  within  a  quarter  mile  of  developments 
containing  200  or  more  publicly-owned  and  operated  affordable  housing  developments. 
Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  May  8,  2008) 
(Proposed  for  Continuance  to  May  29,  2008) 

4.        ELECTION  OF  VICE  PRESIDENT:  The  Commission  may  take  action  to  elect  a  Vice 
President  to  complete  the  one-year  term  (through  2008)  with  the  ability  to  continue  to 
hold  office  as  the  Commission's  Rules  and  Regulations  and  the  Charter  allows. 
(Continued  from  Regular  Meeting  of  April  10,  2008) 


3. 


2008.0291T 


(T.  SULLIVAN-LENANE:  (415)  558-6257) 
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(Proposed  for  Continuance  to  May  22,  2008) 

5  2004.1245E  (N.  TURRELL:  (415)  575-9047) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  -  Assessor's  Block 
0287,  Lots  013,  014  -  Appeal  of  a  Preliminary  Mitigated  Negative  Declaration.  The 
10,500  square-foot  project  site  is  located  at  300  Grant  Avenue  (aka  272-290  Sutter 
Street)  on  the  northeast  corner  of  Grant  Avenue  and  Sutter  Street.  The  proposed  project 
would  involve  the  demolition  of  two  buildings  containing  approximately  35,600-square 
feet  of  retail  space  and  construction  of  an  approximately  111,000  gross  square  foot,  10- 
story  over  two-level  basement,  113-foot  tall  building  containing  up  to  45  residential  units, 
16,000  square  feet  of  retail  space,  and  up  to  40  off-street  parking  spaces.  The  retail 
entrances  to  the  proposed  project  would  be  at  the  corner  of  Grant  Avenue  and  Sutter 
Street,  or  on  the  Grant  Avenue  or  Sutter  Street  frontages,  while  the  residential  lobby 
entrance  would  be  on  Sutter  Street.  Access  to  the  parking  garage  would  be  from  Harlan 
Place  off  Grant  Avenue.  The  site  is  zoned  C-3-R  (Downtown  Retail)  within  an  80-1 30-F 
Height  and  Bulk  District,  and  the  Downtown  Area  Plan  of  the  General  Plan,  and  is  in  the 
Kearny-Market-Mason-Sutter  Conservation  District. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  December  6,  2007) 

NOTE:  On  July  12,  2007,  following  public  testimony,  the  Commission  entertained  a 
motion  to  uphold  the  Preliminary  Mitigated  Negative  Declaration  (PMND).  The 
motion  failed  by  a  vote  of  +2  -4.  Commissioner  S.  Lee  was  excused.  The 
Commission  continued  the  matter  to  September  6,  2007  by  a  vote  +5  -1, 

(Continued  from  Regular  Meeting  of  April  10,  2008) 
(Proposed  for  Continuance  to  June  5,  2008) 

6a.       2004.1245EKVX  (J.  MILLER:  (415)  558-6344) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  northeast  corner  at 
Sutter  Street,  Lots  13  and  14  in  Assessor's  Block  287,  in  a  C-3-R  (Downtown  Retail) 
District  and  an  80-1 30-F  Height  and  Bulk  District  -  Request  for  review  under  Planning 
Code  ("Code")  Section  309  of  the  construction  of  a  new,  ten-story  mixed-use  building 
containing  approximately  45  dwelling  units,  approximately  16,000  square  feet  of  ground- 
and  second-floor  retail  space,  and  up  to  40  off-street  parking  spaces  in  a  two-level 
underground  garage,  requiring  the  authorization  of  exceptions  to  Code  standards  for 
height  above  80  feet,  building  bulk,  rear  yard,  and  off-street  parking,  as  well  as  the 
granting  of  Variances  of  Code  standards  for  dwelling-unit  exposure  and  projections  into 
required  open  area. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  April  10,  2008) 
(Proposed  for  Continuance  to  June  5,  2008) 

6b.        2004.1245EKVX  (J.  MILLER:  (415)  558-6344) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  northeast  corner  at 
Sutter  Street,  Lots  13  and  14  in  Assessor's  Block  287,  in  a  C-3-R  (Downtown  Retail) 
District  and  an  80-1 30-F  Height  and  Bulk  District  -  Request  for  Variance  of  Planning 
Code  standards  for  dwelling-unit  exposure  and  projections  into  required  open  area  in 
conjunction  with  the  construction  of  a  new,  ten-story  mixed-use  building  containing 
approximately  45  dwelling  units,  approximately  16,000  square  feet  of  ground-  and 
second-floor  retail  space,  and  up  to  40  off-street  parking  spaces  in  a  two-level 
underground  garage. 

(Continued  from  Regular  Meeting  of  April  10,  2008) 
(Proposed  for  Continuance  to  June  5,  2008) 
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B.        CONSENT  CALENDAR 


All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

7a.       2007.1470D  (R.CRAWFORD:  (415)558-6358) 

248  OCEAN  AVENUE  -  north  side  between  Delano  and  Meda  Avenues  Lot  009  of 
Assessor's  Block  3211  -  Mandatory  Discretionary  Review  of  Demolition  Permit 
Application  2007  1128  9152  under  the  Planning  Commission  policy  requiring  review  of 
residential  demolitions  for  demolition  of  a  single  family  dwelling  in  an  NC-1, 
Neighborhood  Commercial,  Cluster  and  a  40-X  Height  and  Bulk  District.  The  proposal  is 
to  demolish  the  existing  two  story  dwelling  and  construct  a  new  4-story,  mixed-use 
building  with  ground  floor  commercial  and  5  dwelling  units. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve  the 
Demolition. 


7b.       2008.0502D  (R.  CRAWFORD:  (415)  558-6358) 

248  OCEAN  AVENUE  -  north  side  between  Delano  and  Meda  Avenues  Lot  009  of 
Assessor's  Block  3211  -  Mandatory  Discretionary  Review  of  New  Construction 
Application  2007  1128  9148  under  the  Planning  Commission  policy  requiring  review  of 
new  construction  resulting  from  residential  demolitions  for  construction  of  a  four  story 
mixed  use  building  with  5  dwelling  units  and  ground  floor  commercial  space  in  an  NC-1, 
Neighborhood  Commercial,  Cluster  and  a  40-X  Height  and  Bulk  District.  The  proposal  is 
to  construct  a  four  story  mixed  use  building  with  5  dwelling  units  and  ground  floor 
commercial  space.  The  project  includes  5  off-street  parking  stalls  in  a  garage  in  the 
basement. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve  the  New 
Construction. 


C.        GENERAL  PUBLIC  COMMENT  -  15  MINUTES 


At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 


D.        REGULAR  CALENDAR 


8.  2006.1227C  (R.CRAWFORD:  (415)  558-6358) 
5735-5757  MISSION  STREET  -  southeast  side  between  Whittier  and  Oliver  Streets  Lots 
038,  039,  040  of  Assessor's  Block  6473  -  Request  for  Conditional  Use  Authorization 
under  Planning  Code  Sections  711.11  and  711.39  to  develop  a  lot  greater  than  9,999 
square  feet  in  area  and  to  demolish  residential  units  above  the  ground  floor  in  the  NC-2 
Small  Scale  Neighborhood  Commercial  District  and  a  40-X  Height  and  Bulk  District.  The 
project  will  demolish  the  three  existing  buildings  on  the  property,  containing  7  dwelling 
units,  combine  the  lots  into  one  parcel,  and  construct  a  new  4  story  tall,  mixed  use 
building  with  22  dwelling  units,  ground  floor  commercial  space  and  underground  parking. 
Preliminary  Recommendation:  Approval  with  Conditions 

9.  2007.1287C  (D.  SANCHEZ:  (415)  575-9082) 
2128  MISSION  STREET  -  between  17th  and  18th  Streets,  Lot  004  in  Assessor's  Block 
3576  -  Request  for  Conditional  Use  Authorization  under  Planning  Code  Sections 


Notice  of  Meeting  and  Calendar 


Page  5 


San  I  i\ihl -j.vl o  I'Linnim;  Commission 


Thursday,  May  15.  2008 


703.3,  703.4,  781.5  and  303  to  allow  a  small-self  service  restaurant  identified  as  a 

formula  retail  use  (dba  Subway)  within  an  NC-3  (Moderate-Scale  Neighborhood 

Commercial)  Zoning  District,  the  Mission  Street  Fast-Food  Subdistrict  and  a  65-B  Height 

and  Bulk  designation. 

Preliminary  Recommendation:  Disapproval 

(Continued  from  Regular  Meeting  of  April  3,  2008) 

10        2008.01 35C  (A.  BEN-PAZI:  (415)  575-9077) 

1248  LEAVENWORTH  STREET  -  -  east  side  between  Clay  and  Sacramento  Streets,  Lot 
027  in  Assessor's  Block  0220  -  Request  for  Conditional  Use  Authorization  to  demolish 
an  existing  residential  building  and  to  construct  a  new  building  exceeding  a  height  of  40 
feet  in  a  Residential  Zoning  District.  The  project  proposes  to  demolish  the  existing  two- 
story  over  garage,  two-unit  residential  building,  and  construct  an  approximately  48  foot 
high,  four-story  over  garage  building  with  three  dwelling  units.  This  site  is  in  an  RM-3 
(Residential,  Mixed,  Medium  Density)  Zoning  District  and  a  65-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 


11a.      2005.0298KECV  (S.  VELLVE:  (415)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Conditional  Use  Authorization,  pursuant 
to  Sections  157,  209.8,  221.1,  253,  253.2  and  303  of  the  Planning  Code  to  allow  off- 
street  parking  in  excess  of  the  amount  permitted  as  accessory  parking,  to  permit  the  sale 
of  alcoholic  beverages  within  1/4  mile  of  the  Polk  Street  Neighborhood  Commercial 
District,  to  demolish  a  movie  theatre,  and  to  allow  the  construction  of  a  building  which 
exceeds  40  feet  in  height  with  an  exception  to  the  bulk  limits.  The  project  proposes  to 
construct  up  to  106  dwelling  units  with  approximately  17,300  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  April  17,  2008) 

1 1  b.      2005.0298KECV  S.  VELLVE:  (415)  558-6263) 

1285  SUTTER  STREET  -  southeast  corner  of  Sutter  Street  and  Van  Ness  Avenue;  Lot 
008  in  Assessor's  Block  0691  -  Request  for  Variances,  pursuant  to  Sections  253(c)(6), 
307(g),  152,  and  140  of  the  Planning  Code  to  modify  the  rear  yard  requirement  in  the  Van 
Ness  Special  Use  District,  to  provide  one  off-street  freight  loading  space  where  two  are 
required,  and  for  dwelling  unit  exposure  for  four  dwelling  units.  The  project  proposes  to 
construct  up  to  106  dwelling  units  with  approximately  17,300  square  feet  of  ground-floor 
retail/commercial  space  (Trader  Joe's)  and  up  to  170  below-grade  off-street  parking 
spaces.  The  project  site  is  located  in  an  RC-4  (Residential,  Commercial  Combined,  High 
Density)  and  the  Van  Ness  Avenue  Special  Use  District  and  an  130-V  Height  and  Bulk 
District. 

(Continued  from  Regular  Meeting  of  April  17,  2008) 

12a       2007.0094CEKZ  (T.  TAM  (415)  588-6325) 

1401-1417  DIVISADERO  STREET  -  northwest  corner  of  Divisadero  and  O'Farrell 
Streets;  Assessor's  Block  1098,  Lot  9  -  Request  for  a  Zoning  Map  amendment  and  a 
property  reclassification  to  change  the  property  from  NC-2  (Neighborhood 
Commercial,  Small-Scale)  to  NC-3  (Neighborhood  Commercial,  Moderate-Scale) 
This  legislation  (File  Number  070546)  was  introduced  by  Supervisor  Ross  Mirkarimi  on 
April  24,  2007.  The  property  is  within  a  105-E  Height  and  Bulk  District. 
Preliminary  Recommendation.  Recommend  to  the  Board  of  Supervisors  Approval. 
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12b.      2007.0094CEKZ  (T.  TAM:  (415)  558-6325) 

1401-1417  DIVISADERO  STREET  (AKA  2108  O'FARRELL  STREET)  AND  2201  GEARY 
STREET  (A  VACANT  LOT)  -  west  side  of  Divisadero  Street,  between  Geary  Boulevard 
and  O'Farrell  Street;  consisting  of  two  lots,  Lots  9  and  38  in  Assessor's  Block  1098  - 
Request  for  a  Conditional  Use  authorization  pursuant  to  Sections  271,  295,  303, 
712.11,  712.21,  712.39,  and  712.80  of  the  Planning  Code  to  allow  residential  demolition 
on  the  2nd  and  3rd  story,  create  a  lot  greater  than  10,000  square  feet  in  size,  construct  a 
non-residential  use  greater  than  6,000  square  feet  in  size,  construct  a  building  which 
exceeds  65  feet  in  height  with  an  exception  to  the  bulk  limits,  and  establish  a  medial 
center  use  in  the  NC-3  District.  The  project  is  to  demolish  the  existing  three-story,  mixed- 
use  building  (containing  21  dwelling  units),  merge  Lot  9  with  Lot  38,  and  construct  a  new 
six-story  medical  clinic  and  office  building,  approximately  75,000  square  feet  in  size  and 
95  feet  in  height  (as  measured  from  Geary  Boulevard)  for  Kaiser  Permanente.  Lot  9 
(1401-1417  Divisadero  Street)  containing  the  mixed-use  building  is  currently  within  a  NC- 
2  (Neighborhood,  Commercial,  Small-Scale)  District  and  Lot  38  (2201  Geary  Street),  a 
vacant  lot,  is  within  a  NC-3  (Neighborhood  Commercial,  Moderate-Scale)  District.  Both 
lots  are  within  a  105-E  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approve  with  Conditions. 

13.  2007.0094CEKZ  (G.  CABREROS:  (415)558-6169) 
1401-1417  DIVISADERO  STREET  (AKA  2108  O'FARRELL  STREET)  AND  2201  GEARY 
STREET  (A  VACANT  LOT)  -  west  side  of  Divisadero  Street,  between  Geary  Boulevard 
and  O'Farrell  Street;  consisting  of  two  lots,  Lots  9  and  38  in  Assessor's  Block  1098  - 
Request  for  Adoption  of  Findings  pursuant  to  Section  295  of  the  Planning  Code 
regarding  a  Shadow  Study  that  concluded  that  the  shadow  cast  by  the  construction  of  a 
six-story,  95-foot  tall  outpatient  clinic  and  medical  office  building  would  not  be  adverse  on 
Beiderman/O'Farrell  Mini  Park,  land  under  the  jurisdiction  of  the  San  Francisco 
Recreation  and  Park  Department.  The  property  is  within  a  NC-3  (Neighborhood 
Commercial,  Moderate-Scale)  District  and  a  105-E  Height  and  Bulk  District. 
Preliminary  Recommendation:  Adopt  Findings. 

5:00  p.m.   -  -  [Although  the  following  item  may  be  called  after  the  listed  time,  it  will  not  be 
call  before.] 

14.  (P.  LORD:  (415)558-6311) 
WESTERN  SOMA  CITIZENS  PLANNING  TASK  FORCE  STRATEGIC  ANALYSIS 
MEMOS  -  The  second  of  three  informational  presentations  of  the  Western  SoMa 
Strategic  Analysis  Memos.  This  presentation  covers  the  analysis  of  existing  conditions 
for  Transportation  and  Open  Space  for  the  Western  SoMa  Special  Use  District  .  These 
Strategic  Analysis  Memos  provide  background  and  analysis  of  conditions  considered  by 
the  Task  Force  during  the  formulation  of  policy  recommendations  for  a  community  plan 
that  will  be  presented  to  the  Planning  Commission  in  July  2008. 


6:00  p.m.  -  -  [Although  the  following  items  may  be  called  after  the  listed  time,  they  will 
not  be  call  before.] 

15.       2004.01 60EMTUZUU  (K.  RICH  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  PROGRAM  -  This  is  the  first  of  a  series  of  public 
workshops  at  which  the  Planning  Commission  will  consider  the  entire  Eastern 
Neighborhoods  Program  and  direct  staff  on  any  modifications  that  should  be  made 
to  the  proposals.  At  the  end  of  the  hearing  series,  the  Commission  will  be 
requested  to  certify  the  Environmental  Impact  Report  and  take  a  number  of 
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additional  actions  to  approve  the  Eastern  Neighborhoods  Program,  which  are 
described  below. 

Members  of  the  public  may  review  a  copy  of  the  proposals  at  the  San  Francisco  Planning 
Department  office  at  1650  Mission  Street  4th  Floor,  San  Francisco.  CA  94103.  at  the 
Public  Library  (the  Main  Library  100  Larkin  St..  the  Mission  branch  library.  300  Bartlett  St., 
and  the  Potrero  branch  library,  1616  20th  Street).  An  electronic  copy  of  the  proposed 
amendments  and  actions  is  available  at  httpV/en-hearinas. sf planning. org.  Printed  copies 
at  full  printing  cost  and  CD-ROM  copies  at  no  charge  are  available  from  the  Department, 
by  contacting  (415)  575-9097  or  eastern.neighborhoods@sfgov.org. 

Proposed  Topics  for  Planning  Commission  Hearings 

A  list  of  proposed  topics  for  each  of  the  workshops  is  available  on  the  Department's 
website  at  http://en-hearinqs.sfplanning.org.  These  topics  may  be  changed  at  the 
direction  of  the  Commission.  Be  advised  that  due  to  the  nature  of  the  public  hearings, 
the  Commission  may  continue  any  particular  hearing  item  and/or  may  not  hear  all  items 
at  the  hearing.  To  confirm  the  final  Commission  Hearing  schedule,  on  the  week  of  the 
hearing  please  visit:  http://www.sfqov.org/site/planning  meeting. asp?id=1 5840  or  call 
Eastern  Neighborhoods  Information  line  at  575-9097. 

Hearing  #1  -  May  15,  2008  6pm  time-certain  (Commission  workshop  &  public 
comment) 

Staff  will  lead  a  discussion  with  the  Commission  on  the  following  aspects  of  the  four 
Eastern  Neighborhoods  Area  Plans:  Places  for  Jobs  -  context  and  needs,  proposal  for 
new  policies  and  controls,  projected  results  of  new  controls;  At  this  hearing,  Planning 
Department  staff  will  present  information  and  the  Planning  Commission  will  hear  public 
comment  on  the  subjects  discussed  at  the  hearing. 

Preliminary  Recommendation:  Informational  Presentation  and  Public  Comment;  No  Commission 
Action  requested  at  the  May  15  hearing. 

The  Planning  Commission  will  hold  a  series  of  public  hearings  beginning  on  May  15, 
2008  to  consider  Case  No.  2004.01 60EMTUZUU,  and  would  include  adopting  a  Motion  to 
certify  the  Final  Environmental  Impact  Report  and  adopt  CEQA  Findings  and  consider 
resolutions  to  approve  amendments  to  the  San  Francisco  General  Plan,  Planning  Code 
and  Zoning  Map  and  resolutions  to  approve  Historic  Resources  Interim  Procedures  and 
Public  Benefits  Program  and  Monitoring  Procedures  related  to  the  four  Eastern 
Neighborhoods  Area  Plans  -  the  Mission,  Showplace  Square/Potrero  Hill,  Central 
Waterfront  and  East  SoMa  Area  Plans.  Hearings  are  currently  scheduled  for  May  15, 
2008,  May  22,  2008,  June  5,  2008,  June  12,  2008  and  June  19  2008.  The  Commission 
will  consider  and  receive  public  comment  on  specific  aspects  of  the  Plans  and  proposed 
amendments  at  each  hearing.  The  series  of  hearings  will  culminate  in  a  public  hearing  to 
consider  adoption  actions  on  or  after  June  19,  2008. 

The  project  encompasses  a  significant  proportion  of  the  San  Francisco  land  area  in  the 
southeast  quadrant  of  the  City,  encompassing: 

•  East  SoMa  (the  eastern  portion  of  the  South  of  Market  district),  bounded  generally  by 
Folsom  Street  on  the  northwest,  the  Rincon  Hill  Plan  area  (essentially,  Second 
Street)  on  the  east,  Townsend  Street  on  the  south,  and  Fourth  Street  on  the  west, 
with  an  extension  to  the  northwest  bounded  by  Harrison,  Seventh,  Mission,  Sixth 
(both  sides),  Natoma,  Fifth,  and  Folsom  Streets; 

•  the  Mission,  bounded  by  13th  and  Division  Streets  on  the  north,  Potrero  Avenue  on 
the  east,  Cesar  Chavez  Street  on  the  south,  and  Guerrero  Street  on  the  west; 
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•  the  Showplace  Square/Potrero  Hill  district,  generally  bounded  by  Bryant  Street  and 
10th  Street  on  the  northwest,  Seventh  Street  on  the  northeast,  Interstate  Highway 
280  (I-280)  on  the  east,  25th  and  26th  Streets  on  the  south,  and  Potrero  Avenue  on 
the  west;  and 

•  the  Central  Waterfront,  bounded  by  Mariposa  Street  on  the  north,  San  Francisco 
Bay  on  the  east,  Islais  Creek  on  the  south,  and  I-280  on  the  west. 

The  project  Areas  are  comprised  of  the  entirety  or  portions  of  437  Assessor's  Blocks. 
Specifically,  on  or  after  June  19,  2008,  the  Commission  will  consider  the  following 
actions: 

•  Case  2004.0160E  -  Certification  of  the  Final  Environmental  Impact  Report  and 
adoption   of  CEQA   Findings   on   the   Eastern    Neighborhoods  Area  Plans. 

•  Case  2004.0160M  -  Adopt  General  Plan  amendments  that  would,  1)  add  to  the 
General  Plan  four  new  area  plans  (the  "Eastern  Neighborhoods  Area  Plans"),  which 
include  the  Mission,  East  SoMa,  Showplace  Square/Potrero  Hill  and  Central 
Waterfront  Area  Plans;  and  2)  also  make  related  amendments  to  the  following 
portions  of  the  existing  General  Plan:  the  Commerce  and  Industry  Element, 
Recreation  Element,  Open  Space  Element,  the  South  of  Market  Area  Plan,  the 
Central  Waterfront  Area  Plan,  the  Northeastern  Waterfront  Area  Plan,  and  the  Land 
Use  Index; 

•  Case  2004.01 60T  -  Adopt  Planning  Code  text  amendments  that  would  revise 
Planning  Code  controls,  including,  but  not  limited  to  controls  for  land  use,  height  and 
bulk,  building  design,  density,  open  space,  and  parking;  establish  13  new  zoning 
districts;  amend  the  South  Park  District;  RTO  District,  NCT  Districts,  and  Downtown 
Residential  Districts;  and  make  related  revisions  to  the  Planning  Code  necessary  to 
implement  the  General  Plan  as  proposed  to  be  amended  and  make  related  Planning 
Code   Amendments   pursuant   to   the    Eastern    Neighborhoods   Area  Plans. 

•  Case  2004.01 60Z  -  Adopt  Zoning  Map  amendments  that  would  revise  the  Zoning 
Maps  of  the  City  and  County  of  San  Francisco.  Proposed  Planning  Code  map 
amendments  would  a)  update  height  and  bulk  districts,  b)  apply  the  RTO  District  and 
PDR-2  Districts  in  the  Eastern  Neighborhoods,  and  c)  establish  13  new  zoning 
districts. 

•  Case  2004.01 60U  -  Adopt  Interim  Historic  Preservation  procedures  that  would 
establish  interim  procedures  for  additional  review  of  proposed  changes  to  or 
demolition  of  historic  or  potentially  historic  resources  in  the  Eastern  Neighborhoods, 
pending      completion      of     the      ongoing      historic      resource  surveys. 

•  Case  2004.01 60UU  -  Adopt  Monitoring  and  Review  Procedures  in  order  to  review 
development  activity  and  progress  towards  the  Eastern  Neighborhoods 
implementation  measures. 


Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 


E. 


COMMISSIONERS'  QUESTIONS  AND  MATTERS 


16. 


Commission  Comments/Questions 
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could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

F.  DIRECTOR'S  REPORT 

17.       Director's  Announcements 

18        Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

G.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Regular  Meeting 

M  a  PUBLIC  LIBRARY 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  William  L.  Lee;  Ron  Miguel;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfpov.  org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1 )  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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Thursday.  May  22,  2008 


1:30  PM 


ROLL  CALL: 


President: 
Commissioners: 


Christina  R.  Olague 

Michael  J.  Antonini;  William  L.  Lee;  Ron  Miguel; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


2333  BUCHANAN  STREET  -  (a.k.a.  2140  Webster  St.  and  2340  Clay  St.),  north  side 
between  Buchanan  and  Webster  Streets,  Assessor's  Block  0613,  Lot  029,  Block  0628 
Lot  013,  and  Block  0628  Lot  014  -  Request  for  Conditional  Use  Authorization  under 
Planning  Code  Sections  303  and  303.4(d)(5)  for  the  California  Pacific  Medical  Center 
(CPMC)  Pacific  Campus  to  modify  conditions  of  a  previous  PUD  authorization  for  way 
finding  signs  that  exceed  the  number  and  size  of  signs  principally  permitted  by  Section 
606(b)(1)  in  an  RM-2  (Residential,  Mixed,  Moderate  Density)  District  and  a  160-F  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  April  17,  2008) 
(Proposed  for  Continuance  to  May  29,  2008) 

2.  2008.0095T  (T.  SULLIVAN-LENANE:  (415)558-6257) 
AMENDMENTS  TO  THE  PLANNING  CODE  BY  ADDING  SECTION  226.5:  ALCOHOL 
REDUCTION  AND  SAFER  NEIGHBORHOODS  ACT  -  Permitted  Locations  on  New  Liquor 
Stores  and  their  Conditions  of  Operation.  Ordinance  introduced  by  Supervisor  Sandoval 
amending  the  San  Francisco  Planning  Code  by  adding  Section  226.5  to  impose  a  distance 
requirement  of  500  feet  or  more  between  new  off-sale  liquor  stores  and  existing  liquor 
stores,  elementary  and  secondary  schools,  public  libraries,  and  recreation  centers 
throughout  San  Francisco  and  establishing  conditions  for  operation  of  liquor  stores. 
Preliminary  Recommendation:  Pending 

(Continued  from  Regular  Meeting  of  April  24,  2008) 
(Proposed  for  Continuance  to  June  26,  2008) 

3.  2007.1233C  (A.  BEN-PAZI:  (415)  575-9077) 
805  COLUMBUS  AVENUE  -  south-west  side  between  Lombard  and  Greenwich  Streets, 
Lot  047  in  Assessor's  Block  0074  -  Request  for  Conditional  Use  Authorization  to 
establish  a  real  estate  office,  larger  than  the  principally  permitted  maximum  of  1,999 
square  feet,  on  the  first  floor  of  a  mixed  use  building  within  the  North  Beach 
Neighborhood  Commercial  District,  pursuant  to  Sections  722.53  and  722.21  of  the 
Planning  Code.  The  commercial  space  measures  approximately  2,760  square  feet  and 
has  never  been  occupied.  No  physical  expansion  of  the  existing  building  is  proposed. 
This  site  is  within  the  North  Beach  Neighborhood  Commercial  District,  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  April  24,  2008) 
(Proposed  for  Indefinite  Continuance) 

B.        CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 


1. 
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will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

4  2008.0332C  (S.  YOUNG:  (415)  558-6346) 

219  CLEMENT  STREET  -  south  side  between  3rd  an  4th  Avenues;  Lot  042  in  Assessor's 
Block  1435  -  Request  for  Conditional  Use  Authorization  under  Sections  716.51  and 
303(c)  of  the  Planning  Code  to  convert  vacant  commercial  space  (previously  occupied  by 
a  travel  agency)  into  a  dental  office's  accounting  division  on  the  second  floor  of  the  three- 
story  commercial  and  residential  building  within  the  Inner  Clement  Neighborhood 
Commercial  Zoning  District  and  a  40-X  Height  and  Bulk  District.  The  portion  of  the  dental 
office  consisting  of  the  reception  and  patient  treatment  areas  have  been  approved  as  a 
principally  permitted  use  on  the  first  floor  of  the  building  under  Building  Permit  Application 
No.  2008.04.04.8879.  The  proposal  will  involve  tenant  improvements  to  the  existing 
commercial  space.  There  will  be  no  expansion  to  the  existing  building  envelope. 
Preliminary  Recommendation:  Approval  with  Conditions 

C.  COMMISSION  MATTERS 

5.  ELECTION  OF  VICE  PRESIDENT:  The  Commission  may  take  action  to  elect  a  Vice 
President  to  complete  the  one-year  term  (through  2008)  with  the  ability  to  continue  to 
hold  office  as  the  Commission's  Rules  and  Regulations  and  the  Charter  allows. 
(Continued  from  Regular  Meeting  of  May  15,  2008) 

Adoption  of  Commission  Minutes  -  Charter  Section  4.104  requires  all  commissioners  to 
vote  yes  or  no  on  all  matters  unless  that  commissioner  is  excused  by  a  vote  of  the 
Commission.  Commissioners  may  not  be  automatically  excluded  from  a  vote  on  the 
minutes  because  they  did  not  attend  the  meeting. 

6.  Consideration  of  Adoption: 

•  Draft  Minutes  of  Regular  Meeting  of  February  7,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  February  14,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  March  27,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  April  3,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  April  1 0,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  April  1 7,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  April  24,  2008 

D.  DIRECTOR'S  REPORT 

7.  Director's  Announcements 

8.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

9.  (J.  MILLER:  (415)  558-6344) 
300  GRANT  AVENUE  -  Informational  Presentation  -  Updating  the  Commission  on  the 
design  changes  -  Proposal  to  construct  a  new,  ten-story,  mixed-use  building  containing 
approximately  45  dwelling  units,  ground  and  second-floor  retail  use,  and  up  to  40 
subgrade  off-street  parking  spaces. 

Preliminary  Recommendation:  No  action  required. 
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E.        GENERAL  PUBLIC  COMMENT  -  15  MINUTES 


At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 


F.         PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN 
CLOSED 


At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

G.        CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 


10.       2007.1267X  (A.  BEN-PAZI:  (415)  575-9077) 

631  FOLSOM  STREET  -  south-east  side  between  2nd  and  Hawthorne  Streets,  Lot  090  in 
Assessor's  Block  3750  -  Request  for  an  exemption  pursuant  to  Section  309  to  add  52 
off-street  parking  spaces  to  the  previously  approved  64  off-street  parking  spaces 
in  a  mixed-use  building  currently  under  construction  -  The  building  is  to  have  114 
dwelling  units,  each  containing  at  least  two  bedrooms  and  at  least  1000  square  feet. 
Under  this  proposal  there  will  be  a  total  of  116  off-street  parking  spaces,  108  of  which  will 
be  stored  and  accessed  by  mechanical  stackers.  Two  of  the  spaces  will  be  dedicated  to 
car-share  vehicles.  No  physical  expansion  of  the  approved  building  is  proposed.  This  site 
is  within  the  C-3-S  Zoning  District,  and  a  200-S  Height  and  Bulk  District. 
Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  May  8,  2008) 

NOTE:  On  May  8,  2008,  following  public  testimony,  the  Commission  passed  a 
motion  of  intent  to  approve  by  a  vote  of  +5  -1.  Commissioner  Moore  was  absent. 
Final  Language  May  22,  2008. 


H.        REGULAR  CALENDAR 


1 1 .       2005. 1 066E:  (D.  LEWIS:  (41 5)  575-9095) 

2800  SLOAT  BOULEVARD  -  north  side  of  Sloat,  between  46*  and  47,h  Avenues,  Lot  001 
in  Assessor's  Block  2515  -  Appeal  of  Preliminary  Mitigated  Negative  Declaration  for  a 
project  proposing  the  demolition  of  three  existing  commercial  buildings  and  a  34-space 
parking  lot,  and  the  construction  of  three  new  mixed-use,  five-story,  60-foot-tall  buildings 
totaling  approximately  120,000  gross  square  feet  (gsf).  The  project  would  include  56 
dwelling  units,  approximately  23,000  gsf  of  ground-floor  commercial  uses,  and  93  off- 
street  parking  spaces.  The  three  existing  commercial  buildings  on  the  project  site 
proposed  for  demolition  include  a  retail  shop  (Aqua  Surf  Shop),  restaurant/cafe  (John's 
Ocean  Beach  Cafe),  and  a  motel  (Robert's  Motel).  The  project  site  is  within  the  NC-2 
(Small-Scale  Neighborhood  Commercial)  zoning  district  and  a  100-A  height  and  bulk 
district. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  April  24,  2008) 

12a.     2005.1066CP  (K.  CONNER:  (415)  575-6914) 

2800  SLOAT  BOULEVARD  -  north  side  of  Sloat,  between  46th  and  47th  Avenues,  Lot  001 
in  Assessors  Block  2515  -  Request  for  a  Conditional  Use  Authorization  to  allow  a 
Planned  Unit  Development  per  Planning  Code  Section  303  and  304,  for  a  project 
proposing  the  demolition  of  three  existing  commercial  buildings  and  a  34-space  parking 
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lot,  and  the  construction  of  three  new  mixed-use,  five-story,  60-foot-tall  buildings  totaling 
approximately  120,000  gross  square  feet  (gsf)  over  a  93-space  subterranean  parking 
structure  and  a  one-story  approximately  1,000  gsf  commercial  building.  The  proposal  is 
seeking  exceptions  that  include  parking,  open  space,  and  rear  yard  requirements,  and 
authorization  for  lot  and  use  size.  The  project  would  include  56  dwelling  units, 
approximately  23,000  gsf  of  ground-floor  commercial  uses  including  an  open-air  market. 
The  three  existing  commercial  buildings  on  the  project  site  proposed  for  demolition 
include  a  retail  shop  (Aqua  Surf  Shop),  restaurant/cafe  (John's  Ocean  Beach  Cafe),  and 
a  motel  (Robert's  Motel).  The  project  site  is  within  the  NC-2  (Small-Scale  Neighborhood 
Commercial)  zoning  district,  100-A  Height  and  Bulk  district,  and  the  Local  Coastal  Zone 
Permit  Area. 

Preliminary  Recommendation:  Approval  with  Conditions. 

12b.      2005.1066CP  (K.  CONNER:  (415)  575-6914) 

2800  SLOAT  BOULEVARD  -  north  side  of  Sloat,  between  46th  and  47th  Avenues,  Lot  001 
in  Assessor's  Block  2515  -  Request  for  a  Coastal  Zone  Permit  to  allow  a  Planned  Unit 
Development  per  Planning  Code  Section  330  to  demolish  three  existing  commercial 
buildings  and  a  34-space  parking  lot,  and  construct  three  new  mixed-use,  five-story,  60- 
foot-tall  buildings  totaling  approximately  120,000  gross  square  feet  (gsf)  over  a  93-space 
subterranean  parking  structure  and  a  one-story  approximately  1,000  gsf  commercial 
building.  The  project  site  is  within  the  NC-2  (Small-Scale  Neighborhood  Commercial) 
zoning  district,  100-A  Height  and  Bulk  district,  and  the  Local  Coastal  Zone  Permit  Area. 
Preliminary  Recommendation:  Grant  Coastal  Zone  Permit. 

13.       2004.01 33C  (G.  CABREROS:  (415)  558-6169) 

520  BALBOA  STREET  -  north  side  between  6th  and  7th  Avenues,  Assessor's  Block  1549, 
Lot  021  -  Request  for  Conditional  Use  Authorization  to  allow  the  demolition  of  a 
dwelling  unit  at  the  second  story  pursuant  to  Planning  Code  Section  711.39  requiring 
Conditional  Use  authorization  for  residential  demolition  at  the  second  story  or  higher.  The 
proposal  is  to  demolish  an  existing  two-story,  mixed-use  building  with  a  ground-floor 
commercial  space  and  a  dwelling  unit  on  the  second  floor  and  to  construct  a  four-story, 
three-unit  residential  building  with  a  three-car  garage  at  the  ground  floor  in  an  NC-2 
(Small-Scale  Neighborhood  Commercial)  Zoning  District  and  40-X  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval  with  Conditions 

14a.      2007.0981CV  (E.  OROPEZA:  (415)  558-6381) 

953  TREAT  AVENUE  -  east  side  between  22nd  and  23rd  Streets;  Lot  028  in  Assessor's 
Block  3639  -  Request  for  Conditional  Use  Authorization  pursuant  to  Planning  Code 
Section  215  and  303,  to  allow  the  new  construction  of  dwelling  units  within  the  C-M 
(Heavy,  Commercial)  District,  a  40-X  Height  and  Bulk  District,  and  the  proposed  Eastern 
Neighborhoods  Plan  Area.  The  project  also  includes  a  rear  yard,  exposure  and  off-street 
parking  variance  requests  pursuant  to  Planning  Code  Section  134,  140  and  151.  The 
project  proposal  is  to  construct  a  4-story,  40-foot  mixed-use  building  consisting  of  4- 
dwelling  units  over  approximately  1,050  square  feet  of  ground  floor  Production, 
Distribution  and  Repair  space.  No  off-street  parking  is  proposed. 
Preliminary  Recommendation:  Approval  with  Conditions. 


14b.      2007.0981CV  (E.  OROPEZA:  (415)  558-6381) 

953  TREAT  AVENUE  -  east  side  between  22nd  and  23rd  Streets;  Lot  028  in  Assessor's 
Block  3639  -  Request  for  variances  from  the  rear  yard,  dwelling  unit  exposure  and  off- 
street  parking  requirements  of  Planning  Code  Sections  134,  140  and  151,  will  be 
considered  by  the  Zoning  Administrator.  The  project  proposal  is  to  construct  a  4-story, 
40-foot  mixed-use  building  consisting  of  4-dwelling  units  over  approximately  1 ,050  square 
feet  of  ground  floor  Production,  Distribution  and  Repair  space.   Planning  Code  Section 
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134  requires  all  properties  having  dwelling  units  within  the  C-M  (Heavy  Commercial) 
District  to  provide-rear  yards  at  the  lowest  story  containing  a  dwelling  unit,  and  at  each 
succeeding  level  or  story  of  the  building.  The  project  proposes  a  rear  yard  of 
approximately  8  feet  from  the  third  story  and  above.  Planning  Code  Section  140  requires 
at  least  one  room  of  at  least  120  square  feet  to  face  one  of  the  following  open  areas:  a 
public  street  or  alley  of  at  least  25  feet  in  width,  a  code  complying  rear  yard,  or  an  inner 
court  measuring  at  least  25  feet  in  every  direction.  Three  of  the  four  proposed  dwelling 
units  do  not  meet  the  exposure  requirement.  Planning  Code  Section  151  requires  the 
addition  of  one  (1)  new  off-street  parking  space  for  each  new  dwelling  unit.  Thus  the 
proposed  project  results  in  a  requirement  for  four  (4)  new  off-street  parking  spaces.  The 
project  does  not  propose  off-street  parking  for  any  of  the  dwelling  units. 


15.       2007.1467DD        ^  (M.  SMITH:  (415)  558-6322) 

1671  11th  AVENUE  -  west  side  between  Moraga  and  Lawton  Streets,  Lot  012  in 
Assessor's  Block  1932  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.03.24.7492  proposing  to  construct  a  one-story,  full-floor,  vertical 
addition  and  alter  the  front  facade  of  a  two-family  dwelling  in  a  RH-2  (Residential,  House, 
Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  proposed 

(Continued  from  Regular  Meeting  of  April  24,  2008) 

16a.     2007.0439D     _     _  (M.  SMITH:  (415)  558-6322) 

586  VALLEY  STREET  -  north  side  between  Castro  and  Diamond  Streets,  Lot  023  in 
Assessor's  Block  6611  -  Mandatory  Discretionary  Review  of  Demolition  Permit 
Application  2007.08.01.8470  under  the  Planning  Commission's  policy  requiring  review  of 
residential  demolitions,  for  the  demolition  of  a  single-family  dwelling  in  an  RH-1 
(Residential,  House,  One-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve  the 
Demolition. 


16b.     2008.0220D         ^  (M.  SMITH:  (415)  558-6322) 

586  VALLEY  STREET  -  north  side  between  Castro  and  Diamond  Streets,  Lot  023  in 
Assessor's  Block  6611  -  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.08.01.8475  under  the  Planning  Commission's  policy  requiring 
review  of  a  new  residential  building  in  association  with  residential  demolition,  for  the 
construction  of  a  two-story  over  garage,  single-family  dwelling  in  an  RH-1  (Residential, 
House,  One-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve  the  New 
Construction. 


4:00  P.M.  -  -  [Although  the  following  item  may  be  called  after  the  listed  time,  it  will  not  be 
called  before.] 

17.  _  (K.  RICH  (415)  558-6345) 

Presentation  from  the  Mayor's  Office  of  Economic  and  Workforce  Development  on 
business  and  workforce  development  strategies  related  to  the  Eastern  Neighborhoods 
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5:00  P.M.-  -  [Although  the  following  item  may  be  called  after  the  listed  time,  it  will  not  be 
called  before.] 

18.  (P.  LORD:  (415)  558-6311) 

WESTERN  SOMA  CITIZENS  PLANNING  TASK  FORCE  STRATEGIC  ANALYSIS 
MEMOS  -  The  final  informational  presentation  of  the  Western  SoMa  Strategic  Analysis 
Memos.  This  presentation  covers  the  analysis  of  existing  conditions  for  Economics  and 
Preservation  for  the  Western  SoMa  Special  Use  District.  These  Strategic  Analysis 
Memos  provide  background  and  analysis  of  conditions  considered  by  the  Task  Force 
during  the  formulation  of  policy  recommendations  for  a  community  plan  that  will  be 
presented  to  the  Planning  Commission  in  July  2008. 


6:30  P.M.  -  -  [Although  the  following  items  may  be  called  after  the  listed  time,  they  will  not 
be  called  before.] 

19.       2004.0160EMTUZUU  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  PROGRAM  -  This  is  the  second  of  a  series  of  public 
workshops  at  which  the  Planning  Commission  will  consider  the  entire  Eastern 
Neighborhoods  Program  and  direct  staff  on  any  modifications  that  should  be  made 
to  the  proposals.  At  the  end  of  the  hearing  series,  the  Commission  will  be 
requested  to  certify  the  Environmental  Impact  Report  and  take  a  number  of 
additional  actions  to  approve  the  Eastern  Neighborhoods  Program,  which  are 
described  below. 


Members  of  the  public  may  review  a  copy  of  the  proposals  at  the  San  Francisco  Planning 
Department  office  at  1650  Mission  Street  4th  Floor,  San  Francisco,  CA  94103,  at  the 
Public  Library  (the  Main  Library  100  Larkin  St.,  the  Mission  branch  library,  300  Bartlett  St., 
and  the  Potrero  branch  library,  1616  20th  Street).  An  electronic  copy  of  the  proposed 
amendments  and  actions  is  available  at  http://en-hearings. sf planning, org.  Printed  copies 
at  full  printing  cost  and  CD-ROM  copies  at  no  charge  are  available  from  the  Department, 
by  contacting  (415)  575-9097  or  eastern.neighborhoods@sfgov.org. 

Proposed  Topics  for  Planning  Commission  Hearings 

A  list  of  proposed  topics  for  each  of  the  workshops  is  available  on  the  Department's 
website  at  http://en-hearinqs.sfplanninq.org.  These  topics  may  be  changed  at  the 
direction  of  the  Commission.  Be  advised  that  due  to  the  nature  of  the  public  hearings, 
the  Commission  may  continue  any  particular  hearing  item  and/or  may  not  hear  all  items 
at  the  hearing.  To  confirm  the  final  Commission  Hearing  schedule,  on  the  week  of  the 
hearing  please  visit:  http://www.sfqov.org/site/planninq  meeting. asp?id=1 5840  or  call 
Eastern  Neighborhoods  Information  line  at  575-9097. 

Hearing  #2  -  May  22,  2008  6:30  pm  (Commission  workshop  &  public  comment) 

Staff  will  lead  a  discussion  with  the  Commission  on  the  following  aspects  of  the  four 
Eastern  Neighborhoods  Area  Plans:  Complete  Neighborhoods  -  overall  framework  for 
transportation,  open  space,  streets,  building  heights  and  design,  community  facilities  and 
historic  preservation  in  East  SoMa,  Mission,  Showplace/Square  Potrero  Hill  and  Central 
Waterfront  At  this  hearing,  Planning  Department  staff  will  present  information  and  the 
Planning  Commission  will  hear  public  comment  on  the  subjects  discussed  at  the  hearing. 

Preliminary  Recommendation:  Informational  Presentation  and  Public  Comment;  No 
Commission  Action  requested  at  the  May  22  hearing. 
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The  Planning  Commission  will  hold  a  series  of  public  hearings  beginning  on  May  15, 
2008  to  consider  Case  No.  2004.01 60EMTUZUU,  and  would  include  adopting  a  Motion  to 
certify  the  Final  Environmental  Impact  Report  and  adopt  CEQA  Findings  and  consider 
resolutions  to  approve  amendments  to  the  San  Francisco  General  Plan,  Planning  Code 
and  Zoning  Map  and  resolutions  to  approve  Historic  Resources  Interim  Procedures  and 
Public  Benefits  Program  and  Monitoring  Procedures  related  to  the  four  Eastern 
Neighborhoods  Area  Plans  -  the  Mission,  Showplace  Square/Potrero  Hill,  Central 
Waterfront  and  East  SoMa  Area  Plans.  Hearings  are  currently  scheduled  for  May  15, 
2008,  May  22,  2008,  June  5,  2008,  June  12,  2008  and  June  19  2008.  The  Commission 
will  consider  and  receive  public  comment  on  specific  aspects  of  the  Plans  and  proposed 
amendments  at  each  hearing.  The  series  of  hearings  will  culminate  in  a  public  hearing  to 
consider  adoption  actions  on  or  after  June  19,  2008. 

The  project  encompasses  a  significant  proportion  of  the  San  Francisco  land  area  in  the 
southeast  quadrant  of  the  City,  encompassing: 

•  East  SoMa  (the  eastern  portion  of  the  South  of  Market  district),  bounded  generally  by 
Folsom  Street  on  the  northwest,  the  Rincon  Hill  Plan  area  (essentially,  Second 
Street)  on  the  east,  Townsend  Street  on  the  south,  and  Fourth  Street  on  the  west, 
with  an  extension  to  the  northwest  bounded  by  Harrison,  Seventh,  Mission,  Sixth 
(both  sides),  Natoma,  Fifth,  and  Folsom  Streets; 

•  the  Mission,  bounded  by  13th  and  Division  Streets  on  the  north,  Potrero  Avenue  on 
the  east,  Cesar  Chavez  Street  on  the  south,  and  Guerrero  Street  on  the  west; 

•  the  Showplace  Square/Potrero  Hill  district,  generally  bounded  by  Bryant  Street  and 
10th  Street  on  the  northwest,  Seventh  Street  on  the  northeast,  Interstate  Highway 
280  (I-280)  on  the  east,  25th  and  26th  Streets  on  the  south,  and  Potrero  Avenue  on 
the  west;  and 

•  the  Central  Waterfront,  bounded  by  Mariposa  Street  on  the  north,  San  Francisco 
Bay  on  the  east,  Islais  Creek  on  the  south,  and  I-280  on  the  west. 

The  project  Areas  are  comprised  of  the  entirety  or  portions  of  437  Assessor's  Blocks. 
Specifically,  on  or  after  June  19,  2008,  the  Commission  will  consider  the  following 
actions: 

•  Case  2004.01 60E  -  Certification  of  the  Final  Environmental  Impact  Report  and 
adoption   of  CEQA   Findings   on   the   Eastern    Neighborhoods   Area  Plans. 

•  Case  2004.0160M  -  Adopt  General  Plan  amendments  that  would,  1)  add  to  the 
General  Plan  four  new  area  plans  (the  "Eastern  Neighborhoods  Area  Plans"),  which 
include  the  Mission,  East  SoMa,  Showplace  Square/Potrero  Hill  and  Central 
Waterfront  Area  Plans;  and  2)  also  make  related  amendments  to  the  following 
portions  of  the  existing  General  Plan:  the  Commerce  and  Industry  Element, 
Recreation  Element,  Open  Space  Element,  the  South  of  Market  Area  Plan,  the 
Central  Waterfront  Area  Plan,  the  Northeastern  Waterfront  Area  Plan,  and  the  Land 
Use  Index; 

•  Case  2004.0160T  -  Adopt  Planning  Code  text  amendments  that  would  revise 
Planning  Code  controls,  including,  but  not  limited  to  controls  for  land  use,  height  and 
bulk,  building  design,  density,  open  space,  and  parking;  establish  13  new  zoning 
districts;  amend  the  South  Park  District;  RTO  District,  NCT  Districts,  and  Downtown 
Residential  Districts;  and  make  related  revisions  to  the  Planning  Code  necessary  to 
implement  the  General  Plan  as  proposed  to  be  amended  and  make  related  Planning 
Code   Amendments   pursuant   to   the    Eastern    Neighborhoods   Area  Plans. 
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•  Case  2004.0160Z  -  Adopt  Zoning  Map  amendments  that  would  revise  the  Zoning 
Maps  of  the  City  and  County  of  San  Francisco.  Proposed  Planning  Code  map 
amendments  would  a)  update  height  and  bulk  districts,  b)  apply  the  RTO  District  and 
PDR-2  Districts  in  the  Eastern  Neighborhoods,  and  c)  establish  13  new  zoning 
districts. 

•  Case  2004.01 60U  -  Adopt  Interim  Historic  Preservation  procedures  that  would 
establish  interim  procedures  for  additional  review  of  proposed  changes  to  or 
demolition  of  historic  or  potentially  historic  resources  in  the  Eastern  Neighborhoods, 
pending      completion      of      the      ongoing      historic      resource  surveys. 

•  Case  2004.01 60UU  -  Adopt  Monitoring  and  Review  Procedures  in  order  to  review 
development  activity  and  progress  towards  the  Eastern  Neighborhoods 
implementation  measures. 

I.         COMMISSIONERS'  QUESTIONS  AND  MATTERS 

20.       Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

J.         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Special  Meeting 

SAN  FRANCISCO 

President:  Christina  R.  Olague 
Vice  President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  William  L.  Lee;  Kathrin  Moore;  Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery-Herbert  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1 :00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery@sfciov.  org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 


Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67 A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,    Suite   3900,    San   Francisco,   CA   94102;   telephone   (415)   581-2300;   fax   (415)   581-2317;   and   web  site 

h  ttp//www .  sf  go  v .  o  rg/ethics . 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (41 5)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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ROLL  CALL: 

President:  Christina  R.  Olague 

Vice  President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  William  L.  Lee;  Kathrin  Moore; 

Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1.         2008.0095T  (T.  SULLIVAN-LENANE:  (415)558-6257) 

AMENDMENTS  TO  THE  PLANNING  CODE  BY  ADDING  SECTION  226.5:  ALCOHOL 
REDUCTION  AND  SAFER  NEIGHBORHOODS  ACT  -  Permitted  Locations  on  New  Liquor 
Stores  and  their  Conditions  of  Operation.    Ordinance  introduced  by  Supervisor 
Sandoval  amending  the  San  Francisco  Planning  Code  by  adding  Section  226.5  to 
impose  a  distance  requirement  of  500  feet  or  more  between  new  off-sale  liquor 
stores  and  existing  liquor  stores,  elementary  and  secondary  schools,  public 
libraries,  and  recreation  centers  throughout  San  Francisco  and  establishing  conditions 
for  operation  of  liquor  stores. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  May  1 ,  2008) 
(Proposed  for  Continuance  to  June  26,  2008) 


2.  2006.0441  E  (J.  BATTIS:  (41 5)  575-9022) 
721  BEACH  STREET  -  Lot  017  of  Assessor's  Block  0025,  is  located  within  the  block 
bounded  by  Beach  Street  to  the  north,  Hyde  Street  to  the  east,  North  Point  Street  to  the 
south,  and  Larkin  Street  to  the  west,  in  the  Fisherman's  Wharf  neighborhood  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration  for  demolition  of  the  existing  558-gross 
square  foot  (gsf),  one-story  commercial  building  constructed  circa  1912  and  construction 
of  a  new  40-foot-high,  12,857-gsf  mixed-use  building  consisting  of  four  residential  units 
within  6,299  gsf  on  the  third,  fourth,  and  partial-fifth  floors  and  6,558  gsf  of  retail  space  on 
the  ground  and  second  floors.  The  existing  structure  provides  no  off-street  parking  and 
no  off-street  parking  is  proposed.  The  3,644-gsf  site  is  within  the  Northeastern  Waterfront 
Planning  Area,  Fisherman's  Wharf  Subarea,  is  within  the  Waterfront  Special  Use  District 
No.  2,  is  within  a  C-2  (Community  Business  District)  use  district,  and  is  within  a  40-X 
height  and  bulk  district.  The  project  would  require  a  variance  from  the  off-street  parking 
requirement. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Proposed  for  continuance  to  July  17,  2008) 

3.  2008.01 32C  (A.  HOLLISTER:  (415)  575-9078) 
542  GREEN  STREET  -  Request  for  Conditional  Use  Authorization  to  operate  a 
business  under  this  application  between  the  hours  of  2  AM  and  6  AM  and  to  operate  a 
walk-up  facility  recessed  less  than  three  feet  from  the  front  property  line.  Specifically,  the 
project  proposal  is  to  extend  the  hours  of  operation  of  the  existing  restaurant  (dba 
"Golden  Boy  Pizza")  to  4:00  AM  and  to  allow  the  existing  walk-up  window  to  continue 
operating  recessed  less  than  three  feet  from  the  front  property  line.  No  construction  is 
proposed  under  this  application.  This  site  is  within  the  North  Beach  Neighborhood 
Commercial  District,  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions  of  Walk-up  Facility,  Disapproval 
of  Extended  Hours  of  Operation  Request 
(Proposed  for  Continuance  to  July  10,  2008) 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  andVor  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67 A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curb-side  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1 :30  PM 


ROLL  CALL: 

President:  Christina  R.  Olague 

Vice  President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  William  L.  Lee;  Kathrin  Moore; 

Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1.         2008.0095T  (T.  SULLIVAN-LENANE:  (415)558-6257) 

AMENDMENTS  TO  THE  PLANNING  CODE  BY  ADDING  SECTION  226.5:  ALCOHOL 
REDUCTION  AND  SAFER  NEIGHBORHOODS  ACT  -  Permitted  Locations  on  New  Liquor 
Stores  and  their  Conditions  of  Operation.    Ordinance  introduced  by  Supervisor 
Sandoval  amending  the  San  Francisco  Planning  Code  by  adding  Section  226.5  to 
impose  a  distance  requirement  of  500  feet  or  more  between  new  off-sale  liquor 
stores  and  existing  liquor  stores,  elementary  and  secondary  schools,  public 
libraries,  and  recreation  centers  throughout  San  Francisco  and  establishing  conditions 
for  operation  of  liquor  stores. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  May  1,  2008) 
(Proposed  for  Continuance  to  June  26,  2008) 


2.  2006.0441  E  (J.  BATTIS:  (41 5)  575-9022) 
721  BEACH  STREET  -  Lot  017  of  Assessor's  Block  0025,  is  located  within  the  block 
bounded  by  Beach  Street  to  the  north,  Hyde  Street  to  the  east,  North  Point  Street  to  the 
south,  and  Larkin  Street  to  the  west,  in  the  Fisherman's  Wharf  neighborhood  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration  for  demolition  of  the  existing  558-gross 
square  foot  (gsf),  one-story  commercial  building  constructed  circa  1912  and  construction 
of  a  new  40-foot-high,  12,857-gsf  mixed-use  building  consisting  of  four  residential  units 
within  6,299  gsf  on  the  third,  fourth,  and  partial-fifth  floors  and  6,558  gsf  of  retail  space  on 
the  ground  and  second  floors.  The  existing  structure  provides  no  off-street  parking  and 
no  off-street  parking  is  proposed.  The  3,644-gsf  site  is  within  the  Northeastern  Waterfront 
Planning  Area,  Fisherman's  Wharf  Subarea,  is  within  the  Waterfront  Special  Use  District 
No.  2,  is  within  a  C-2  (Community  Business  District)  use  district,  and  is  within  a  40-X 
height  and  bulk  district.  The  project  would  require  a  variance  from  the  off-street  parking 
requirement. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Proposed  for  continuance  to  July  17,  2008) 

3.  2008.01 32C  (A.  HOLLISTER:  (415)  575-9078) 
542  GREEN  STREET  -  Request  for  Conditional  Use  Authorization  to  operate  a 
business  under  this  application  between  the  hours  of  2  AM  and  6  AM  and  to  operate  a 
walk-up  facility  recessed  less  than  three  feet  from  the  front  property  line.  Specifically,  the 
project  proposal  is  to  extend  the  hours  of  operation  of  the  existing  restaurant  (dba 
"Golden  Boy  Pizza")  to  4:00  AM  and  to  allow  the  existing  walk-up  window  to  continue 
operating  recessed  less  than  three  feet  from  the  front  property  line.  No  construction  is 
proposed  under  this  application.  This  site  is  within  the  North  Beach  Neighborhood 
Commercial  District,  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions  of  Walk-up  Facility,  Disapproval 
of  Extended  Hours  of  Operation  Request 
(Proposed  for  Continuance  to  July  10,  2008) 
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4.  2007.1268D  (C.  JAROSLAWSKY  (41 5)  558-6348) 
2332  MORAGA  STREET  -  between  29,hand  30th  Avenues;  Lot  01 2F  in  Assessor's  Block 
1914  -  Request  for  Discretionary  Review  of  Building  Permit  Application  No. 
2007.06.14.3942  -  proposing  to  construct  an  approximately  18-foot  deep  two-story 
horizontal  addition  at  the  rear  of  a  one-story  over  garage,  single-family  dwelling  in  an  RH- 
1  (Residential,  House,  One-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 
(Continued  from  Regular  Meeting  of  April  24,  2008) 

NOTE:  On  April  24,  2008.  following  public  testimony,  the  Commission  closed 
public  hearing,  continued  the  item  to  May  29,  2008,  and  required  the  submission  of 
a  new  set  of  drawings  by  a  vote  of  +4  -0.  Commissioners  Sugaya  and  W.  Lee  were 
absent. 

DISCRETIONARY  REVIEW  APPLICATION  WITHDRAWN 
E.         CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

5.  2007.1034C  (C.  TEAGUE:  (415)  575-9081) 
2809  SAN  BRUNO  AVENUE  -  east  side,  between  Wayland  and  Woolsey  Streets,  Lot  030 
in  Assessor's  Block  5457  -  Request  for  Conditional  Use  Authorization  pursuant  to 
Planning  Code  Sections  161(j)  and  303  for  a  reduction  of  residential  off-street  parking 
spaces  in  a  NC-2  (Small-Scale  Neighborhood  Commercial  District)  and  a  40-X  Height  and 
Bulk  District.  The  site  currently  contains  2  dwelling  units  and  2  off-street  parking  spaces. 
The  proposal  is  to  convert  the  ground  floor,  which  currently  contains  one  dwelling  unit,  into 
commercial  space  and  remove  the  2  off-street  parking  spaces.  Additionally,  a  third  floor 
would  be  constructed  to  add  a  second  dwelling  unit.  No  parking  spaces  are  proposed  for 
the  dwelling  units  or  commercial  space. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  May  15,  2008) 

6.  2008.0308C  (E.WATTY:  (415)558-6620) 
755  PORTOLA  DRIVE  -  at  the  northeast  corner  of  Evelyn  Way;  Lot  010  in  Assessor's 
Block  2901 C  -  Request  for  Conditional  Use  Authorization,  pursuant  to  Planning  Code 
Sections  710.44  and  790.91,  to  allow  a  small  self-service  restaurant  (dba  Miraloma 
Taqueria)  to  be  located  within  the  existing  retail  grocery  and  liquor  store  (dba  Miraloma 
Market).  The  business  owner  proposes  to  add  a  seating  area  to  the  existing  accessory 
use  food  preparation  area  of  the  market,  thereby  constituting  a  small  self-service- 
restaurant.  The  property  is  located  within  an  NC-1  (Neighborhood  Commercial,  Cluster) 
District  and  26-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  May  8,  2008) 

7a.       2006.1419VX  (K.  GUY:  (415)  558-6163) 

19  TEHAMA  STREET  -  south  side  between  1st  and  2nd  Streets,  Lot  079  of  Assessor's 
Block  3736  -  Request  for  a  Variance  to  modify  the  requirements  for  publicly-accessible 
open  space.  The  proposed  project  is  to  demolish  an  existing  1.5-story  light  industrial 
building  and  construct  a  new  7-story  mixed-use  building  containing  6  dwelling  units  and 
approximately  930  square  feet  of  ground-floor  retail  space.  The  project  site  is  located 
within  a  C-3-0  (SD)  Zoning  District,  and  a  200-S  Height  and  Bulk  District.  The  Zoning 
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Administrator  will  consider  the  Variance  request  concurrently  with  the  Planning 
Commission's  consideration  of  the  Section  309  Review  at  this  same  hearing. 

7b.       2006.1419VX  (K.  GUY:  (41 5)  558-6163) 

19  TEHAMA  STREET  -  south  side  between  1st  and  2nd  Streets,  Lot  079  of  Assessor's 
Block  3736  -  Request  for  Determination  of  Compliance  under  Planning  Code  Section 
309  (the  Downtown  Plan),  with  an  exception  to  the  "Separation  of  Towers"  requirement. 
The  proposed  project  is  to  demolish  an  existing  1.5-story  light  industrial  building  and 
construct  a  new  7-story  mixed-use  building  containing  6  dwelling  units  and  approximately 
930  square  feet  of  ground-floor  retail  space.  The  project  site  is  located  within  a  C-3-0 
(SD)  Zoning  District,  and  a  200-S  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 

8.  2006.0391  C  (K.  GUY:  (41 5)  558-61 63) 
1122  POST  STREET  -  north  side  between  Polk  Street  and  Van  Ness  Avenue,  Lot  002  of 
Assessor's  Block  0691  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  723.41  to  add  a  bar  to  an  existing  full-service  restaurant  (dba 
Maharani  Restaurant)  within  the  Polk  Street  NCD  (Neighborhood  Commercial  District), 
and  a  130-E  Height  and  Bulk  District.  If  granted,  the  Conditional  Use  Authorization  would 
allow  the  applicant  to  seek  a  Type  75  License  from  the  California  Department  of  Alcoholic 
Beverage  Control.  This  license  would  permit  the  sale  of  beer,  wine,  and  distilled  spirits  for 
on-site  consumption  in  association  with  the  restaurant,  plus  the  operation  of  a 
microbrewery.  The  size  of  the  restaurant  would  not  change. 

Preliminary  Recommendation:  Approval  with  Conditions 

B.        COMMISSIONERS'  QUESTIONS  AND  MATTERS 

Adoption  of  Commission  Minutes  -  Charter  Section  4.104  requires  all  commissioners  to 
vote  yes  or  no  on  all  matters  unless  that  commissioner  is  excused  by  a  vote  of  the 
Commission.  Commissioners  may  not  be  automatically  excluded  from  a  vote  on  the 
minutes  because  they  did  not  attend  the  meeting. 

9.  Consideration  of  Adoption: 

•  Draft  Minutes  of  Special  Meeting  of  May  1 ,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  May  1 ,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  May  8,  2008 

•  Draft  Minutes  of  Special  Meeting  of  May  15,  2008 

10.  ESTABLISH  A  SUBCOMMITTEE  OF  THE  PLANNING  COMMISSION  -  Under  the 
Commission's  Rules  and  Regulations,  the  President  will  consider  whether  or  not  to  form  a 
subcommittee  of  the  Commission  to  hear  staff  reports  and  to  take  comment  on  the 
proposed  Eastern  Neighborhoods  Area  Plan.  The  President  may  consider  limiting  the 
purpose  and  duration  of  such  a  subcommittee. 


Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 
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C.  DIRECTOR'S  REPORT 

12.  Director's  Announcements 

1 3.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

1 4.  (D.  ALUMBAUGH:  (41 5)  558-6601 ) 
TRANSIT  CENTER  DISTRICT  PLAN  -  Staff  will  give  an  Informational  Presentation  on 

its  initial  concepts  for  the  Transit  Center  District  Plan. 

Preliminary  Recommendation:  Informational  only,  no  action  requested. 

1 5.  (B.  BENDIX:  (41 5)  575-9089) 
1250  MISSOURI  STREET  -  Informational  presentation  on  the  status  of  the  project. 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

F.  CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 

16.  2007.1064C  (M.WOODS:  (415)  558-6315) 
1860  LOMBARD  STREET  -  north  side  between  Buchanan  and  Laguna  Streets;  Lot  023 
(formerly  Lot  011),  in  Assessor's  Block  0494  -  Request  for  Conditional  Use 
Authorization  to  allow  a  "formula  retail  use"  that  is  also  a  "large  fast  food  restaurant" 
(dba  Subway)  pursuant  to  Sections  303(c),  303(i),  703.4  and  712.43  of  the  Planning 
Code,  in  an  NC-3  (Moderate-Scale  Neighborhood  Commercial)  District  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  May  1,  2007) 

NOTE:  On  April  24,  2008,  following  public  testimony,  the  Commission  continued 
the  matter  to  May  1,  2008  to  allow  absent  commissioners  the  opportunity  to 
participate  by  a  vote  of  +3  -1.  Commissioner  Moore  voted  no.  Commissioners 
Sugaya  and  W.  Lee  were  absent. 

NOTE:  On  May  1,  2008,  without  further  hearing,  the  item  was  continued  to  May  29, 
2008. 

17.  2008.0271DD  (G.  CABREROS:  (415)  558-6169) 
536  -  40th  AVENUE  -  east  side  between  Geary  Boulevard  and  Anza  Street;  Lot  027  in 
Assessor's  Block  7536  -  Mandatory  Discretionary  Review,  under  the  Planning 
Commission's  policy  requiring  review  of  new  residential  building  in  association  with 
residential  demolition,  of  Building  Permit  Application  No.  2006.08.17.9803,  proposing  to 
construct  a  new  two-unit,  four-story  building  in  an  RH-2  (Residential,  House,  Two-Family) 
District  and  a  40-X  Height  and  Bulk  District.  A  separate,  private  request  for  Discretionary 
Review  has  also  been  filed  on  the  new  construction  project. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve. 
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(Continued  from  Regular  Meeting  of  May  1 ,  2008) 

NOTE:  On  May  1,  2008,  following  public  testimony  the  Commission  closed  public 
and  continued  the  item  to  May  29,  2008  for  the  new  construction  also  encouraging 
further  discussion  and  intent  for  the  project  of  the  neighbor  by  a  vote  +5  -0. 
Commissioners  Sugaya  was  absent. 

F.        REGULAR  CALENDAR 

18.       2007.1256C  (K.  GUY:  (41 5)  558-6163) 

401-431  COLUMBUS  AVENUE  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot 
026  of  Assessor's  Block  0131  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot  026 
of  Assessor's  Block  0131  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  722.21 ,  722.41 ,  and  722.42  to  expand  an  existing  full-service 
restaurant  and  bar  (dba  Panta  Rei  Restaurant),  and  to  allow  a  use  size  in  excess  of 
2,000  square  feet  within  the  North  Beach  NCD  (Neighborhood  Commercial  District),  and 
a  40-X  Height  and  Bulk  District.  The  proposal  is  to  expand  the  existing  1 ,500  square-foot 
restaurant  and  bar  to  occupy  the  adjacent  existing  storefront.  The  expanded  restaurant 
and  bar  would  measure  a  total  of  2,040  square  feet. 
Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  May  1 ,  2008) 

1 9a.     2006.0828CV  (K.  GUY:  (41 5)  558-61 63) 

1729-1733  STOCKTON  STREET  -  west  side  between  Filbert  and  Greenwich  Streets, 
Lot  007  of  Assessor's  Block  0089  -  Request  for  Conditional  Use  Authorization, 
pursuant  to  Section  1 61  (j)  of  the  Planning  Code  to  modify  the  requirements  for  off-street 
parking  on  a  property  within  an  NC  District.  The  project  proposes  to  construct  a  one- 
story,  vertical  addition  measuring  approximately  500  square  feet  to  the  existing  one-story 
detached  cottage  which  is  located  within  the  rear  yard  of  the  subject  property.  The 
expanded  cottage  would  measure  approximately  25  feet  by  22  feet  horizontally,  and 
would  reach  a  height  of  approximately  25  feet.  The  project  would  require  two  new  off- 
street  parking  spaces  to  serve  the  proposed  dwellings  units,  however,  the  project  does 
not  propose  any  new  off-street  parking  spaces.  The  project  site  is  located  in  the  North 
Beach  Neighborhood  Commercial  District  (NCD)  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  May  8,  2008) 

19b.     2006.0828CV       ^  (K.  GUY:  (415)  558-6163) 

1729-1733  STOCKTON  STREET  -  west  side  between  Filbert  and  Greenwich  Streets, 
Lot  007  of  Assessor's  Block  0089  -  Request  for  Variances,  pursuant  to  Sections 
134(a)(1),  135,  140,  and  188  of  the  Planning  Code  to  modify  the  requirements  for  rear 
yard,  usable  open  space,  and  dwelling  unit  exposure,  and  to  allow  the  expansion  of  a 
non-complying  structure.  The  project  proposes  to  construct  a  one-story,  vertical  addition 
measuring  approximately  500  square  feet  to  the  existing  one-story  detached  cottage 
which  is  located  within  the  rear  yard  of  the  subject  property.  The  expanded  cottage 
would  measure  approximately  25  feet  by  22  feet  horizontally,  and  would  reach  a  height  of 
approximately  25  feet.  The  project  would  add  two  dwelling  units,  for  a  total  of  six 
dwelling  units  on  the  property.  The  project  site  is  located  in  the  North  Beach 
Neighborhood  Commercial  District  (NCD)  and  a  40-X  Height  and  Bulk  District.  The 
Zoning  Administrator  will  consider  this  item  concurrently  with  the  Planning  Commission. 
(Continued  from  Regular  Meeting  of  May  8,  2008) 

20.       2007.1 280C  (A.  HOLLISTER:  (415)  575-9078) 

1680  MARKET  STREET  -  north  side  between  Gough  and  Franklin  Streets,  Lot  005  in 
Assessor's  Block  0854  -  Request  for  conditional  use  authorization  to  establish  a  Large 
Fast  Food  Restaurant  (dba  Subway)  of  approximately  1200  square  feet.  Additionally, 
Conditional  Use  authorization  will  be  required  for  a  Formula  Retail  use  at  the  subject  site 
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as  defined  by  Section  703.3  of  the  Planning  Code.   This  site  is  within  a  NC-3  (Moderate- 
Scale)  Neighborhood  Commercial  District,  and  an  80-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  May  8,  2008) 

21.  2007.1 326C  (T.  TAM:  (415)  558-6325) 
2333  BUCHANAN  STREET  -  (a.k.a.  2140  Webster  St.  and  2340  Clay  St.),  north  side 
between  Buchanan  and  Webster  Streets,  Assessor's  Block  0613,  Lot  029,  Block  0628 
Lot  013,  and  Block  0628  Lot  014  -  Request  for  Conditional  Use  Authorization  under 
Planning  Code  Sections  303  and  303.4(d)(5)  for  the  California  Pacific  Medical  Center 
(CPMC)  Pacific  Campus  to  modify  conditions  of  a  previous  PUD  authorization  for  way 
finding  signs  that  exceed  the  number  and  size  of  signs  principally  permitted  by  Section 
606(b)(1)  in  an  RM-2  (Residential,  Mixed,  Moderate  Density)  District  and  a  160-F  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  May  22,  2008) 

22.  2008.0291T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  THE  PLANNING  CODE  SECTION  315.5:  OFF-SITE  AFFORDABLE 
HOUSING  REQUIREMENTS  -  Ordinance  introduced  by  Supervisor  Sandoval 
amending  the  San  Francisco  Planning  Code  Section  315.5  to  provide  that  twenty-five 
percent  of  off-site  units  given  site  permits  annually  may  be  built  outside  of  the  currently- 
required  one-mile  radius  from  the  market-rate  project,  and  to  provide  that  off-site  units 
cannot  be  located  in  industrially-zoned  areas  or  within  a  quarter  mile  of  developments 
containing  200  or  more  publicly-owned  and  operated  affordable  housing  developments. 
Preliminary  Recommendation:  Disapproval 

(Continued  from  Regular  Meeting  of  May  15,  2008) 

23.  2008.0245D  (C.  LAMORENA:  (415)  575-9085) 
119  23rd  AVENUE  -  west  side  between  Lake  Street  and  California  Street;  Lot  002  in 
Assessor's  Block  1383  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.11.19.8573,  proposing  to  add  a  two-story  horizontal  addition  at  the 
rear  of  the  two-story  over  garage,  single-family  dwelling  in  an  RH-2  (Residential  House, 
Two-Family)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project. 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 


W'Ik  i-  oj  Sju  .  ml  Mnimv  and  (  alcndai 


Pas;c  8 


SAN  FRANCISCO 
PLANNING  COMMISSION 

AND 

RECREATION  AND  PARK  COMMISSION 

Commission  Chambers  -  Room  408 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

DOCUMENTS  DEPT. 

Thursday,  June  5,  2008        UMn  ^0 
11-30  AM 

_     '  o«,  SAN  FRANCISCO 

President:  Christina  R.  Olague 
Vice  President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Kathrin  Moore;  William  L.  Lee; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
1650  MISSION  STREET,  4TH  FLOOR  RECEPTION 


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning 
Department  reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to 
the  scheduled  public  hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared 
item  to:  Planning  Commission,  1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by 
11:00  AM  on  the  day  of  the  hearing  will  be  made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the 
Planning  Commission  at  the  public  hearing.  Otherwise,  submit  material  related  to  a  calendared  item  at  the  scheduled 
hearing  for  distribution.  For  complete  distribution  to  all  Commissioners,  necessary  staff  and  case/docket/correspondence 
files,  submit  an  original  plus  10  copies.  When  sending  e-mail  correspondence  to  Commissioners,  please  copy  the 
Commission  Secretary  at:  linda.averv&.sfpov.om 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization,  or 
any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this  notice,  or 
in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 


Thursday  June  5.  2008 


The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00 
PM.  If  an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the 
matter  to  the  next  available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision: 
The  ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this 
meeting  Please  be  advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for 
the  ringing  or  use  of  a  cell  phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of 
cell  phones,  pagers  and  similar  sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at 

(415)558-6407. 


San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be 
required  by  the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160] 
to  register  and  report  lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics 
Commission  at  30  Van  Ness  Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581- 
2317;  and  web  site  http//www.sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest 
accessible  BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets. 
Accessible  curbside  parking  has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City 
Hall  are  the  9  San  Bruno  and  71  Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N. 
For  more  information  regarding  MUNI  accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language 
interpreters,  sound  enhancement  systems  and/or  language  translators  will  be  available  upon  request  by  contacting  Lulu 
Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing.  A  sound  enhancement  system  will  be  available  upon 
request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing  Impaired  at  557-5533  (TDD)  or  557-5534 
(Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A  person  who  is  deaf  or  hearing 
impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434  (Voice).  In  addition, 
the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800-735-2929 
(TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in 
advance  of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at 
meetings.  Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities 
should  call  our  accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts 
to  accommodate  such  people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to 
various  chemical-based  products.  Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils 
and  other  agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that 
deliberations  are  conducted  before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative 
Code)  or  to  report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett 
Place,  Room  409,  by  phone  at  (415)  554-7724,  by  fax  at  (41 5)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library 
and  on  the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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PLANNING  COMMISSION  : 


President: 

Vice-President: 

Commissioners: 


Christina  Olague 
Ron  Miguel 
Michael  J.  Antonini 
Kathrin  Moore 
William  L.  Lee 
Hisashi  Sugaya 


RECREATION  AND  PARK 


President: 
Vice  President: 
Commissioners: 


Larry  Martin 
Jim  Lazarus 
Gloria  Bonilla 
Tom  Harrison 
David  Lee 
Meagan  Levitan 
Michael  Sullivan 


REGULAR  CALENDAR 


1.  SUE  BIERMAN  PARK  -  Discussion  and  possible  action  to  approve  a  resolution 
allocating  up  to  $1,812,000,  from  the  Downtown  Park  Special  Fund  for  Phase  I 
renovation  of  Sue  Bierman  Park  and  a  planning  study  for  the  Embarcadero 
Waterfront  Open  Space. 

Adjournment: 
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Regular  Meeting 

PUBLIC  LIBRARY 

President:  Christina  R.  Olague 
Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfoov.orc] 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (41 5)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(5)sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 


President: 

Vice-President: 

Commissioners: 


Christina  R.  Olague 
Ron  Miguel 

Michael  J.  Antonini;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


733  27th  AVENUE  -  The  proposed  project  is  located  at  733  27th  Avenue  (Assessor's 
Block  1617,  Lot  003)  in  the  Outer  Richmond  neighborhood.  Appeal  of  a  Preliminary 
Mitigated  Negative  Declaration.  The  existing  two-story  building  is  approximately  1,848 
square  feet  in  size,  23'-9"  in  height,  and  has  one  off-street  parking  space.  The  proposed 
project  would  construct  a  horizontal  addition  that  would  extend  the  existing  building  about 
six  feet  to  the  north  property  line  and  18  feet  west  into  the  rear  yard  and  a  vertical 
addition  that  would  add  a  third  floor  to  the  existing  building.  The  proposed  horizontal  and 
vertical  additions  would  add  approximately  2,850  square  feet  to  the  existing  1,848- 
square-foot  building  and  would  remain  a  two-unit  residence.  The  proposed  building 
would  be  a  three-story,  approximately  4,698-square-foot  building  with  two  off-street 
parking.  The  project  site  is  within  an  RH-2  (Residential  House,  Two-Family)  zoning 
district  and  within  a  40-X  height  and  bulk  district. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  March  27,  2008) 
(Proposed  for  Continuance  to  September  18,  2008) 

2.        2007.1355T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

Ordinance  amending  the  San  Francisco  Planning  Code  by  adding  Section  785  to 
establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict  and  to 
amend  Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula 
Retail  Restricted  Use  Subdistrict  [Board  File  No.  07-1561].  Ordinance  introduced  by 
Supervisor  Ammiano  amending  the  San  Francisco  Planning  Code  by  adding  Section  785 
.  to  establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  amending 
Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula  Retail 
Restricted  Use  Subdistrict;  amending  Sectional  Maps  SU  07  and  SU  11  of  the  Zoning 
Map  of  the  City  and  County  of  San  Francisco  to  establish  the  boundaries  of  the 
Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  adopting  finding,  including 
environmental  findings  and  findings  of  consistency  with  the  priority  policies  of  Planning 
Code  Section  101.1  and  the  General  Plan. 
Preliminary  Recommendation:  Approval  with  Modifications 
(Continued  from  Regular  Meeting  of  April  24,  2008) 
(Proposed  for  Continuance  to  August  14.  2008) 

B.        CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 
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3.         2008.0244C  (D.  SANCHEZ:  (415)  575-9082) 

2809  24™  STREET  -  south  side  of  24th,  between  York  Street  and  Bryant  Street,  Lot  033 
in  Assessor's  Block  4267  -  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Sections  727.42  and  303  to  allow  for  a  Full  Service  Restaurant  (dba  Sushi  Bistro) 
within  the  24th  Street  -  Mission  Neighborhood  Commercial  Zoning  District  and  a  40-X 
Height  and  Bulk  designation. 

Preliminary  Recommendation:  Approval  with  Conditions 

4a.       2007.1163C  (A.  LIGHT:  (415)  558-6254) 

140  ELLIS  STREET  -  north  side  between  Cyril  Magnin  and  Powell  Street,  Lot  023  in 
Assessor  s  Block  326  -  Request  for  Conditional  Use  Authorization  to  expand  an 
existing  hotel  use  by  converting  the  existing  77  residential  hotel  rooms  into  tourist  hotel 
rooms  within  the  six-story  mixed  use  structure.  This  change  of  use  would  increase  the 
number  of  tourist  rooms  from  the  existing  47  tourist  rooms  to  a  total  of  124  tourist  hotel 
rooms.  The  project  does  not  propose  any  modifications  to  the  building  exterior  or  interior 
and  consists  of  the  change  of  use  only.  As  provided  under  the  San  Francisco 
Administrative  Code,  65  residential  hotel  rooms  at  the  project  site  (to  be  converted  to 
tourist  hotel  rooms)  will  be  replaced  at  317  Leavenworth  Street.  This  actual  two-way 
conversion  itself  is  also  the  subject  of  the  Conditional  Use  request.  (A  companion 
common  open  space  and  parking  variance  case  for  317  Leavenworth  (Case  No. 
2007.1164V)  to  permit  the  replacement  of  the  residential  hotel  rooms  will  be  considered 
by  the  Zoning  Administrator  concurrently  with  this  case.)  The  remaining  12  residential 
hotel  rooms  will  be  converted  to  tourist  hotel  rooms  through  the  payment  of  an  in-lieu  fee 
as  provided  in  the  Administrative  Code.  (The  in-lieu  fee  payment  provision  is  NOT 
subject  to  Conditional  Use  authorization.)  The  project  site  is  located  in  a  C-3-G 
(Downtown  General  Commercial)  Zoning  District  and  an  80-1 30-F  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  April  24,  2008) 


4b.       2007.1164V  (A.  LIGHT:  (415)  558-6254) 

317  LEAVENWORTH  STREET  -  northwest  corner  of  intersection  with  Eddy  Street;  Lot 
005  in  Assessor's  Block  0334  -  Request  for  Residential  Open  Space  and  Off-Street 
Parking  Variances.  The  proposal  is  to  convert  the  existing  65  tourist  hotel  room  into  65 
residential  hotel  rooms  in  conjunction  with  a  reverse  conversion  at  140  Ellis  Street.  The 
existing  building  occupies  the  lot  almost  entirely,  and  none  of  the  proposed  residential 
hotel  rooms  would  be  provided  with  any  private  or  common  open  space,  nor  would  any 
off-street  parking  spaces  be  provided.  The  project  site  is  located  in  an  RC-4  (Residential- 
Commercial,  Combined,  High  Density)  Zoning  District  and  an  80-T  Height  and  Bulk 
District. 

(Continued  from  Regular  Meeting  of  April  24,  2008) 


5.         2007.1362X  (K.  GUY:  (415)  558-6162) 

1145  MARKET  STREET  -  south  side  between  Seventh  and  Eighth  Streets,  Lot  044  in 
Assessor's  Block  3702  -  Section  309  Determination  of  Compliance  to  replace  the 
existing  copper  cupola  roof  feature  with  a  glass  roof  that  would  increase  the  height  of  this 
element  by  three  feet  at  the  top  of  this  thirteen  story  office  building.  The  project  site  is 
within  a  C-3-G  (Downtown  General  Commercial)  Zoning  District  and  a  120-X  Height 
and  Bulk  district. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  April  17,  2008) 


C.         COMMISSIONERS'  QUESTIONS  AND  MATTERS 


6         Commission  Comments/Questions 
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•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

D.  DIRECTOR'S  REPORT 

7.  Director's  Announcements 

8.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

E.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

F.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

G.  CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 

9.  2003.0655E  (S.  MICKELSEN:  (415)  575-9039) 
SFPUC  NEW  CRYSTAL  SPRINGS  BYPASS  TUNNEL  -  Certification  of  the  Final 
Environmental  Impact  Report  -  prepared  for  San  Francisco  Public  Utilities 
Commission's  (SFPUC)  proposed  New  Crystal  Springs  Bypass  Tunnel  Project  which 
proposes  to  excavate  a  4,200-foot  long  tunnel  at  depths  ranging  from  about  60  to  200 
feet  along  Polhemus  Road  in  San  Mateo  County.  A  96-inch  pipeline  inside  the  tunnel 
would  convey  drinking  water  to  San  Francisco  and  San  Mateo  County  customers.  The 
tunnel  would  replace  an  existing  pipeline  with  the  same  conveyance  capacity.  NOTE: 
The  public  hearing  on  the  Draft  EIR  is  closed.  The  public  comment  period  for  the 
Draft  EIR  ended  on  October  9,  2007.  The  Planning  Commission  does  not  conduct 
public  review  of  Final  EIRs.  Public  comments  on  the  certification  may  be 
presented  to  the  Planning  Commission  during  the  Public  Comment  portion  of  the 
Commission  calendar. 

Preliminary  Recommendation:  Certify  Environmental  Impact  Report 

H.  REGULAR  CALENDAR 

3:30  P.M.  -  -  [Although  the  following  item  may  be  called  after  the  listed  time,  it  will  not  be 
called  before.] 

10.  ^  (A.  VARAT:  (415)  558-6405) 
BETTER  STREETS  PLAN  -  Staff  will  give  an  informational  presentation  on  the  Draft 
Better  Streets  Plan,  which  was  released  to  the  public  on  June  2,  2008.  The  Better 
Streets  Plan  creates  a  unified  set  of  standards,  guidelines,  and  implementation 
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strategies  to  govern  how  the  City  designs,  builds,  and  maintains  its  pedestrian 
environment.  It  is  a  collaboration  between  the  Planning  Department,  DPW,  MTA,  PUC, 
and  other  City  departments. 

Preliminary  Recommendation:  Informational  only,  no  action  requested. 

I.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Regular  Meeting  SAN  FRANCISCO 

PUBLIC  LIBRARY 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  Ron  Miguel  Kathrin  Moore;  William  L.  Lee; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 

,  1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery&sfciov.orcj 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr  Carlton  B  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Planning  Commission 


Thursday,  June  12,  2008 


12:30  PM 


ROLL  CALL: 

President:  Christina  R.  Olague 

Commissioners:  Michael  J.  Antonini;  Ron  Miguel;  Kathrin  Moore; 

William  L.  Lee  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1.  2007.1454C  (A.  PUTRA:  (415)  575-9079) 
2116  IRVING  STREET  (AKA  2100  IRVING  STREET)  -  north  side  between  22nd  and  23rd 
Avenues;  Lot  021  in  Assessor's  Block  1728  -  Request  for  Conditional  Use 
Authorization,  pursuant  to  Planning  Code  Sections  703.3  &  703.4  to  legalize  an  existing 
formula  retail  use  (d.b.a.  Quickly),  within  the  NC-2  (Small  Scale,  Neighborhood 
Commercial)  District,  and  65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Pending 

(Continued  from  Regular  Meeting  of  March  20,  2008) 

(Proposed  for  Continuance  to  August  14,  2008) 

2.  2008.0441Z  (L.  LANGLOIS:  (415)  575-9083) 
AMEND  HEIGHT  AND  BULK  PROVISIONS  ON  THIRD  STREET  AND  MENDELL 
STREET  IN  THE  THIRD  STREET  NEIGHBORHOOD  COMMERCIAL  DISTRICT. 
[BOARD  FILE  NO.  0804781  -  On  April  8th,  2008  Supervisor  Maxwell  proposed  an 
Ordinance  amending  the  Height  Map  HT  10  of  the  Zoning  Map  of  the  City  and  County  of 
San  Francisco  to  change  the  height  and  bulk  provisions  from  "105-A"to  "55-X"  for  Block 
5323,  lots  13,  14,  14A,  15,  15A  and  15B.  The  proposed  Ordinance  is  before  the 
Commission  so  that  it  may  recommend  adoption,  rejection,  or  adoption  with  modifications 
to  the  Board  of  Supervisors  and  adopt  findings,  including  environmental  findings  and 
findings  of  consistency  the  General  Plan  and  the  Priority  Policies  of  Planning  Code 
Section  101.1. 

(Proposed  for  Continuance  to  July  10,  2008) 

3.  2006.0432E  (P.  SIEFERS:  (415)  575-9045) 
299  VALENCIA  STREET  -  Lot  014  of  Assessor's  Block  3532,  bounded  by  Valencia,  14lh 
Street,  Clinton  Park  Street  (an  alley),  and  Stevenson  Street  (an  alley)  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration.  The  proposed  project  would  include 
demolition  of  the  existing  paved  parking  lot  which  covers  the  11,020  square  foot  site,  a 
222  square  foot  office  shed,  formerly  a  used  car  sales  office,  and  a  billboard  sign 
extending  above  the  west  side  of  the  site  and  construction  of  a  five-story,  mixed  use 
building  with  4,917  square  feet  of  ground  floor  retail  and  36  dwelling  units.  The  building 
would  contain  12  one-bedroom  units  and  24  two-bedroom  units,  of  which  four  (4)  are 
required  to  be  below  market  rate.  The  application  was  filed  prior  to  the  March  23,  2006 
date  within  the  Planning  Code  that  triggers  an  increase  in  the  required  percentage  of 
below  market  units  from  12  percent  to  15  percent.  The  applicant  proposes  a  total  of  36 
motorized  vehicle  parking  spaces  accessed  via  Stevenson  Street,  only  thirty  of  which  are 
permitted  with  a  use  permit  under  recently  enacted  Market-Octavia  Plan  and  zoning 
controls.  Ground  floor  retail  would  be  divided  into  three  spaces  ranging  from  1,479 
square  feet  to  1,958  square  feet  and  would  be  accessed  via  Valencia  Street,  14th  Street 
and  the  corner  where  these  two  streets  intersect.  Bicycle  parking  for  18  bicycles  would 
be  provided  in  the  garage  and  accessible  through  the  lobby.  The  project  sponsor  would 
seek  approval  from  the  SFMTA  for  one  on-street  loading  space  to  be  located  adjacent  to 
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the  elevator  along  14th  Street  which  could  accommodate  a  service  van  or  a  small  truck. 
No  on-site  freight  or  delivery  spaces  are  proposed. 
(Proposed  for  Continuance  to  July  24,  2008) 

4.  (C.  NIKITAS:  (415)  558-6306) 
LOSS  OF  DWELLING  IMPLEMENTATION  -  Informational 

(Proposed  for  Continuance  to  June  26,  2008) 

B.  CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

5.  2008.0455C  (S.  MIDDLEBROOK:  (415)  558-6372) 
525  CASTRO  STREET  -  east  side  between  18th  and  19,h  Streets;  Lot  069  in  Assessor's 
Block  3583  -  Request  for  Conditional  Use  Authorization,  pursuant  to  Planning  Code 
Section  703.3  to  allow  a  formula  retail  business  (d.b.a.  Levi's)  to  operate  within  the 
Castro  Street  Neighborhood  Commercial  District  and  40-X  Height  and  Bulk  District.  The 
proposed  project  is  to  construct  a  Levi's  clothing  store  at  the  ground  level,  in  the  former 
location  of  the  Castro  Video  store. 

Preliminary  Recommendation:  Approval  with  Conditions. 

C.  DIRECTOR'S  REPORT 

6.  Director's  Announcements 

7.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

8.  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
Discussion  and  consideration  of  possible  action  to  make  a  recommendation  to  the  Board 
of  Supervisors  regarding  Charter  Amendments  proposed  for  the  November  4,  2008 
election. 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

F.  REGULAR  CALENDAR 

9  The  Commission  will  meet  to  discuss  whether  or  not  they  will  schedule  special  meetings 
on  Thursday,  June  26,  2008  and  July  3,  2008. 
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10.       2004.1245E  (N.  TURRELL:  (415)  575-9047) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  Assessor's  Block  0287, 
Lots  013,  014  -  Appeal  of  a  Preliminary  Mitigated  Negative  Declaration.  The  10,500 
square-foot  project  site  is  located  at  300  Grant  Avenue  (aka  272-290  Sutter  Street)  on 
the  northeast  corner  of  Grant  Avenue  and  Sutter  Street.  The  proposed  project  would 
involve  the  demolition  of  two  buildings  containing  approximately  35,600-square  feet  of 
retail  space  and  construction  of  an  approximately  111,000  gross  square  foot,  10-story 
over  two-level  basement,  113-foot  tall  building  containing  up  to  45  residential  units, 
16,000  square  feet  of  retail  space,  and  up  to  40  off-street  parking  spaces.  The  retail 
entrances  to  the  proposed  project  would  be  at  the  corner  of  Grant  Avenue  and  Sutter 
Street,  or  on  the  Grant  Avenue  or  Sutter  Street  frontages,  while  the  residential  lobby 
entrance  would  be  on  Sutter  Street.  Access  to  the  parking  garage  would  be  from  Harlan 
Place  off  Grant  Avenue.  The  site  is  zoned  C-3-R  (Downtown  Retail)  within  an  80-1 30-F 
Height  and  Bulk  District,  and  the  Downtown  Area  Plan  of  the  General  Plan,  and  is  in  the 
Kearny-Market-Mason-Sutter  Conservation  District. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  December  6,  2007) 

NOTE:  On  July  12,  2007,  following  public  testimony,  the  Commission  entertained  a 
motion  to  uphold  the  Preliminary  Mitigated  Negative  Declaration  (PMND).  The 
motion  failed  by  a  vote  of  +2  -4.  Commissioner  S.  Lee  was  excused.  The 
Commission  continued  the  matter  to  September  6,  2007  by  a  vote  +5  -1, 

(Continued  from  Regular  Meeting  of  May  15,  2008) 

11a.      2004.1245EKVX  (J.  MILLER:  (415)  558-6344) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  northeast  corner  at 
Sutter  Street,  Lots  13  and  14  in  Assessor's  Block  287,  in  a  C-3-R  (Downtown  Retail) 
District  and  an  80-1 30-F  Height  and  Bulk  District  -  Request  for  review  under  Planning 
Code  ("Code")  Section  309  of  the  construction  of  a  new,  ten-story  mixed-use  building 
containing  approximately  45  dwelling  units,  approximately  16,000  square  feet  of  ground- 
and  second-floor  retail  space,  and  up  to  40  off-street  parking  spaces  in  a  two-level 
underground  garage,  requiring  the  authorization  of  exceptions  to  Code  standards  for 
height  above  80  feet,  building  bulk,  rear  yard,  and  off-street  parking,  as  well  as  the 
granting  of  Variances  of  Code  standards  for  dwelling-unit  exposure  and  projections  into 
required  open  area. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  May  15,  2008) 

11b.     2004.1245EKVX  (J.  MILLER:  (415)  558-6344) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  northeast  corner  at 
Sutter  Street,  Lots  13  and  14  in  Assessor's  Block  287,  in  a  C-3-R  (Downtown  Retail) 
District  and  an  80-1 30-F  Height  and  Bulk  District  -  Request  for  Variance  of  Planning 
Code  standards  for  dwelling-unit  exposure  and  projections  into  required  open  area  in 
conjunction  with  the  construction  of  a  new,  ten-story  mixed-use  building  containing 
approximately  45  dwelling  units,  approximately  16,000  square  feet  of  ground-  and 
second-floor  retail  space,  and  up  to  40  off-street  parking  spaces  in  a  two-level 
underground  garage. 

(Continued  from  Regular  Meeting  of  May  15,  2008) 

12.       2008.0548EJZ       ^  (C.  NIKITAS  (415)  558-6306) 

901  BUSH  STREET  -  southwest  corner  at  Taylor  Street;  Lot  001  in  Assessor's  Block 
0282  -  Amendment  to  the  Planning  Code,  initiated  by  an  individual,  creating  the  901 
Bush  Street  Special  Use  District  (SUD),  that  would  enable  reconstruction  of  a  severely 
fire-damaged  five-story-over-basement  historical  residential  building  containing  38  units, 
as  new  construction,  modifying  Planning  Code  requirements  for  open  space,  rear  yard, 
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parking,  and  density,  and  requiring  provision  of  on-site  affordable  units.  To  enact  the 
SUD,  a  Text  Change,  adding  Section  249.36,  and  a  Map  Change  to  modify  Sheet  SU01 
designating  the  901  Bush  Street  Special  Use  District  at  this  site,  are  requested.  The 
property  is  currently  in  an  RC-4  (Residential-Commercial  Combined,  High  Density) 
District.  The  existing  65-A  Height  and  Bulk  District  would  remain. 
Preliminary  Recommendation:  Approval 

13.       2007.0168E  (N.  TURRELL:  (41 5)  575-9047) 

THE  22.5-ACRE  HUNTERS  VIEW  PUBLIC  HOUSING  DEVELOPMENT:  MIDDLE 
POINT  AND  WEST  POINT  ROADS  AND  WILLS  AND  HARE  STREET,  LOTS  003.  004. 
AND  009  IN  BLOCK  4624  AND  AN  ADJACENT  VACANT  PROPERTY,  A  PORTION  OF 
KEITH  STREET,  LOT  027  IN  BLOCK  4720  -  Certification  of  the  Final  Environmental 
Impact  Report.  The  San  Francisco  Housing  Authority  and  Hunters  View  Associates,  LP, 
assisted  by  the  San  Francisco  Redevelopment  Agency  and  the  Mayor's  Office  of  Housing 
propose  to  construct  up  to  800  residential  units  in  multiple  buildings.  The  project  would 
replace  one-for-one  the  existing  267  public  housing  units,  and  would  result  in  a  mixed- 
income  community  comprised  of  for-rent  and  for-sale  units  at  and  below  market  rate,  as 
well  as  public  housing  units.  The  project  would  also  include  housing  constructed  by 
Habitat  for  Humanity  and  resident-serving  retail  and  community  space,  and  up  to  816  off- 
street  parking  spaces.  The  project  would  include  improvements  to  access  and  circulation 
including  realignment  of  some  existing  streets,  and  addition  of  new  streets  and  sidewalks 
as  well  as  areas  of  outdoor  open  space.  Most  of  the  project  site  is  located  within  an  RM- 
1  (Residential,  Mixed-Use,  Low  Density)  zoning  district  and  a  40-X  height  and  bulk 
district.  A  portion  of  the  site  is  zoned  RH-2  (Residential,  House,  Two-Family),  NC-2 
(Neighborhood  Commercial,  Small-Scale),  and  M-1  (Light  Industrial).  The  proposed 
project  would  require  a  Zoning  Map  Amendment  to  rezone  the  site  to  65-X,  and 
Conditional  Use  Approval  for  a  Planned  Unit  Development. 
Preliminary  Recommendation:  Certify  the  Final  Environmental  Impact  Report. 
Note:  The  public  review  period  for  the  Draft  Environmental  Impact  Report  ended  at  5:00 
pm,  April  14,  2008.  The  Planning  Commission  does  not  conduct  public  review  of  Final 
EIRs.  Public  comments  on  the  certification  may  be  presented  to  the  Planning 
Commission  during  the  Public  Comment  portion  of  the  Commission  calendar. 

14a.      2007.0168ETZ  (M.  SNYDER:  (415)  575-6891) 

THE  22.5-ACRE  HUNTERS  VIEW  PUBLIC  HOUSING  DEVELOPMENT:  MIDDLE 
POINT  AND  WEST  POINT  ROADS  AND  WILLS  AND  HARE  STREET,  LOTS  003,  004, 
AND  009  IN  BLOCK  4624  AND  AN  ADJACENT  VACANT  PROPERTY,  A  PORTION  OF 
KEITH  STREET,  LOT  027  IN  BLOCK  4720  -  Consideration  of  Adoption  of  CEQA 
Findings  regarding  proposed  Planning  Code  Amendments,  Planning  Code  Text 
Amendments,  and  Conditional  Use  Authorization.  The  Project  would  consist  of 
demolishing  and  replacing  all  of  the  existing  Housing  Authority  units  and  constructing 
additional  units  resulting  in  approximately  800  dwelling  units,  6,400  square  feet  of 
resident-serving  commercial  uses,  21,600  square  feet  of  residential  care  and  other 
supportive  services,  along  with  new  streets,  parks,  and  other  open  space.  Block  4624  / 
Lots  003,  004,  and  009  is  within  an  RM-1  (Residential,  Mixed,  Low-Density)  District; 
Block  4720  /  Lot  027  is  within  an  RH-2  (House,  Two-family)  District,  an  M-1  (Light 
Industrial)  District  and  an  NC-2  (Neighborhood  Commercial  Small-Scale)  District.  All  of 
the  subject  site  is  within  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approve  the  Draft  Motion  Adopting  the  CEQA  Findings. 

14b      2007.0168CETZ  (M.  SNYDER  (415-575-6891) 

THE  22.5-ACRE  HUNTERS  VIEW  PUBLIC  HOUSING  DEVELOPMENT:  MIDDLE 
POINT  AND  WEST  POINT  ROADS  AND  WILLS  AND  HARE  STREET,  LOTS  003,  004, 
AND  009  IN  BLOCK  4624  AND  AN  ADJACENT  VACANT  PROPERTY,  A  PORTION  OF 
KEITH  STREET,  LOT  027  IN  BLOCK  4720    -  Request  for  a  Planning  Code  Map 
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Amendment  to  (1)  rezone  block  4720  /  Lot  27  from  RH-2,  M-1  and  NC-2  to  RM-1,(2) 
rezone  the  entire  site  from  a  40-X  Height  and  Bulk  District  to  the  40  /  65-X  Height  and 
Bulk  District,  (3)  designate  the  entire  site  as  the  Hope  SF  Hunters  View  Special  Use 
District.  The  Project  would  consist  of  demolishing  and  replacing  all  of  the  existing 
Housing  Authority  units  and  constructing  additional  units  resulting  in  approximately  800 
dwelling  units,  6,400  square  feet  of  resident-serving  commercial  uses,  21,600  square  feet 
of  residential  care  and  other  supportive  services,  along  with  new  streets,  parks,  and  other 
open  space.  Block  4624  /  Lots  003,  004,  and  009  is  within  an  RM-1  (Residential,  Mixed, 
Low-Density)  District;  Block  4720  /  Lot  027  is  within  an  RH-2  (House,  Two-family)  District, 
an  M-1  (Light  Industrial)  District  and  an  NC-2  (Neighborhood  Commercial  Small-Scale) 
District.  All  of  the  subject  site  is  within  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval 

14c.      2007.01 68CEIZ:  (M.  SNYDER  (415-575-6891) 

THE  22.5-ACRE  HUNTERS  VIEW  PUBLIC  HOUSING  DEVELOPMENT:  MIDDLE 
POINT  AND  WEST  POINT  ROADS  AND  WILLS  AND  HARE  STREET.  LOTS  003.  004, 
AND  009  IN  BLOCK  4624  AND  AN  ADJACENT  VACANT  PROPERTY,  A  PORTION  OF 
KEITH  STREET,  LOT  027  IN  BLOCK  4720  -  Request  for  a  Planning  Code  text 
Amendment  to  (1)  establish  Planning  Code  Section  249.39  describing  the  Hope  SF 
Hunter  View  Special  Use  District  and  the  provisions  therein,  and  Planning  Code  Section 
263.20  describing  height  provisions  for  the  Hunters  View  Special  Use  District  and  the 
40/65-X  Height  and  Bulk  District.  The  Project  would  consist  of  demolishing  and  replacing 
all  of  the  existing  Housing  Authority  units  and  constructing  additional  units  resulting  in 
approximately  800  dwelling  units,  6,400  square  feet  of  resident-serving  commercial  uses, 
21,600  square  feet  of  residential  care  and  other  supportive  services,  along  with  new 
streets,  parks,  and  other  open  space.  Block  4624  /  Lots  003,  004,  and  009  is  within  an 
RM-1  (Residential,  Mixed,  Low-Density)  District;  Block  4720  /  Lot  027  is  within  an  RH-2 
(House,  Two-family)  District,  an  M-1  (Light  Industrial)  District  and  an  NC-2  (Neighborhood 
Commercial  Small-Scale)  District.  All  of  the  subject  site  is  within  a  40-X  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval 

14d.      2007.0168CETZ  (B.  FU:  (415)  558-6613) 

THE  22.5-ACRE  HUNTERS  VIEW  PUBLIC  HOUSING  DEVELOPMENT:  MIDDLE 
POINT  AND  WEST  POINT  ROADS  AND  WILLS  AND  HARE  STREET,  LOTS  003,  004, 
AND  009  IN  BLOCK  4624  AND  AN  ADJACENT  VACANT  PROPERTY.  A  PORTION  OF 
KEITH  STREET,  LOT  027  IN  BLOCK  4720  -  Request  for  Conditional  Use 
Authorization  for  a  Planned  Unit  Development  under  Planning  Code  Sections  303  and 
304.  The  Planning  Unit  Development  would  include  exceptions  to  rear  yards  (Planning 
Code  Section  134(a)  and  (c)),  usable  open  space  (Planning  Code  Section  135), 
allowable  obstructions  (Planning  Code  Section  136),  spacing  of  street  trees  (Planning 
Code  Section  143),  parking  (Planning  Code  Sections  150,  151,  154  and  155),  bicycle 
parking  (Planning  Code  Section  155.5),  loading  (Section  152),  dwelling  unit  exposure 
(Section  140),  measurement  of  height  (Planning  Code  Sections  102. .12  and  260(a))  and 
density  (Planning  Code  Section  209.1).  The  Project  would  consist  of  demolishing  and 
replacing  all  of  the  existing  Housing  Authority  units  and  constructing  additional  units 
resulting  in  approximately  800  dwelling  units,  6,400  square  feet  of  resident-serving 
commercial  uses,  21,600  square  feet  of  residential  care  and  other  supportive  services, 
along  with  new  streets,  parks,  and  other  open  space.  Block  4624  /  Lots  003,  004,  and 
009  is  within  an  RM-1  (Residential,  Mixed,  Low-Density)  District;  Block  4720  /  Lot  027  is 
within  an  RH-2  (House,  Two-family)  District,  an  M-1  (Light  Industrial)  District  and  an  NC-2 
(Neighborhood  Commercial  Small-Scale)  District.  All  of  the  subject  site  is  within  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  conditions 


Notice  of  Meeting  and  Calendar 


Page  7 


Thursday.  June  12.  2008 


3:30  P.M. 

15.       2004.01 60EMTUZUU  (K.  RICH  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  PROGRAM  - 

Hearing  #3  -  June  12,  2008  (Commission  workshop  &  public  comment) 

Staff  will  lead  a  discussion  with  the  Commission  on  the  following  aspects  of  the  four 
Eastern  Neighborhoods  Area  Plans:  Complete  Neighborhoods  -  overall  framework  for 
transportation,  open  space,  streets,  building  heights  and  design,  community  facilities  and 
historic  preservation  in  East  SoMa,  Mission,  Showplace/Square  Potrero  Hill  and  Central 
Waterfront.  At  this  hearing,  Planning  Department  staff  will  present  information  and  the 
Planning  Commission  will  hear  public  comment  on  the  subjects  discussed  at  the  hearing. 

The  Commission  may  also  discuss  any  and  all  other  subjects  related  to  the  Eastern 
Neighborhoods  Program. 

Preliminary  Recommendation:  Informational  Presentation  and  Public  Comment;  No 
Commission  Action  requested  at  the  June  12  hearing. 

The  Planning  Commission  will  hold  a  series  of  public  hearings  beginning  on  May  15, 
2008  to  consider  Case  No.  2004.0160EMTUZUU,  and  would  include  adopting  a  Motion  to 
certify  the  Final  Environmental  Impact  Report  and  adopt  CEQA  Findings  and  consider 
resolutions  to  approve  amendments  to  the  San  Francisco  General  Plan,  Planning  Code 
and  Zoning  Map  and  resolutions  to  approve  Historic  Resources  Interim  Procedures  and 
Public  Benefits  Program  and  Monitoring  Procedures  related  to  the  four  Eastern 
Neighborhoods  Area  Plans  -  the  Mission,  Showplace  Square/Potrero  Hill,  Central 
Waterfront  and  East  SoMa  Area  Plans.  Hearings  are  currently  scheduled  for  May  15, 
2008,  June  5,  2008,  June  12,  2008  and  June  19  2008.  The  Commission  will  consider  and 
receive  public  comment  on  specific  aspects  of  the  Plans  and  proposed  amendments  at 
each  hearing.  The  series  of  hearings  will  culminate  in  a  public  hearing  to  consider 
adoption  actions  on  or  after  June  19,  2008. 

The  project  encompasses  a  significant  proportion  of  the  San  Francisco  land  area  in  the 
southeast  quadrant  of  the  City,  encompassing: 

•  East  SoMa  (the  eastern  portion  of  the  South  of  Market  district),  bounded  generally  by 
Folsom  Street  on  the  northwest,  the  Rincon  Hill  Plan  area  (essentially,  Second 
Street)  on  the  east,  Townsend  Street  on  the  south,  and  Fourth  Street  on  the  west, 
with  an  extension  to  the  northwest  bounded  by  Harrison,  Seventh,  Mission,  Sixth 
(both  sides),  Natoma,  Fifth,  and  Folsom  Streets; 

•  the  Mission,  bounded  by  13th  and  Division  Streets  on  the  north,  Potrero  Avenue  on 
the  east,  Cesar  Chavez  Street  on  the  south,  and  Guerrero  Street  on  the  west; 

•  the  Showplace  Square/Potrero  Hill  district,  generally  bounded  by  Bryant  Street  and 
10th  Street  on  the  northwest,  Seventh  Street  on  the  northeast,  Interstate  Highway 
280  (I-280)  on  the  east,  25th  and  26th  Streets  on  the  south,  and  Potrero  Avenue  on 
the  west;  and 

•  the  Central  Waterfront,  bounded  by  Mariposa  Street  on  the  north,  San  Francisco 
Bay  on  the  east,  Islais  Creek  on  the  south,  and  I-280  on  the  west. 

The  project  Areas  are  comprised  of  the  entirety  or  portions  of  437  Assessor's  Blocks. 
Specifically,  on  or  after  June  19,  2008,  the  Commission  will  consider  the  following 

actions: 
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•  Case  2004.01 60E  -  Certification  of  the  Final  Environmental  Impact  Report  and 
adoption   of  CEQA   Findings   on   the   Eastern    Neighborhoods  Area  Plans. 

•  Case  2004.0160M  -  Adopt  General  Plan  amendments  that  would,  1)  add  to  the 
General  Plan  four  new  area  plans  (the  "Eastern  Neighborhoods  Area  Plans"),  which 
include  the  Mission,  East  SoMa,  Showplace  Square/Potrero  Hill  and  Central 
Waterfront  Area  Plans;  and  2)  also  make  related  amendments  to  the  following 
portions  of  the  existing  General  Plan:  the  Commerce  and  Industry  Element, 
Recreation  Element,  Open  Space  Element,  the  South  of  Market  Area  Plan,  the 
Central  Waterfront  Area  Plan,  the  Northeastern  Waterfront  Area  Plan,  and  the  Land 
Use  Index; 

•  Case  2004.0160T  -  Adopt  Planning  Code  text  amendments  that  would  revise 
Planning  Code  controls,  including,  but  not  limited  to  controls  for  land  use,  height  and 
bulk,  building  design,  density,  open  space,  and  parking;  establish  13  new  zoning 
districts;  amend  the  South  Park  District;  RTO  District,  NCT  Districts,  and  Downtown 
Residential  Districts;  and  make  related  revisions  to  the  Planning  Code  necessary  to 
implement  the  General  Plan  as  proposed  to  be  amended  and  make  related  Planning 
Code   Amendments   pursuant   to   the   Eastern    Neighborhoods   Area  Plans. 

•  Case  2004.0160Z  -  Adopt  Zoning  Map  amendments  that  would  revise  the  Zoning 
Maps  of  the  City  and  County  of  San  Francisco.  Proposed  Planning  Code  map 
amendments  would  a)  update  height  and  bulk  districts,  b)  apply  the  RTO  District  and 
PDR-2  Districts  in  the  Eastern  Neighborhoods,  and  c)  establish  13  new  zoning 
districts. 

•  Case  2004.01 60U  -  Adopt  Interim  Historic  Preservation  procedures  that  would 
establish  interim  procedures  for  additional  review  of  proposed  changes  to  or 
demolition  of  historic  or  potentially  historic  resources  in  the  Eastern  Neighborhoods, 
pending  completion  of  the  ongoing  historic  resource  surveys. 

•  Case  2004.01 60UU  -  Adopt  Monitoring  and  Review  Procedures  in  order  to  review 
development  activity  and  progress  towards  the  Eastern  Neighborhoods 
implementation  measures. 

6:30  P.M. 

16.      2004.0160EMTUZUU  (K.  RICH  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  PROGRAM  - 

Hearing  #4  -  June  12,  2008  -  (Commission  workshop  &  public  comment) 

Staff  will  lead  a  discussion  with  the  Commission  on  the  following  aspects  of  the  four 
Eastern  Neighborhoods  Area  Plans:  Implementation  of  the  plans,  including  the  zoning 
map,  zoning  controls,  other  implementation  measures  taken  by  the  Planning  Department 
and  other  City  agencies,  and  the  measures  taken  to  ensure  that  the  plans  are 
implemented.  At  this  hearing,  Planning  Department  staff  will  present  information  and  the 
Planning  Commission  will  hear  public  comment  on  the  subjects  discussed  at  the  hearing. 

The  Commission  may  also  discuss  any  and  all  other  subjects  related  to  the  Eastern 
Neighborhoods  Program. 

Preliminary  Recommendation:  Informational  Presentation  and  Public  Comment;  No 
Commission  Action  requested  at  the  June  12  hearing. 
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The  Planning  Commission  will  hold  a  series  of  public  hearings  beginning  on  May  15, 
2008  to  consider  Case  No.  2004.0160EMTUZUU,  and  would  include  adopting  a  Motion  to 
certify  the  Final  Environmental  Impact  Report  and  adopt  CEQA  Findings  and  consider 
resolutions  to  approve  amendments  to  the  San  Francisco  General  Plan,  Planning  Code 
and  Zoning  Map  and  resolutions  to  approve  Historic  Resources  Interim  Procedures  and 
Public  Benefits  Program  and  Monitoring  Procedures  related  to  the  four  Eastern 
Neighborhoods  Area  Plans  -  the  Mission,  Showplace  Square/Potrero  Hill,  Central 
Waterfront  and  East  SoMa  Area  Plans.  Hearings  are  currently  scheduled  for  May  15, 
2008,  June  5,  2008,  June  12,  2008  and  June  19  2008.  The  Commission  will  consider  and 
receive  public  comment  on  specific  aspects  of  the  Plans  and  proposed  amendments  at 
each  hearing.  The  series  of  hearings  will  culminate  in  a  public  hearing  to  consider 
adoption  actions  on  or  after  June  19,  2008. 

The  project  encompasses  a  significant  proportion  of  the  San  Francisco  land  area  in  the 
southeast  quadrant  of  the  City,  encompassing: 

•  East  SoMa  (the  eastern  portion  of  the  South  of  Market  district),  bounded  generally  by 
Folsom  Street  on  the  northwest,  the  Rincon  Hill  Plan  area  (essentially,  Second 
Street)  on  the  east,  Townsend  Street  on  the  south,  and  Fourth  Street  on  the  west, 
with  an  extension  to  the  northwest  bounded  by  Harrison,  Seventh,  Mission,  Sixth 
(both  sides),  Natoma,  Fifth,  and  Folsom  Streets; 

•  the  Mission,  bounded  by  13th  and  Division  Streets  on  the  north,  Potrero  Avenue  on 
the  east,  Cesar  Chavez  Street  on  the  south,  and  Guerrero  Street  on  the  west; 

•  the  Showplace  Square/Potrero  Hill  district,  generally  bounded  by  Bryant  Street  and 
10th  Street  on  the  northwest,  Seventh  Street  on  the  northeast,  Interstate  Highway 
280  (I-280)  on  the  east,  25th  and  26th  Streets  on  the  south,  and  Potrero  Avenue  on 
the  west;  and 

•  the  Central  Waterfront,  bounded  by  Mariposa  Street  on  the  north,  San  Francisco 
Bay  on  the  east,  Islais  Creek  on  the  south,  and  I-280  on  the  west. 

The  project  Areas  are  comprised  of  the  entirety  or  portions  of  437  Assessor's  Blocks. 
Specifically,  on  or  after  June  19,  2008,  the  Commission  will  consider  the  following 

actions: 

•  Case  2004.01 60E  -  Certification  of  the  Final  Environmental  Impact  Report  and 
adoption   of   CEQA   Findings   on    the    Eastern    Neighborhoods   Area  Plans. 

•  Case  2004.0160M  -  Adopt  General  Plan  amendments  that  would,  1)  add  to  the 
General  Plan  four  new  area  plans  (the  "Eastern  Neighborhoods  Area  Plans"),  which 
include  the  Mission,  East  SoMa,  Showplace  Square/Potrero  Hill  and  Central 
Waterfront  Area  Plans;  and  2)  also  make  related  amendments  to  the  following 
portions  of  the  existing  General  Plan:  the  Commerce  and  Industry  Element, 
Recreation  Element,  Open  Space  Element,  the  South  of  Market  Area  Plan,  the 
Central  Waterfront  Area  Plan,  the  Northeastern  Waterfront  Area  Plan,  and  the  Land 
Use  Index; 

•  Case  2004.0160T  -  Adopt  Planning  Code  text  amendments  that  would  revise 
Planning  Code  controls,  including,  but  not  limited  to  controls  for  land  use,  height  and 
bulk,  building  design,  density,  open  space,  and  parking;  establish  13  new  zoning 
districts;  amend  the  South  Park  District;  RTO  District,  NCT  Districts,  and  Downtown 
Residential  Districts;  and  make  related  revisions  to  the  Planning  Code  necessary  to 
implement  the  General  Plan  as  proposed  to  be  amended  and  make  related  Planning 
Code    Amendments    pursuant   to    the    Eastern    Neighborhoods    Area  Plans. 
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•  Case  2004.0160Z  -  Adopt  Zoning  Map  amendments  that  would  revise  the  Zoning 
Maps  of  the  City  and  County  of  San  Francisco.  Proposed  Planning  Code  map 
amendments  would  a)  update  height  and  bulk  districts,  b)  apply  the  RTO  District  and 
PDR-2  Districts  in  the  Eastern  Neighborhoods,  and  c)  establish  13  new  zoning 
districts. 

•  Case  2004.01 60U  -  Adopt  Interim  Historic  Preservation  procedures  that  would 
establish  interim  procedures  for  additional  review  of  proposed  changes  to  or 
demolition  of  historic  or  potentially  historic  resources  in  the  Eastern  Neighborhoods, 
pending      completion      of     the      ongoing      historic      resource  surveys. 

•  Case  2004.01 60UU  -  Adopt  Monitoring  and  Review  Procedures  in  order  to  review 
development  activity  and  progress  towards  the  Eastern  Neighborhoods 
implementation  measures. 

G.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

17.       Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

H.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Regular  Meeting 

*  M  PUBLIC  LIBRARY 

President:  Christina  R.  Olague 
Commissioners:  Michael  J.  Antonini;  Ron  Miguel  Kathrin  Moore;  William  L.  Lee; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (41 5)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtvJndex.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1 650  Mission  Street,  Suite  400,  San  Francisco,  CA  941 03-241 4.  Comments  received  by  1 1 :00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery @sfqov. org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 
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Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system- will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 

the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Planning  Commission 


Thursday,  June  12,  2008 


12:30  PM 


ROLL  CALL: 


President: 
Commissioners: 


Christina  R.  Olague 

Michael  J.  Antonini;  Ron  Miguel;  Kathrin  Moore; 
William  L.  Lee;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 

1.  2007.1454C  (A.  PUTRA:  (415)  575-9079) 
2116  IRVING  STREET  (AKA  2100  IRVING  STREET)  -  north  side  between  22nd  and  23rd 
Avenues;  Lot  021  in  Assessor's  Block  1728  -  Request  for  Conditional  Use 
Authorization,  pursuant  to  Planning  Code  Sections  703.3  &  703.4  to  legalize  an  existing 
formula  retail  use  (d.b.a.  Quickly),  within  the  NC-2  (Small  Scale,  Neighborhood 
Commercial)  District,  and  65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Pending 

(Continued  from  Regular  Meeting  of  March  20,  2008) 

(Proposed  for  Continuance  to  August  14,  2008) 

2.  2008.0441  Z  (L  LANGLOIS:  (415)  575-9083) 
AMEND  HEIGHT  AND  BULK  PROVISIONS  ON  THIRD  STREET  AND  MENDELL 
STREET  IN  THE  THIRD  STREET  NEIGHBORHOOD  COMMERCIAL  DISTRICT. 
[BOARD  FILE  NO.  0804781  -  On  April  8th,  2008  Supervisor  Maxwell  proposed  an 
Ordinance  amending  the  Height  Map  HT  10  of  the  Zoning  Map  of  the  City  and  County  of 
San  Francisco  to  change  the  height  and  bulk  provisions  from  "105-A"to  "55-X"  for  Block 
5323,  lots  13,  14,  14A,  15,  15A  and  15B.  The  proposed  Ordinance  is  before  the 
Commission  so  that  it  may  recommend  adoption,  rejection,  or  adoption  with  modifications 
to  the  Board  of  Supervisors  and  adopt  findings,  including  environmental  findings  and 
findings  of  consistency  the  General  Plan  and  the  Priority  Policies  of  Planning  Code 
Section  101.1. 

(Proposed  for  Continuance  to  July  10,  2008) 

3.  2006.0432E  (P.  SIEFERS:  (415)  575-9045) 
299  VALENCIA  STREET  -  Lot  014  of  Assessor's  Block  3532,  bounded  by  Valencia,  14th 
Street,  Clinton  Park  Street  (an  alley),  and  Stevenson  Street  (an  alley)  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration.  The  proposed  project  would  include 
demolition  of  the  existing  paved  parking  lot  which  covers  the  11,020  square  foot  site,  a 
222  square  foot  office  shed,  formerly  a  used  car  sales  office,  and  a  billboard  sign 
extending  above  the  west  side  of  the  site  and  construction  of  a  five-story,  mixed  use 
building  with  4,917  square  feet  of  ground  floor  retail  and  36  dwelling  units.  The  building 
would  contain  12  one-bedroom  units  and  24  two-bedroom  units,  of  which  four  (4)  are 
required  to  be  below  market  rate.  The  application  was  filed  prior  to  the  March  23,  2006 
date  within  the  Planning  Code  that  triggers  an  increase  in  the  required  percentage  of 
below  market  units  from  12  percent  to  15  percent.  The  applicant  proposes  a  total  of  36 
motorized  vehicle  parking  spaces  accessed  via  Stevenson  Street,  only  thirty  of  which  are 
permitted  with  a  use  permit  under  recently  enacted  Market-Octavia  Plan  and  zoning 
controls.  Ground  floor  retail  would  be  divided  into  three  spaces  ranging  from  1,479 
square  feet  to  1,958  square  feet  and  would  be  accessed  via  Valencia  Street,  14th  Street 
and  the  corner  where  these  two  streets  intersect.  Bicycle  parking  for  18  bicycles  would 
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be  provided  in  the  garage  and  accessible  through  the  lobby.  The  project  sponsor  would 
seek  approval  from  the  SFMTA  for  one  on-street  loading  space  to  be  located  adjacent  to 
the  elevator  along  14th  Street  which  could  accommodate  a  service  van  or  a  small  truck. 
No  on-site  freight  or  delivery  spaces  are  proposed. 
(Proposed  for  Continuance  to  July  24,  2008) 

4.  (C.  NIKITAS:  (415)  558-6306) 
LOSS  OF  DWELLING  IMPLEMENTATION  -  Informational 

(Proposed  for  Continuance  to  June  26,  2008) 

B.  CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

5.  2008.0455C  (S.  MIDDLEBROOK:  (415)  558-6372) 
525  CASTRO  STREET  -  east  side  between  18th  and  19th  Streets;  Lot  069  in  Assessor's 
Block  3583  -  Request  for  Conditional  Use  Authorization,  pursuant  to  Planning  Code 
Section  703.3  to  allow  a  formula  retail  business  (d.b.a.  Levi's)  to  operate  within  the 
Castro  Street  Neighborhood  Commercial  District  and  40-X  Height  and  Bulk  District.  The 
proposed  project  is  to  construct  a  Levi's  clothing  store  at  the  ground  level,  in  the  former 
location  of  the  Castro  Video  store. 

Preliminary  Recommendation:  Approval  with  Conditions. 

C.  DIRECTOR'S  REPORT 

6.  Director's  Announcements 

7.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

8.  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
Discussion  and  consideration  of  possible  action  to  make  a  recommendation  to  the  Board 
of  Supervisors  regarding  Charter  Amendments  proposed  for  the  November  4,  2008 
election. 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 
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F.         REGULAR  CALENDAR 

9.  The  Commission  will  meet  to  discuss  whether  or  not  they  will  schedule  special  meetings 
on  Thursday,  June  26,  2008  and  July  3,  2008. 

10.  2004.1 245E  (N.  TURRELL:  (415)  575-9047) 
300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  Assessor's  Block  0287, 
Lots  013,  014  -  Appeal  of  a  Preliminary  Mitigated  Negative  Declaration.  The  10,500 
square-foot  project  site  is  located  at  300  Grant  Avenue  (aka  272-290  Sutter  Street)  on 
the  northeast  corner  of  Grant  Avenue  and  Sutter  Street.  The  proposed  project  would 
involve  the  demolition  of  two  buildings  containing  approximately  35,600-square  feet  of 
retail  space  and  construction  of  an  approximately  111,000  gross  square  foot,  10-story 
over  two-level  basement,  113-foot  tall  building  containing  up  to  45  residential  units, 
16,000  square  feet  of  retail  space,  and  up  to  40  off-street  parking  spaces.  The  retail 
entrances  to  the  proposed  project  would  be  at  the  corner  of  Grant  Avenue  and  Sutter 
Street,  or  on  the  Grant  Avenue  or  Sutter  Street  frontages,  while  the  residential  lobby 
entrance  would  be  on  Sutter  Street.  Access  to  the  parking  garage  would  be  from  Harlan 
Place  off  Grant  Avenue.  The  site  is  zoned  C-3-R  (Downtown  Retail)  within  an  80-1 30-F 
Height  and  Bulk  District,  and  the  Downtown  Area  Plan  of  the  General  Plan,  and  is  in  the 
Kearny-Market-Mason-Sutter  Conservation  District. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  December  6,  2007) 

NOTE:  On  July  12,  2007,  following  public  testimony,  the  Commission  entertained  a 
motion  to  uphold  the  Preliminary  Mitigated  Negative  Declaration  (PMND).  The 
motion  failed  by  a  vote  of  +2  -4.  Commissioner  S.  Lee  was  excused.  The 
Commission  continued  the  matter  to  September  6,  2007  by  a  vote  +5  -1, 

(Continued  from  Regular  Meeting  of  May  15,  2008) 

11a.      2004.1245EKVX  (J.  MILLER:  (415)  558-6344) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  northeast  corner  at 
Sutter  Street,  Lots  13  and  14  in  Assessor's  Block  287,  in  a  C-3-R  (Downtown  Retail) 
District  and  an  80-1 30-F  Height  and  Bulk  District  -  Request  for  review  under  Planning 
Code  ("Code")  Section  309  of  the  construction  of  a  new,  ten-story  mixed-use  building 
containing  approximately  45  dwelling  units,  approximately  16,000  square  feet  of  ground- 
and  second-floor  retail  space,  and  up  to  40  off-street  parking  spaces  in  a  two-level 
underground  garage,  requiring  the  authorization  of  exceptions  to  Code  standards  for 
height  above  80  feet,  building  bulk,  rear  yard,  and  off-street  parking,  as  well  as  the 
granting  of  Variances  of  Code  standards  for  dwelling-unit  exposure  and  projections  into 
required  open  area. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  May  15,  2008) 

11b.      2004.1245EKVX  (J.  MILLER:  (415)  558-6344) 

300  GRANT  AVENUE  (AKA  272  AND  290  SUTTER  STREET)  -  northeast  corner  at 
Sutter  Street,  Lots  13  and  14  in  Assessor's  Block  287,  in  a  C-3-R  (Downtown  Retail) 
District  and  an  80-1 30-F  Height  and  Bulk  District  -  Request  for  Variance  of  Planning 
Code  standards  for  dwelling-unit  exposure  and  projections  into  required  open  area  in 
conjunction  with  the  construction  of  a  new,  ten-story  mixed-use  building  containing 
approximately  45  dwelling  units,  approximately  16,000  square  feet  of  ground-  and 
second-floor  retail  space,  and  up  to  40  off-street  parking  spaces  in  a  two-level 
underground  garage. 

(Continued  from  Regular  Meeting  of  May  15,  2008) 
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12.  2008.0548EIZ  (C.  NIKITAS  (41 5)  558-6306) 
901  BUSH  STREET  -  southwest  corner  at  Taylor  Street;  Lot  001  in  Assessor's  Block 
0282  -  Amendment  to  the  Planning  Code,  initiated  by  an  individual,  creating  the  901 
Bush  Street  Special  Use  District  (SUD),  that  would  enable  reconstruction  of  a  severely 
fire-damaged  five-story-over-basement  historical  residential  building  containing  38  units, 
as  new  construction,  modifying  Planning  Code  requirements  for  open  space,  rear  yard, 
parking,  and  density,  and  requiring  provision  of  on-site  affordable  units.  To  enact  the 
SUD,  a  Text  Change,  adding  Section  249.36,  and  a  Map  Change  to  modify  Sheet  SU01 
designating  the  901  Bush  Street  Special  Use  District  at  this  site,  are  requested.  The 
property  is  currently  in  an  RC-4  (Residential-Commercial  Combined,  High  Density) 
District.  The  existing  65-A  Height  and  Bulk  District  would  remain. 

Preliminary  Recommendation:  Approval 

1 3.  2007.01 68E  (N.  TURRELL:  (41 5)  575-9047) 
THE  22.5-ACRE  HUNTERS  VIEW  PUBLIC  HOUSING  DEVELOPMENT:  MIDDLE 
POINT  AND  WEST  POINT  ROADS  AND  WILLS  AND  HARE  STREET,  LOTS  003,  004, 
AND  009  IN  BLOCK  4624  AND  AN  ADJACENT  VACANT  PROPERTY,  A  PORTION  OF 
KEITH  STREET,  LOT  027  IN  BLOCK  4720  -  Certification  of  the  Final  Environmental 
Impact  Report.  The  San  Francisco  Housing  Authority  and  Hunters  View  Associates,  LP, 
assisted  by  the  San  Francisco  Redevelopment  Agency  and  the  Mayor's  Office  of  Housing 
propose  to  construct  up  to  800  residential  units  in  multiple  buildings.  The  project  would 
replace  one-for-one  the  existing  267  public  housing  units,  and  would  result  in  a  mixed- 
income  community  comprised  of  for-rent  and  for-sale  units  at  and  below  market  rate,  as 
well  as  public  housing  units.  The  project  would  also  include  housing  constructed  by 
Habitat  for  Humanity  and  resident-serving  retail  and  community  space,  and  up  to  816  off- 
street  parking  spaces.  The  project  would  include  improvements  to  access  and  circulation 
including  realignment  of  some  existing  streets,  and  addition  of  new  streets  and  sidewalks 
as  well  as  areas  of  outdoor  open  space.  Most  of  the  project  site  is  located  within  an  RM- 
1  (Residential,  Mixed-Use,  Low  Density)  zoning  district  and  a  40-X  height  and  bulk 
district.  A  portion  of  the  site  is  zoned  RH-2  (Residential,  House,  Two-Family),  NC-2 
(Neighborhood  Commercial,  Small-Scale),  and  M-1  (Light  Industrial).  The  proposed 
project  would  require  a  Zoning  Map  Amendment  to  rezone  the  site  to  65-X,  and 
Conditional  Use  Approval  for  a  Planned  Unit  Development. 

Preliminary  Recommendation:  Certify  the  Final  Environmental  Impact  Report. 
Note:  The  public  review  period  for  the  Draft  Environmental  Impact  Report  ended  at  5:00 
pm,  April  14,  2008.  The  Planning  Commission  does  not  conduct  public  review  of  Final 
EIRs.  Public  comments  on  the  certification  may  be  presented  to  the  Planning 
Commission  during  the  Public  Comment  portion  of  the  Commission  calendar. 

1 4a.      2007.01 68ETZ  (M.  SNYDER:  (41 5)  575-6891 ) 

THE  22.5-ACRE  HUNTERS  VIEW  PUBLIC  HOUSING  DEVELOPMENT:  MIDDLE 
POINT  AND  WEST  POINT  ROADS  AND  WILLS  AND  HARE  STREET,  LOTS  003.  004, 
AND  009  IN  BLOCK  4624  AND  AN  ADJACENT  VACANT  PROPERTY,  A  PORTION  OF 
KEITH  STREET,  LOT  027  IN  BLOCK  4720  -  Consideration  of  Adoption  of  CEQA 
Findings  regarding  proposed  Planning  Code  Amendments,  Planning  Code  Text 
Amendments,  and  Conditional  Use  Authorization.  The  Project  would  consist  of 
demolishing  and  replacing  all  of  the  existing  Housing  Authority  units  and  constructing 
additional  units  resulting  in  approximately  800  dwelling  units,  6,400  square  feet  of 
resident-serving  commercial  uses,  21,600  square  feet  of  residential  care  and  other 
supportive  services,  along  with  new  streets,  parks,  and  other  open  space.  Block  4624  / 
Lots  003,  004,  and  009  is  within  an  RM-1  (Residential,  Mixed,  Low-Density)  District; 
Block  4720  /  Lot  027  is  within  an  RH-2  (House,  Two-family)  District,  an  M-1  (Light 
Industrial)  District  and  an  NC-2  (Neighborhood  Commercial  Small-Scale)  District.  All  of 
the  subject  site  is  within  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approve  the  Draft  Motion  Adopting  the  CEQA  Findings. 
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14b.      2007.01 68CETZ  (M.  SNYDER  (41 5-575-6891 ) 

THE  22.5-ACRE  HUNTERS  VIEW  PUBLIC  HOUSING  DEVELOPMENT:  MIDDLE 
POINT  AND  WEST  POINT  ROADS  AND  WILLS  AND  HARE  STREET,  LOTS  003,  004, 
AND  009  IN  BLOCK  4624  AND  AN  ADJACENT  VACANT  PROPERTY,  A  PORTION  OF 
KEITH  STREET,  LOT  027  IN  BLOCK  4720  -  Request  for  a  Planning  Code  Map 
Amendment  to  (1)  rezone  block  4720  /  Lot  27  from  RH-2,  M-1  and  NC-2  to  RM-1,(2) 
rezone  the  entire  site  from  a  40-X  Height  and  Bulk  District  to  the  40  /  65-X  Height  and 
Bulk  District,  (3)  designate  the  entire  site  as  the  Hope  SF  Hunters  View  Special  Use 
District.  The  Project  would  consist  of  demolishing  and  replacing  all  of  the  existing 
Housing  Authority  units  and  constructing  additional  units  resulting  in  approximately  800 
dwelling  units,  6,400  square  feet  of  resident-serving  commercial  uses,  21 ,600  square  feet 
of  residential  care  and  other  supportive  services,  along  with  new  streets,  parks,  and  other 
open  space.  Block  4624  /  Lots  003,  004,  and  009  is  within  an  RM-1  (Residential,  Mixed, 
Low-Density)  District;  Block  4720  /  Lot  027  is  within  an  RH-2  (House,  Two-family)  District, 
an  M-1  (Light  Industrial)  District  and  an  NC-2  (Neighborhood  Commercial  Small-Scale) 
District.  All  of  the  subject  site  is  within  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval 

14c.      2007.01 68CEIZ:  (M.  SNYDER  (415-575-6891) 

THE  22.5-ACRE  HUNTERS  VIEW  PUBLIC  HOUSING  DEVELOPMENT:  MIDDLE 
POINT  AND  WEST  POINT  ROADS  AND  WILLS  AND  HARE  STREET,  LOTS  003,  004, 
AND  009  IN  BLOCK  4624  AND  AN  ADJACENT  VACANT  PROPERTY,  A  PORTION  OF 
KEITH  STREET,  LOT  027  IN  BLOCK  4720  -  Request  for  a  Planning  Code  text 
Amendment  to  (1)  establish  Planning  Code  Section  249.39  describing  the  Hope  SF 
Hunter  View  Special  Use  District  and  the  provisions  therein,  and  Planning  Code  Section 
263.20  describing  height  provisions  for  the  Hunters  View  Special  Use  District  and  the 
40/65-X  Height  and  Bulk  District.  The  Project  would  consist  of  demolishing  and  replacing 
all  of  the  existing  Housing  Authority  units  and  constructing  additional  units  resulting  in 
approximately  800  dwelling  units,  6,400  square  feet  of  resident-serving  commercial  uses, 
21 ,600  square  feet  of  residential  care  and  other  supportive  services,  along  with  new 
streets,  parks,  and  other  open  space.  Block  4624  /  Lots  003,  004,  and  009  is  within  an 
RM-1  (Residential,  Mixed,  Low-Density)  District;  Block  4720  /  Lot  027  is  within  an  RH-2 
(House,  Two-family)  District,  an  M-1  (Light  Industrial)  District  and  an  NC-2  (Neighborhood 
Commercial  Small-Scale)  District.  All  of  the  subject  site  is  within  a  40-X  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval 

1 4d.      2007.01 68CETZ  (B.  FU:  (415)  558-661 3) 

THE  22.5-ACRE  HUNTERS  VIEW  PUBLIC  HOUSING  DEVELOPMENT:  MIDDLE 
POINT  AND  WEST  POINT  ROADS  AND  WILLS  AND  HARE  STREET,  LOTS  003,  004, 
AND  009  IN  BLOCK  4624  AND  AN  ADJACENT  VACANT  PROPERTY,  A  PORTION  OF 
KEITH  STREET,  LOT  027  IN  BLOCK  4720  -  Request  for  Conditional  Use 
Authorization  for  a  Planned  Unit  Development  under  Planning  Code  Sections  303  and 
304.  The  Planning  Unit  Development  would  include  exceptions  to  rear  yards  (Planning 
Code  Section  134(a)  and  (c)),  usable  open  space  (Planning  Code  Section  135), 
allowable  obstructions  (Planning  Code  Section  136),  spacing  of  street  trees  (Planning 
Code  Section  143),  parking  (Planning  Code  Sections  150,  151,  154  and  155),  bicycle 
parking  (Planning  Code  Section  155.5),  loading  (Section  152),  dwelling  unit  exposure 
(Section  140),  measurement  of  height  (Planning  Code  Sections  102. .12  and  260(a))  and 
density  (Planning  Code  Section  209.1).  The  Project  would  consist  of  demolishing  and 
replacing  all  of  the  existing  Housing  Authority  units  and  constructing  additional  units 
resulting  in  approximately  800  dwelling  units,  6,400  square  feet  of  resident-serving 
commercial  uses,  21,600  square  feet  of  residential  care  and  other  supportive  services, 
along  with  new  streets,  parks,  and  other  open  space.  Block  4624  /  Lots  003,  004,  and 
009  is  within  an  RM-1  (Residential,  Mixed,  Low-Density)  District;  Block  4720  /  Lot  027  is 
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within  an  RH-2  (House,  Two-family)  District,  an  M-1  (Light  Industrial)  District  and  an  NC-2 
(Neighborhood  Commercial  Small-Scale)  District.  All  of  the  subject  site  is  within  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  conditions 

G.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

15.       Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

H.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  June  19,  2008 
12:30  PM 

Regular  Meeting 

President:  Christina  R.  Olague 
Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&.sfoov.ora 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  William  L.  Lee;  Kathrin  Moore; 

Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1.  2007.1064C  (M.WOODS:  (415)  558-6315) 
1860  LOMBARD  STREET  -  north  side  between  Buchanan  and  Laguna  Streets;  Lot  023 
(formerly  Lot  011),  in  Assessor's  Block  0494  -  Request  for  Conditional  Use 
Authorization  to  allow  a  "formula  retail  use"  that  is  also  a  "large  fast  food  restaurant" 
(dba  Subway)  pursuant  to  Sections  303(c),  303(i),  703.4  and  712.43  of  the  Planning 
Code,  in  an  NC-3  (Moderate-Scale  Neighborhood  Commercial)  District  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  May  1,  2007) 

NOTE:  On  April  24,  2008,  following  public  testimony,  the  Commission  closed 

public  hearing  and  continued  the  matter  to  May  1,  2008  to  allow  absent 

commissioners  the  opportunity  to  participate  by  a  vote  of  +3  -1.  Commissioner 

Moore  voted  no.  Commissioners  Sugaya  and  W.  Lee  were  absent. 

NOTE:  On  May  1,  2008,  without  further  hearing,  the  item  was  continued  to  May  29, 

2008. 

NOTE:  On  May  29,  2008  the  Commission  entertained  a  motion  of  Intent  to 
disapprove  with  final  language  on  June  19,  2008  by  a  vote  of  +6  -0, 
(Proposed  for  Continuance  to  July  17,  2008) 

2.  2005.0651CEK  (A.  BEN-PAZI:  (415)  575-9077) 
580  HAYES  STREET  -  north  side  between  Laguna  and  Octavia  Streets,  Lot  010  in 
Assessor's  Block  0807  -  Request  for  Conditional  Use  Authorization.  The  project 
requires  Conditional  Use  Authorization  for  an  institutional  use  above  the  ground  floor,  for 
a  non-residential  use  larger  than  3,000  square  feet  and  for  development  of  a  lot  larger 
than  10,000  square  feet.  The  site  is  within  the  Hayes-Gough  Neighborhood  Commercial 
Transit  District  and  a  55-X  Height  and  Bulk  District.  The  project  proposes  to  demolish  the 
existing  building  and  construct  a  mixed  use  building  containing  approximately  2,700 
square  feet  of  ground  floor  retail  space  along  Hayes  Street,  an  assisted  living  facility  of 
approximately  48  units,  42  independent  living  group  housing  units  for  seniors  and  17  off- 
street  parking  spaces  in  an  underground  garage  accessed  off  of  Ivy  Street.  The  proposed 
building  would  be  5  stories  and  55  feet  in  height  over  a  below  grade  basement,  totaling 
approximately  63,000  square  feet.  This  Project  complies  with  Market  and  Octavia  Area 
Plan  Code  Amendments.  Since  the  Code  Amendments  were  not  in  effect  at  the  time  of 
the  initial  hearing,  the  Commission  entertained  a  motion  of  intent  to  approve  the  Project 
with  conditions.  The  Market  and  Octavia  Area  Plan  Code  Amendments  are  now  in  effect, 
thus  the  Commission  may  adopt  a  motion  to  approve  the  Project. 

Preliminary  Recommendation:  Approval  with  conditions. 
(Continued  from  Regular  Meeting  of  April  17,  2008) 
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NOTE:  On  April  17,  2008,  following  public  testimony,  the  Commission  closed 
public  hearing  and  entertained  a  motion  of  intent  to  approve  with  conditions  by  a 
vote  of  +5  -0.  Commissioner  Moore  was  absent.  Final  language  on  June  19,  2008. 
(Proposed  for  Continuance  to  July  17,  2008) 


B.         GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 


C.         PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 


D.         REGULAR  CALENDAR 

3.  2008.0639T,  2008.0640T,  &  2008.0641T  (E.  FORBES:  (415)  558-6417) 
FEE  REVISIONS  AND  ADJUSTMENT  -  Amends  Section  350  to  increase  fees  1.63 
percent;  amends  Section  315.4  to  change  the  refund  provision  for  projects  that  provide 
below  market  rate  units  onsite  and  would  codify  a  Zoning  Administrator  interpretation  that 
the  refund  provision  applies  only  to  projects  that  filed  on  or  after  June  18,  2001;  and 
amends  Administrative  Code  Sections  31.22  and  31.23  to  (1)  restructure  fees  to  recover 
the  cost  of  producing  plans  from  projects  in  Plan  Areas  and  adopt  new  Community  Plan 
fees,  (2)  adopt  new  fees  for  Environmental  Exemptions  for  Historical  Resources,  and  (3) 
increase  environmental  review  fees  1.63  percent  and  make  other  adjustments. 
Preliminary  Recommendation:  Adopt  Resolutions  recommending  that  the  Board  of 
Supervisors  approve  the  proposed  ordinances  with  amendments. 

4.  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
Discussion  and  consideration  of  possible  action  to  make  a  recommendation  to  the  Board 
of  Supervisors  regarding  Charter  Amendments  proposed  for  the  November  4,  2008 
election. 

(Continued  from  Regular  Meeting  of  June  12,  2008) 

5.  2007.0603E  (D.  JAIN:  (415)  575-9051) 
The  SAN  FRANCISCO  GENERAL  HOSPITAL  (SFGH)  SEISMIC  COMPLIANCE 
HOSPITAL  REPLACEMENT  PROGRAM  AT  1001  POTRERO  AVENUE:  BOUNDED  BY 
20th  STREET  TO  THE  NORTH,  U.S.  HIGHWAY  101  TO  THE  EAST,  23rd  AND  24th 
STREETS  TO  THE  SOUTH  and  POTRERO  AVENUE  TO  THE  WEST,  Lot  001  in  Block 
4154  -  Certification  of  the  Final  Environmental  Impact  Report  The  project  sponsor, 
San  Francisco  Department  of  Public  Health  (DPH)  and  San  Francisco  General  Hospital 
(SFGH),  propose  to  construct  a  new  approximately  422,144  gross-square-foot,  7-story- 
plus-2-basement-level,  284-bed,  acute  care  hospital  to  comply  with  seismic  safety 
requirements  of  Senate  Bill  1953.  The  proposed  new  hospital  would  be  constructed  on 
the  west  lawn  of  the  SFGH  Campus,  located  along  Potrero  Avenue,  between  Buildings 
20  and  30  Acute  care  services  currently  located  in  the  existing  Main  Hospital  (Building  5) 
would  be  relocated  to  the  new  hospital,  and  the  vacated  space  in  the  existing  Main 
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Hospital  would  be  reused  for  non-acute  care  medical  and  administrative  uses.  The  SFGH 

Campus,  including  the  proposed  new  hospital  site,  is  in  a  P  (Public)  Use  District  and  a 

105-E  Height  and  Bulk  District.  The  proposed  project  would  require  a  Conditional  Use 

Authorization  for  a  Planned  Unit  Development  (PUD)  addressing  height  measurement 

modification,  bulk,  and  parking,  among  other  approvals. 

Preliminary  Recommendation:  Certify  the  Final  Environmental  Impact  Report. 

Note:  The  public  review  period  for  the  Draft  Environmental  Impact  Report  ended  at 

5:00  pm,  April  22,  2008.  The  Planning  Commission  does  not  conduct  public  review 

of  Final  EIRs.  Public  comments  on  the  certification  may  be  presented  to  the 

Planning  Commission  during  the  Public  Comment  portion  of  the  Commission 

calendar. 

6.  2007.0603R  (T.TAM:  (415)  558-6325) 
The  SAN  FRANCISCO  GENERAL  HOSPITAL  (SFGH)  SEISMIC  COMPLIANCE 
HOSPITAL  REPLACEMENT  PROGRAM  AT  1001  POTRERO  AVENUE:  BOUNDED  BY 
20th  STREET  TO  THE  NORTH,  U.S.  HIGHWAY  101  TO  THE  EAST,  23rd  AND  24th 
STREETS  TO  THE  SOUTH  and  POTRERO  AVENUE  TO  THE  WEST,  Lot  001  in  Block 
4154  -  General  Plan  (GP)  Referral  for  the  construction  of  a  new  approximately  422,144 
gross-square-foot,  7-story-plus-2-basement-level,  284-bed,  acute  care  hospital  to  comply 
with  seismic  safety  requirements  of  Senate  Bill  1953.  The  proposed  new  hospital  would 
be  constructed  on  the  west  lawn  of  the  SFGH  Campus,  located  along  Potrero  Avenue, 
between  Buildings  20  and  30.  Acute  care  services  currently  located  in  the  existing  Main 
Hospital  (Building  5)  would  be  relocated  to  the  new  hospital,  and  the  vacated  space  in  the 
existing  Main  Hospital  would  be  reused  for  non-acute  care  medical  and  administrative 
uses.  The  SFGH  Campus,  including  the  proposed  new  hospital  site,  is  in  a  P  (Public)  Use 
District  and  a  105-E  Height  and  Bulk  District.  Pursuant  to  Section  4.105  of  the  San 
Francisco  Charter  and  Sections  2A.52  and  2A.53  of  the  Administrative  Code, 
construction  of  a  public  building  or  structure  shall  be  referred  to  the  Planning  Department 
to  determine  consistency  with  the  General  Plan  prior  to  the  Board  of  Supervisors' 
consideration  of  and  action  on  any  ordinance  or  resolution. 

Preliminary  Recommendation:  (1)  Adopt  CEQA  Findings;  and  (2)  Adopt  Resolution 
making  consistency  findings  with  the  General  Plan. 

E.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

7.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

F.  DIRECTOR'S  REPORT 

8.  Director's  Announcements 

9.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

G.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public  that  are 
within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With  respect  to  agenda  items, 
your  opportunity  to  address  the  Commission  will  be  afforded  when  the  item  is  reached  in  the  meeting  with 
one  exception.  When  the  agenda  item  has  already  been  reviewed  in  a  public  hearing  at  which  members  of 
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the  public  were  allowed  to  testify  and  the  Commission  has  closed  the  public  hearing,  your  opportunity  to 
address  the  Commission  must  be  exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each 
member  of  the  public  may  address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on  the  posted 
agenda,  including  those  items  raised  at  public  comment.  In  response  to  public  comment,  the  commission  is 
limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Regular  Meeting  JUN  2  0  2008 

SAN  FRANCISCO 
President:  Christina  R.  Olague  p|  |R|  ,r  .  ,RRAdV  . 

Vice-President:  Ron  Miguel  ^UBLIO  LIBnAn Y 

Commissioners:  Michael  J.  Antonini;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv@sfaov.ora 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001.  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(S)sfqov.orq 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:00  PM 


ROLL  CALL: 


President: 

Vice-President: 

Commissioners: 


Christina  R.  Olague 
Ron  Miguel 

Michael  J.  Antonini;  William  L  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


36-38  DOWNEY  STREET/755  ASHBURY  -  Lots  007,  011,  and  065  of  Assessor's  Block 
1254,  mid-block  on  Ashbury  and  Downey  Street  between  Frederick  and  Waller  Streets 
Appeal  of  Preliminary  Negative  Declaration.  The  proposed  project  includes  a  lot  line 
adjustment  between  Lot  007  and  Lot  065,  and  the  relocation  of  the  existing  two-unit 
residential  building  at  36-38  Downey  Street  to  Lot  007  (next  to  737  Ashbury  Street),  and 
four  off-street  parking  spaces  from  Lot  007  (next  to  36-38  Downey  Street).  The  project 
site  is  zoned  RH-2  (Residential  House,  Two-Family),  and  RH-3  (Residential  House, 
Three-Family)  and  is  in  a  40-X  Height  and  Bulk  District  in  the  Haight-Ashbury 
Neighborhood.  The  proposed  project  would  require  approval  of  a  lot  line  adjustment  and 
the  modification  of  an  existing  Planned  Unit  Development. 
Preliminary  Recommendation:  Uphold  Preliminary  Negative  Declaration 
(Continued  from  Regular  Meeting  of  April  24,  2008) 
(Proposed  for  Continuance  to  July  17,  2008) 

2.  2008.0095T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  THE  PLANNING  CODE  BY  ADDING  SECTION  226.5:  ALCOHOL 
REDUCTION  AND  SAFER  NEIGHBORHOODS  ACT  -  Permitted  Locations  on  New  Liquor 
Stores  and  their  Conditions  of  Operation.  Ordinance  introduced  by  Supervisor  Sandoval 
amending  the  San  Francisco  Planning  Code  by  adding  Section  226.5  to  impose  a  distance 
requirement  of  500  feet  or  more  between  new  off-sale  liquor  stores  and  existing  liquor 
stores,  elementary  and  secondary  schools,  public  libraries,  and  recreation  centers 
throughout  San  Francisco  and  establishing  conditions  for  operation  of  liquor  stores. 
Preliminary  Recommendation:  Pending 

(Continued  from  Regular  Meeting  of  May  22,  2008) 
(Continued  from  Regular  Meeting  of  April  24,  2008) 
(Proposed  for  Continuance  to  July  17,  2008) 

3.  2007.1067C:  (A.  HOLLISTER:  (415)  575-9078) 
1164  POWELL  STREET  -  southeast  corner  of  Powell  and  Jackson  Streets,  Lot  043  in 
Assessor's  Block  0192  -  Request  for  Conditional  Use  Authorization  to  legalize  an 
existing  Small  Fast  Food  Restaurant  (d.b.a.  Quickly)  of  approximately  450  square  feet 
within  the  existing  ground  floor  retail  space.  No  physical  expansion  of  the  building  is 
proposed.  This  site  is  within  the  CRNC  (Chinatown  Residential  Neighborhood 
Commercial)  Mixed-Use  District,  and  a  65-N  Height  and  Bulk  District. 

Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  July  17,  2008) 

4.  2006.0700T  (C.  NIKITAS:  (415)  558-6306) 
LOSS  OF  DWELLING  UNIT  LEGISLATION  -  Code  Implementation  Document  - 

Proposed  implementation  procedures,  criteria,  and  application  forms  used  to  implement 
newly-adopted  Code  Section  317,  requiring  Planning  Commission  hearings  for  the 


1. 
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removal  of  certain  dwelling  and  live-work  units.  The  document  also  sets  numerical 

criteria,  some  of  which  are  subject  to  administrative  adjustment  in  response  to  changing 

economic  conditions. 

Preliminary  Recommendation:  Adoption 

(Proposed  for  Continuance  to  July  10,  2008) 

5  2007.0703D  (G.  CABREROS:  (415)  558-6169) 

850  FRANCISCO  STREET  -  north  side  between  Leavenworth  and  Hyde  Streets;  Lot  005 
in  Assessor's  Block  0045  -  Request  for  Discretionary  Review  of  Building  Permit 
Application   No.   2006.10.18.5416  proposing  to  revise  an  issued  building  permit 
application  for  new  construction  of  a  four-story,  single  family  residence.   The  revision 
consists  of  construction  of  two  additional  basement  levels  within  the  footprint  of  the 
proposed  new  construction  project.  The  property  is  located  in  an  RH-1(D)  (Residential, 
House,  One-Family,  Detached)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  project 
(Continued  from  Regular  Meeting  of  May  1,  2008) 
(Proposed  for  Indefinite  Continuance) 

B.        CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

6.  2008.0360C  (E.  OROPEZA:  (415)  558-6381) 
3242  22nd  STREET  -  north  side  between  Bartlett  and  Mission  Street,  Lot  009  in 
Assessor's  Block  3616  -  Request  for  Conditional  Use  Authorization  to  establish  a 
small  self-service  restaurant,  (dba  Tortas  El  Primo)  within  the  NC-3  (Moderate-Scale 
Neighborhood  Commercial)  District,  and  a  50-X  Height  and  Bulk  District.  The  project  is 
also  within  the  Mission  Street  Fast-Food  Subdistrict  and  the  Mission  Alcoholic  Beverage 
Special  Use  Subdistrict.  Planning  Code  Section  712.44  and  790.91,  limit  a  small  self- 
service  restaurant  to  no  more  than  1,000  square  feet  in  gross  floor  area. 

Preliminary  Recommendation:  Approval  with  Conditions 

7.  2008.0366C  (D.  SANCHEZ:  (415)  575-9082) 
870  VALENCIA  STREET  -  west  side,  between  19th  and  20th  Streets,  Lot  009  in 
Assessor  s  Block  3597  -  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Sections  726.43  and  303  to  allow  for  the  establishment  of  a  large  fast  food 
restaurant  (dba  Borderlands  Cafe)  within  the  Valencia  Street  Neighborhood  Commercial 
District  and  a  50-X  Height  and  Bulk  designation. 

Preliminary  Recommendation:  Approval  with  conditions 

8a.        2008.0461CVP  (E.WATTY:  (415)558-6620) 

4245  LAWTON  STREET  (aka  1600  Great  Highway)  -  southeast  corner  of  Great  Highway; 
Lot  043  in  Assessor's  Block  1895  -  Request  for  Conditional  Use  Authorization, 
pursuant  to  Planning  Code  Sections  209.3(f)  and  303  to  allow  a  child-care  facility  for  13 
or  more  children  (dba  "Sunset  Co-Op  Nursery  School")  within  a  new  one-story  plus 
mezzanine  structure  in  the  RH-2  (Residential  House,  Two-Family)  Zoning  District,  40-X 
Height  and  Bulk  District,  and  Local  Coastal  Zone  Permit  Area.  The  existing  structure  is 
proposed  for  demolition  and  a  new  structure  is  proposed  in  a  similar  location. 
Preliminary  Recommendation:  Approval  with  Conditions 
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8b.       2008.0461CVP  (E.WATTY:  (415)  558-6620) 

4245  LAWTON  STREET  (aka  1600  Great  Highway)  -  southeast  corner  of  Great  Highway; 
Lot  043  in  Assessor's  Block  1895  -  Request  for  Coastal  Zone  Permit,  pursuant  to 
Planning  Code  Section  330.1,  to  authorize  the  demolition  of  an  existing  one-story  building 
and  the  new  construction  of  a  one-story  plus  mezzanine  building  in  a  similar  location.  The 
new  building  will  be  occupied  by  the  same  child  care  facility  (dba  "Sunset  Co-Op  Nursery 
School")  with  the  same  permitted  occupancy  as  the  existing  structure.  The  Subject 
Property  is  located  within  the  RH-2  (Residential  House,  Two-Family)  Zoning  District,  40-X 
Height  and  Bulk  District,  and  Local  Coastal  Zone  Permit  Area. 
Preliminary  Recommendation:  Approval  with  Conditions 


8c.       2008.0461  CVP  (E.WATTY:  (415)  558-6620) 

4245  LAWTON  STREET  (aka  1600  Great  Highway)  -  southeast  corner  of  Great  Highway; 
Lot  043  in  Assessor's  Block  1895  -  Request  for  Rear  Yard  and  Parking  Variances, 
pursuant  to  Planning  Code  Section  134  and  151,  to  allow  the  new  one-story  plus 
mezzanine  building  to  encroach  six-feet,  six-inches  into  the  54-foot  deep  required  rear 
yard  and  to  provide  no  off-street  parking  where  one  off-off  street  parking  space  is 
required  in  the  RH-2  (Residential  House,  Two-Family)  Zoning  District,  40-X  Height  and 
Bulk  District,  and  Local  Coastal  Zone  Permit  Area. 

9.         2008.0444C  (E.WATTY:  (415)  558-6620) 

2342-2348  MARKET  STREET  -  north  side  between  16th  and  Castro  Streets;  Lot  007  in 
Assessor's  Block  3562  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  303,  721.21,  790.130,  721.41,  790.22,  721.48,  790.38,  for  a  use 
size  exceeding  2,999  square  feet  that  will  accommodate  an  expansion  of  the  existing  bar 
with  other  entertainment  (dba  Jet)  into  the  adjacent  ground-floor  commercial  space, 
which  is  currently  occupied  by  a  campaign  headquarters.  The  Project  also  includes  an 
outdoor  activity  area,  pursuant  to  Sections  721.24  and  790.70,  consisting  of  a  front 
smoking  patio.  The  Subject  Property  is  within  the  Upper  Market  Neighborhood 
Commercial  District  and  65-B  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 


10.       2008.0481C  (J.  IONIN:  (415)558-6309) 

378-382  18th  AVENUE  -  east  side  between  Geary  Boulevard  and  Clement  Street, 
Assessor's  Block  1449,  Lots  021 B  and  022  -  Request  for  Conditional  Use 
Authorization  under  Planning  Code  Sections  303  and  712.21  to  allow  a  non-residential 
use  that  exceeds  5,999  square  feet  in  area.  The  proposal  is  to  connect  the  Golden  Gate 
Christian  Church  with  the  adjacent  vacant  commercial  building  to  the  south,  to  be  used 
as  a  community  center  (the  Agape  Community  Center)  in  an  NC-3  (Neighborhood 
Commercial,  Moderate  Scale)  District  and  a  40-X  Height  and  Bulk  District.  The  total  use 
size  of  the  combined  spaces  would  be  approximately  20,300  square  feet. 
Preliminary  Recommendation:  Approval  with  Conditions 


11a.     2008.0376CV  (J.  IONIN:  (415)  558-6309) 

1599  HAIGHT  STREET  (AKA  612  CLAYTON  STREET)  -  southeast  corner  of  Haight  and 
Clayton  Streets,  Assessor's  Block  1245,  Lots  023  -  Request  for  Conditional  Use 
Authorization  under  Planning  Code  Sections  161(j)  and  303  to  convert  the  vacant 
second  floor  medical  clinic  offices  (formerly  occupied  by  the  Haight-Ashbury  Free  Clinic) 
to  four  dwelling  units  without  providing  the  required  off-street  parking  in  the  Haight  Street 
Neighborhood  Commercial  District,  the  Haight  Street  Alcohol  Restricted  Use  Subdistrict 
and  a  40-X  Height  and  Bulk  District.  The  existing  ground  floor  commercial  spaces  are  to 
be  retained. 

Preliminary  Recommendation:  Approval  with  Conditions 


Notice  of  Meet  ins  and  Calendar 


Pase  5 


San  Francisco  Planning  Commission 


Thursday,  June  26.  2008 


16a       2008.0001BX  (K.  GUY:  (415)  558-6163) 

505-525  HOWARD  STREET  -  south  side  between  1st  and  2nd  Streets,  Lots  114  and  121 
of  Assessors  Block  3736  -  Request  for  Allocation  of  Square  Footage  under  the 
Annual  Office  Development  Limitation  Program.  The  proposed  project  is  to  demolish  an 
existing  one-story  commercial  building  and  construct  a  new  11 -story  building  containing 
approximately  252,500  square  feet  of  office  uses  and  approximately  9,500  square  feet  of 
ground-floor  retail  space.  The  proposal  is  a  modification/expansion  of  a  previously- 
approved  178,000  square-foot  office  building  for  this  site.  The  previous  project  was 
approved  with  other  office  buildings,  all  of  which  comprise  the  "Foundry  Square"  office 
development  project.  This  expanded  project  would  be  the  last  of  the  four  buildings  to  be 
constructed.  The  project  site  is  located  within  a  C-3-0  (SD)  Zoning  District,  and  the  200-S 
and  350-S  Height  and  Bulk  Districts.  The  Planning  Department  has  made  an  initial 
determination  that  228,500  square  feet  of  the  proposed  office  uses  would  be  subject  to 
the  requirements  of  the  Downtown  Park  Special  Fund,  Housing  for  Large-Scale 
Development,  and  Child-Care  for  Office  and  Hotel  Development  Projects. 

16b.      2008.0001BX  (K.  GUY:  (415)  558-6163) 

505-525  HOWARD  STREET  -  south  side  between  1st  and  2nd  Streets,  Lots  114  and  121 
of  Assessor's  Block  3736  -  Request  for  Determination  of  Compliance  under  Planning 
Code  Section  309  (the  Downtown  Plan),  with  exceptions  to  the  "Freight  Loading  and 
Maneuvering"  Requirements  and  Bulk  Limits.  The  proposed  project  is  to  demolish  an 
existing  one-story  commercial  building  and  construct  a  new  11-story  building  containing 
approximately  252,500  square  feet  of  office  uses  and  approximately  9,500  square  feet  of 
ground-floor  retail  space  (see  item  above  for  a  more  complete  project  description).  The 
project  site  is  located  within  a  C-3-0  (SD)  Zoning  District,  and  the  200-S  and  350-S 
Height  and  Bulk  Districts. 

Preliminary  Recommendation:  Approval  with  Conditions 

G.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

17.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

H.  DIRECTOR'S  REPORT 

18.  Director's  Announcements 

19.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

I.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public  that  are 
within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With  respect  to  agenda  items, 
your  opportunity  to  address  the  Commission  will  be  afforded  when  the  item  is  reached  in  the  meeting  with 
one  exception.  When  the  agenda  item  has  already  been  reviewed  in  a  public  hearing  at  which  members  of 
the  public  were  allowed  to  testify  and  the  Commission  has  closed  the  public  hearing,  your  opportunity  to 
address  the  Commission  must  be  exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each 
member  of  the  public  may  address  the  Commission  for  up  to  three  minutes. 
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The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on  the  posted 
agenda,  including  those  items  raised  at  public  comment.  In  response  to  public  comment,  the  commission  is 
limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Notice  of  Special  Joint  Meeting 
of  the 

SAN  FRANCISCO  PLANNING  COMMISSION 
and  the 

SAN  FRANCISCO  PLANNING  COMMISSION  COMMITTEE 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  July  3,  2008 
1:30  PM 

Special  Meeting 

President:  Christina  R.  Olague 
Vice  President:  Ron  Miguel 
Commissioners:  Michael  Antonini;  Gwyneth  J.  Borden;  William  L.  Lee;  Kathrin  Moore;  Hisashi 
Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning 
Department  reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to 
the  scheduled  public  hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared 
item  to:  Planning  Commission,  1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by 
11:00  AM  on  the  day  of  the  hearing  will  be  made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the 
Planning  Commission  at  the  public  hearing.  Otherwise,  submit  material  related  to  a  calendared  item  at  the  scheduled 
hearing  for  distribution.  For  complete  distribution  to  all  Commissioners,  necessary  staff  and  case/docket/correspondence 
files,  submit  an  original  plus  10  copies.  When  sending  e-mail  correspondence  to  Commissioners,  please  copy  the 
Commission  Secretary  at:  linda.avery&sfQov.ora; 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization,  or 
any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this  notice,  or 
in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 
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Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  w  ithin  15 
days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00 
PM.  If  an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the 
matter  to  the  next  available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21 ,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision: 
The  ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this 
meeting  Please  be  advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for 
the  ringing  or  use  of  a  cell  phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of 
cell  phones,  pagers  and  similar  sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at 
(415)558-6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be 
required  by  the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160] 
to  register  and  report  lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics 
Commission  at  30  Van  Ness  Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581- 
2317;  and  web  site  http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest 
accessible  BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets. 
Accessible  curbside  parking  has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City 
Hall  are  the  9  San  Bruno  and  71  Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N. 
For  more  information  regarding  MUNI  accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language 
interpreters,  sound  enhancement  systems  and/or  language  translators  will  be  available  upon  request  by  contacting  Lulu 
Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing.  A  sound  enhancement  system  will  be  available  upon 
request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing  Impaired  at  557-5533  (TDD)  or  557-5534 
(Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A  person  who  is  deaf  or  hearing 
impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434  (Voice).  In  addition, 
the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800-735-2929 
(TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in 
advance  of  need  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at 
meetings.  Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities 
should  call  our  accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts 
to  accommodate  such  people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to 
various  chemical-based  products.  Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils 
and  other  agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that 
deliberations  are  conducted  before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative 
Code)  or  to  report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett 
Place,  Room  409,  by  phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library 
and  on  the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM   

ROLL  CALL: 


President:  Christina  R.  Olague 

Vice  President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyenth  J.  Borden;  William 

L.  Lee;  Kathrin  Moore;  Hisashi  Sugaya 

COMMISSIONERS'  QUESTIONS  AND  MATTERS 

1.        Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time 
Commissioners  may  make  announcements  or  inquiries  of  staff  regarding 
various  matters  of  interest  to  the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss 
and  take  action  to  set  the  date  of  a  Special  Meeting  and/or  determine 
those  items  that  could  be  placed  on  the  agenda  of  the  next  meeting  and 
other  future  meetings  of  the  Planning  Commission. 

DIRECTOR'S  REPORT 


2.  Director's  Announcements 

3.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

4.  (T.  SULLIVAN-LENANE/A.  RODGERS:  (415)  558-6257/558-6395) 
Discussion  and  consideration  of  possible  action  to  make  a  recommendation  to 
the  Board  of  Supervisors  regarding  Charter  Amendments  proposed  for  the 
November  4,  2008  election. 

C.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to 
the  public  that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda 
items.  With  respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be 
afforded  when  the  item  is  reached  in  the  meeting.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

D.  SPECIAL  CALENDAR 

5.  2004.0160EMTUZUU  (K.  RICH  (415)  558-6345) 
EASTERN  NEIGHBORHOODS  PROGRAM  - 

Hearing  #7  -  July  3,  2008  -  (Commission  workshop  &  public  comment) 

Staff  will  continue  a  discussion  with  the  Commission  on  direction  from  the 
Commissioners  regarding  potential  changes  to  the  Eastern  Neighborhoods 
Initiation  Package,  including  Planning  Code  Amendments,  Zoning  Map 
Amendments,  General  Plan  Amendments,  Historic  Preservation  Interim 
Procedures,  and  the  Implementation  Program. 

The  Commission  may  also  discuss  any  and  all  other  subjects  related  to  the 
Eastern  Neighborhoods  Program. 
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Preliminary  Recommendation:  Informational  Presentation  and  Public  Comment; 
No  Commission  Action  requested  at  the  July  3  hearing. 

The  Planning  Commission  will  hold  a  series  of  public  hearings  beginning  on  May 
15,  2008  to  consider  Case  No.  2004.0160EMTUZUU,  and  would  include 
adopting  a  Motion  to  certify  the  Final  Environmental  Impact  Report  and  adopt 
CEQA  Findings  and  consider  resolutions  to  approve  amendments  to  the  San 
Francisco  General  Plan,  Planning  Code  and  Zoning  Map  and  resolutions  to 
approve  Historic  Resources  Interim  Procedures  and  Public  Benefits  Program  and 
Monitoring  Procedures  related  to  the  four  Eastern  Neighborhoods  Area  Plans  - 
the  Mission,  Showplace  Square/Potrero  Hill,  Central  Waterfront  and  East  SoMa 
Area  Plans.  Hearings  are  currently  scheduled  for  May  15,  2008,  June  5,  2008, 
June  12,  2008,  June  19  2008,  June  26  2008,  July  3  2008,  July  10  2008.  The 
Commission  will  consider  and  receive  public  comment  on  specific  aspects  of  the 
Plans  and  proposed  amendments  at  each  hearing.  The  series  of  hearings  will 
culminate  in  a  public  hearing  to  consider  adoption  actions  on  or  after  July  10, 
2008. 

The  project  encompasses  a  significant  proportion  of  the  San  Francisco  land  area 
in  the  southeast  quadrant  of  the  City,  encompassing: 

"  East  SoMa  (the  eastern  portion  of  the  South  of  Market  district),  bounded 
generally  by  Folsom  Street  on  the  northwest,  the  Rincon  Hill  Plan  area 
(essentially,  Second  Street)  on  the  east,  Townsend  Street  on  the  south,  and 
Fourth  Street  on  the  west,  with  an  extension  to  the  northwest  bounded  by 
Harrison,  Seventh,  Mission,  Sixth  (both  sides),  Natoma,  Fifth,  and  Folsom 
Streets; 

"  the  Mission,  bounded  by  13th  and  Division  Streets  on  the  north,  Potrero  Avenue 
on  the  east,  Cesar  Chavez  Street  on  the  south,  and  Guerrero  Street  on  the  west; 

"  the  Showplace  Square/Potrero  Hill  district,  generally  bounded  by  Bryant  Street 
and  10th  Street  on  the  northwest,  Seventh  Street  on  the  northeast,  Interstate 
Highway  280  (I-280)  on  the  east,  25th  and  26th  Streets  on  the  south,  and  Potrero 
Avenue  on  the  west;  and 

"  the  Central  Waterfront,  bounded  by  Mariposa  Street  on  the  north,  San 
Francisco  Bay  on  the  east,  Islais  Creek  on  the  south,  and  I-280  on  the  west. 

The  project  Areas  are  comprised  of  the  entirety  or  portions  of  437  Assessor's 
Blocks. 

Specifically,  on  or  after  June  19,  2008,  the  Commission  will  consider  the 
following  actions: 

"  Case  2004.01 60E  -  Certification  of  the  Final  Environmental  Impact  Report  and 
adoption  of  CEQA  Findings  on  the  Eastern  Neighborhoods  Area  Plans. 

"  Case  2004.0160M  -  Adopt  General  Plan  amendments  that  would,  1)  add  to  the 
General  Plan  four  new  area  plans  (the  "Eastern  Neighborhoods  Area  Plans"), 
which  include  the  Mission,  East  SoMa,  Showplace  Square/Potrero  Hill  and 
Central  Waterfront  Area  Plans;  and  2)  also  make  related  amendments  to  the 
following  portions  of  the  existing  General  Plan:  the  Commerce  and  Industry 
Element,  Recreation  Element,  Open  Space  Element,  the  South  of  Market  Area 
Plan,  the  Central  Waterfront  Area  Plan,  the  Northeastern  Waterfront  Area  Plan, 
and  the  Land  Use  Index; 
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"Case  2004.0160T  -  Adopt  Planning  Code  text  amendments  that  would  revise 
Planning  Code  controls,  including,  but  not  limited  to  controls  for  land  use,  height 
and  bulk,  building  design,  density,  open  space,  and  parking;  establish  13  new 
zoning  districts;  amend  the  South  Park  District;  RTO  District,  NCT  Districts,  and 
Downtown  Residential  Districts;  and  make  related  revisions  to  the  Planning  Code 
necessary  to  implement  the  General  Plan  as  proposed  to  be  amended  and  make 
related  Planning  Code  Amendments  pursuant  to  the  Eastern  Neighborhoods 
Area  Plans. 

"Case  2004.01 60Z  -  Adopt  Zoning  Map  amendments  that  would  revise  the 
Zoning  Maps  of  the  City  and  County  of  San  Francisco.  Proposed  Planning  Code 
map  amendments  would  a)  update  height  and  bulk  districts,  b)  apply  the  RTO 
District  and  PDR-2  Districts  in  the  Eastern  Neighborhoods,  and  c)  establish  13 
new  zoning  districts. 

"  Case  2004.01 60U  -  Adopt  Interim  Historic  Preservation  procedures  that  would 
establish  interim  procedures  for  additional  review  of  proposed  changes  to  or 
demolition  of  historic  or  potentially  historic  resources  in  the  Eastern 
Neighborhoods,  pending  completion  of  the  ongoing  historic  resource  surveys. 

"Case  2004.0160UU  -  Adopt  Monitoring  and  Review  Procedures  in  order  to 
review  development  activity  and  progress  towards  the  Eastern  Neighborhoods 
implementation  measures. 

E.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to 
the  public  that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda 
items.  With  respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be 
afforded  when  the  item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda 
item  has  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were 
allowed  to  testify  and  the  Commission  has  closed  the  public  hearing,  your  opportunity  to 
address  the  Commission  must  be  exercised  during  the  Public  Comment  portion  of  the 
Calendar.  Each  member  of  the  public  may  address  the  Commission  for  up  to  three 
minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not 
appearing  on  the  posted  agenda,  including  those  items  raised  at  public  comment.  In 
response  to  public  comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.   (Government  Code  Section 
54954.2(a)) 


Adjournment: 
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of  the 

SAN  FRANCISCO  PLANNING  COMMISSION 
and  the 

SAN  FRANCISCO  PLANNING  COMMISSION  COMMITTEE 

07-03-08P03-05  RCVD 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  July  1 0,  2008   documents  dept 

J*?™  JUL  -  3  2008 

Special  Meeting 

SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  J.  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfctov.org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
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adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  wilt  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67 A. 1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 
Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(5)sfqov.orq 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  J.  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1.  2006.0070T  (C.  NIKITAS:  (415)  558-6306) 
LEGISLATION  TO  CONTROL  THE  LOSS  OF  DWELLING  UNITS  -  Code 
Implementation  Document  -  Proposed  procedures  and  criteria  to  implement  newly- 
enacted  adopted  Code  Section  317,  requiring  Planning  Commission  hearings  for  the 
removal  of  certain  dwelling  and  live-work  units.  The  document  also  sets  numerical 
criteria,  some  of  which  are  subject  to  administrative  adjustment  in  response  to  changing 
economic  conditions. 

Preliminary  Recommendation:  Adoption 
(Proposed  for  Continuance  to  July  17,  2008) 

2.  (A.  KIEFER:  (415)  575-9065) 
UPPER  MARKET  COMMUNITY  DESIGN  PLAN  -  Consideration  of  a  Resolution  to 
Endorse  the  Upper  Market  Community  Design  Plan,  and  apply  its  guidelines  in  the 
review  of  new  development,  by  supporting  the  Upper  Market  Community  Design  Plan. 
The  San  Francisco  Planning  Department  has  published  a  document  entitled  "Upper 
Market  Community  Design  Plan."  The  plan  area  generally  includes  properties  fronting 
Market  Street  between  Octavia  Boulevard  on  the  east  and  Collingwood  Street  on  the 
west. 


Prior  to  initiating  community  workshops,  the  Department  and  its  consultant  team  explored 
existing  conditions  in  the  neighborhood.  The  Department  conducted  outreach  meetings 
with  representatives  of  the  Castro  and  nearby  neighborhood  organizations.  The 
Department  held  three  community  workshops.  The  themes  of  the  workshops  focused  on: 
1.)  Community  Vision  (September  2007);  2.)  Community  Design  Framework  (October 
2007);  and  3.)  Design  Strategies  (December  2007).  The  outcome  of  the  workshops  is  a 
Design  Plan  that  contains  a  program  for  public  realm  improvements  and  design 
guidelines  for  private  development  that  incorporate  the  identity,  character,  economic  and 
social  composition  of  the  Upper  Market  area  and  its  surrounding  neighborhoods. 

The  Plan  responds  to  physical,  social,  and  economic  conditions  in  the  Project  area,  and 
establishes  a  plan  for  public  and  private  improvements  in  the  Project  Area.  The  Plan 
identifies  existing  physical,  infrastructure  and  economic  conditions  in  the  Upper  Market 
neighborhood,  considers  historical  context  and  identifies  key  neighborhood  assets, 
challenges  and  opportunities  to  revitalize  the  neighborhood.  It  includes  an  Urban  Design 
Framework  section  that:  describes  planning  strategies  that  may  be  used  to  guide  Urban 
Design  improvements  along  the  upper  Market  Street  corridor.  The  Plan  also  proposes 
improvements  to  the  public  realm,  including  public  spaces,  sidewalks,  and  plazas. 

The  Plan  incorporates  Design  Guidelines  that  may  be  used  to  guide  design  character  for 
new  buildings,  and  provides  an  overview  of  the  steps  that  may  be  taken  to  achieve 
neighborhood  improvements.  The  Upper  Market  Community  Design  Plan: 
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Identifies  the  community's  five  highest  priority  public  infrastructure  improvement 

projects, 

Actions  that  neighborhood  residents,  business  owners  and  community  organizations 
may  take  to  support  improvements,  and 

Outlines  design  guidelines  that  may  be  used  by  both  developers  and  city  planners 
The  Plan  also  identifies  potential  funding  sources  for  street  and  sidewalk 
improvements. 

Preliminary  Recommendation:  Adopt  Motion  endorsing  Plan 
(Proposed  for  Continuance  to  July  17,  2008) 

3.  2008.01 32C  (A.  HOLLISTER:  (415)  575-9078) 
542  GREEN  STREET  -  Request  for  Conditional  Use  Authorization  to  operate  a 
business  under  this  application  between  the  hours  of  2  AM  and  6  AM  and  to  operate  a 
walk-up  facility  recessed  less  than  three  feet  from  the  front  property  line.  Specifically,  the 
project  proposal  is  to  extend  the  hours  of  operation  of  the  existing  restaurant  (dba 
"Golden  Boy  Pizza")  to  4:00  AM  and  to  allow  the  existing  walk-up  window  to  continue 
operating  recessed  less  than  three  feet  from  the  front  property  line.  No  construction  is 
proposed  under  this  application.  This  site  is  within  the  North  Beach  Neighborhood 
Commercial  District,  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions  of  Walk-up  Facility,  Disapproval 
of  Extended  Hours  of  Operation  Request. 
(Continued  from  Regular  Meeting  of  May  29,  2008) 
(Proposed  for  Continuance  to  July  24,  2008) 

4.  2007.1256C  (K.  GUY:  (41 5)  558-6163) 
401-431  COLUMBUS  AVENUE  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot 
026  of  Assessor's  Block  0131  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot  026 
of  Assessor's  Block  0131  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  722.21,  722.41,  and  722.42  to  expand  an  existing  full-service 
restaurant  and  bar  (dba  Panta  Rei  Restaurant),  and  to  allow  a  use  size  in  excess  of 
2,000  square  feet  within  the  North  Beach  NCD  (Neighborhood  Commercial  District),  and 
a  40-X  Height  and  Bulk  District.  The  proposal  is  to  expand  the  existing  1,500  square-foot 
restaurant  and  bar  to  occupy  the  adjacent  existing  storefront.  The  expanded  restaurant 
and  bar  would  measure  a  total  of  2,040  square  feet. 

Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  May  29,  2008) 
(Proposed  for  Continuance  to  July  24,  2008) 

5.  2007.1426C  (S.  YOUNG:  (415)  558-6346) 
1800  HAIGHT  STREET  -  northwest  corner  of  Haight  and  Shrader  Streets;  Lot  004  in 
Assessor's  Block  1228  -  Request  for  Conditional  Use  Authorization  under  Sections 
719.56  and  303  of  the  Planning  Code  to  legalize  the  establishment  of  a  public  parking 
facility  (dba  Haight  Street  Parking  Lot)  on  an  approximately  79.5  feet  by  100  feet  vacant 
portion  of  the  subject  lot,  the  remainder  of  which  is  occupied  by  a  one-story  medical  and 
commercial  building.  The  proposal  will  provide  up  to  19  parking  spaces  during  the  hours 
of  operation  of  7  a.m.  to  2  a.m.;  of  which,  10  parking  spaces  will  be  designated  for  use  if 
needed  by  the  medical  clinic  (dba  RAI  Care  Center)  and  retail  store  (dba  Skates  on 
Haight)  on  the  subject  lot  between  the  hours  of  7  a.m.  to  9  p.m.  Vehicular  access  to  the 
parking  lot  currently  is  from  Shrader  Street.  The  subject  property  is  within  the  Haight 
Street  Neighborhood  Commercial  District,  the  Haight  Street  Alcohol  Restricted  Use 
Subdistnct,  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  conditions. 
(Proposed  for  Continuance  to  July  24,  2008) 
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2008.06771  (KEN  RICH:  (415)  558-6345) 

PROPOSED  ORDINANCE  TO  CREATE  AN  EASTERN  NEIGHBORHOODS 
COMMUNITY  STABILIZATION  FUND  AND  A  PRODUCTION.  DISTRIBUTION  AND 
REPAIR  (PDR)  BUSINESS  REPLACEMENT  FUND  [BOARD  FILE  NO.  0807771 
Ordinance  amending  the  Planning  Code  to  add  Section  31 9A  et  seq.  to  create  a 
community  stabilization  fund  and  a  Production,  Distribution  and  Repair  (PDR)  business 
replacement  fund  and  imposing  fees  on  specified  new  developments  in  the  Eastern 
Neighborhoods  (East  Soma,  Showplace  Square/Potrero  Hill,  Mission  and  Central 
Waterfront);  making  a  declaration  of  policy  concerning  pending  residential  development 
projects  in  the  Eastern  Neighborhoods  that  are  compliant  with  the  current  Planning  Code; 
and  making  environmental  findings  and  findings  of  consistency  with  the  General  Plan  and 
priority  policies  of  Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Approval  with  conditions. 
(Proposed  for  Continuance  to  July  24,  2008) 


B.        CONSENT  CALENDAR 


All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

7.  2008.01 87C  (C.  LAMORENA:  (415)  575-9085) 
3298  PIERCE  STREET  (AKA  2197  CHESTNUT  STREET)  -  at  the  southeast  corner  of 
Chestnut  and  Pierce  Streets;  Lot  014  in  Assessor's  Block  0490  -  Request  for 
Conditional  Use  Authorization,  pursuant  to  Planning  Code  Sections  303,  711.26,  781.7 
and  790.140,  to  allow  a  walk-up  facility  (ATM)  that  is  not  recessed  from  the  property  line 
by  3  feet  to  be  located  on  the  Pierce  Street  facade  of  the  existing  financial  service 
establishment  (dba  Wachovia  Bank)  within  an  NC-2  (Neighborhood  Commercial,  Small- 
Scale)  Zoning  District,  Chestnut  Street  Financial  Service  Subdistrict  and  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Approval  with  conditions 

8.  2008.0441Z  (L.  LANGLOIS:  (415)  575-9083) 
AMEND  HEIGHT  AND  BULK  PROVISIONS  ON  THIRD  STREET  AND  MENDELL 
STREET  IN  THE  THIRD  STREET  NEIGHBORHOOD  COMMERCIAL  DISTRICT. 
[BOARD  FILE  NO.  0804781  -  On  April  8in.  2008  Supervisor  Maxwell  proposed  an 
Ordinance  amending  the  Height  Map  HT  10  of  the  Zoning  Map  of  the  City  and 
County  of  San  Francisco  to  change  the  height  and  bulk  provisions  from  "105-A"to 
"55-X"  for  Block  5323,  lots  13, 14, 14A,  15,  15A  and  15B.  The  proposed  Ordinance  is 
before  the  Commission  so  that  it  may  recommend  adoption,  rejection,  or  adoption  with 
modifications  to  the  Board  of  Supervisors  and  adopt  findings,  including  environmental 
findings  and  findings  of  consistency  the  General  Plan  and  the  Priority  Policies  of  Planning 
Code  Section  101.1. 

(Continued  from  Regular  Meeting  of  June  12,  2008) 
Preliminary  Recommendation:  Approval 

9.  2008.0309C  (B.  BENDIX;  (415)  575-9069) 
2790  HARRISON  STREET  -  west  side,  between  23rd  and  24th  Streets,  Lot  011  in 
Assessor's  Book  3640  -  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Sections  727.44  and  303  to  allow  for  a  Small  Self-Service  Restaurant  (dba 
Humphry  Slocombe)  within  the  24th  Street  -  Mission  Neighborhood  Commercial  Zoning 
District  and  a  40-X  Height  and  Bulk  designation. 

Preliminary  Recommendation:  Approval  with  Conditions. 
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2006.1422D 


(A.  STARR:  415-558-6362) 


850  -  29™  AVENUE  -  east  side  between  Fulton  and  Cabrillo  Streets;  Lot  008M  in 
Assessor's  Block  1671  -  Mandatory  Discretionary  Review,  under  the  Planning 
Commission's  policy  requiring  review  of  residential  demolition,  of  Demolition  Permit 
Application  No.  2006. 1 1 . 1 5.7797  proposing  to  demolish  a  two-story,  single-family  building 
in  an  RH-2  (Residential,  House,  2-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve 

10b.      2006.1470D  (A.  STARR:  41 5-558-6362) 

850  -  29th  AVENUE  -  east  side  between  Fulton  and  Cabrillo  Streets;  Lot  008M  in 
Assessor's  Block  1671  -  Mandatory  Discretionary  Review,  under  the  Planning 
Commission's  policy  requiring  review  of  new  residential  construction  in  association  with 
residential  demolition,  of  Building  Permit  Application  No.  2006.11.15.7801  proposing  to 
construct  a  new  three-story,  two-unit  building  in  an  RH-2  (Residential,  House,  2-Family) 
District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve 
C.        COMMISSIONERS'  QUESTIONS  AND  MATTERS 

11.       Commission  Comments/Questions 


•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 


D.  DIRECTOR'S  REPORT 

12.  Director's  Announcements 

1 3.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

E.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

F.  REGULAR  CALENDAR 


420-430  29th  AVENUE  (ST.  PETER'S  CHURCH  RELOCATION  AND  SUPPORTIVE 
HOUSING  PROJECT.  -  Public  Hearing  on  the  Draft  Environmental  Impact  Report 
(DEIR).  The  proposed  project  includes  demolition  of  Saint  Peter's  Episcopal  Church, 
renovation  of  the  existing  Parish  Hall  and  Rectory,  relocation  of  the  church  sanctuary  to 
the  Parish  Hall,  a  lot  line  adjustment  to  reconfigure  the  two  lots,  and  the  new  construction 
of  a  20-unit  housing  development  to  serve  developmental^  disabled  adults.  The  project 
site  is  located  at  420-430  29th  Avenue  (Assessor's  Block  1460,  Lots  014B  and  015).  The 
20-unit  housing  development  would  replace  the  Sanctuary.  The  existing  Sanctuary,  built 
in  1913,  is  an  historic  resource.  The  project  site  is  located  in  an  RH-2  (Residential 
House,  Two-Family)  Zoning  District  and  40-X  height  and  bulk  district.    The  proposed 
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project  would  require  rezoning  of  the  property  from  RH-2  to  RM-1  (Residential,  Mixed, 
Low-Density)  Zoning  District.  The  proposed  project  would  also  require  a  Conditional  Use 
Authorization  for  relocation  of  the  church  use  in  an  RM-1  Zoning  District,  a  rear  yard 
variance,  and  a  parking  variance. 
Preliminary  Recommendation:  No  Action  Required 

Note:  Written  comments  will  be  accepted  at  the  Planning  Department's  offices  until 
the  close  of  business  on  July  15,  2008. 

15.       2008.01 35C  (A.  BEN-PAZI:  (415)  575-9077) 

1248  LEAVENWORTH  STREET  -  east  side  between  Clay  and  Sacramento  Streets,  Lot 
027  in  Assessor's  Block  0220  -  Request  for  Conditional  Use  Authorization  to  demolish 
an  existing  residential  building  and  to  construct  a  new  building  exceeding  a  height  of  40 
feet  in  a  Residential  Zoning  District.  The  project  proposes  to  demolish  the  existing  two- 
story  over  garage,  two-unit  residential  building,  and  construct  an  approximately  49  foot 
high,  four-story  over  garage  building  with  three  dwelling  units.  This  site  is  in  an  RM-3 
(Residential,  Mixed,  Medium  Density)  Zoning  District  and  a  65-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  May  15,  2008) 


6:00  P.M. 

(K.  RICH  (415)  558-6345) 


EASTERN  NEIGHBORHOODS  PROGRAM  - 


Hearing  #8  -  July  10,  2008  -  (Commission  workshop  &  public  comment) 

Staff  will  continue  a  discussion  with  the  Commission  on  direction  from  the 
Commissioners  regarding  potential  changes  to  the  Eastern  Neighborhoods  Initiation 
Package,  including  Planning  Code  Amendments,  Zoning  Map  Amendments,  General 
Plan  Amendments,  Historic  Preservation  Interim  Procedures,  and  the  Implementation 
Program. 

The  Commission  may  also  discuss  any  and  all  other  subjects  related  to  the  Eastern 
Neighborhoods  Program. 

Preliminary  Recommendation:  Informational  Presentation  and  Public  Comment;  No 
Commission  Action  requested  at  the  July  10  hearing. 

The  Planning  Commission  will  hold  a  series  of  public  hearings  beginning  on  May  15, 
2008  to  consider  Case  No.  2004.01 60EMTUZUU,  and  would  include  adopting  a  Motion 
to  certify  the  Final  Environmental  Impact  Report  and  adopt  CEQA  Findings  and  consider 
resolutions  to  approve  amendments  to  the  San  Francisco  General  Plan,  Planning  Code 
and  Zoning  Map  and  resolutions  to  approve  Historic  Resources  Interim  Procedures  and 
Public  Benefits  Program  and  Monitoring  Procedures  related  to  the  four  Eastern 
Neighborhoods  Area  Plans  -  the  Mission,  Showplace  Square/Potrero  Hill,  Central 
Waterfront  and  East  SoMa  Area  Plans.  Hearings  are  currently  scheduled  for  May  15, 
2008,  June  5,  2008,  June  12,  2008,  June  19  2008,  June  26  2008,  July  3  2008,  July  10 
2008.  The  Commission  will  consider  and  receive  public  comment  on  specific  aspects  of 
the  Plans  and  proposed  amendments  at  each  hearing.  The  series  of  hearings  will 
culminate  in  a  public  hearing  to  consider  adoption  actions  after  July  10,  2008. 

The  project  encompasses  a  significant  proportion  of  the  San  Francisco  land  area  in  the 
southeast  quadrant  of  the  City,  encompassing: 
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"  East  SoMa  (the  eastern  portion  of  the  South  of  Market  district),  bounded  generally  by 
Folsom  Street  on  the  northwest,  the  Rincon  Hill  Plan  area  (essentially,  Second  Street)  on 
the  east,  Townsend  Street  on  the  south,  and  Fourth  Street  on  the  west,  with  an  extension 
to  the  northwest  bounded  by  Harrison,  Seventh,  Mission,  Sixth  (both  sides),  Natoma, 
Fifth,  and  Folsom  Streets; 

"  the  Mission,  bounded  by  13th  and  Division  Streets  on  the  north,  Potrero  Avenue  on  the 
east,  Cesar  Chavez  Street  on  the  south,  and  Guerrero  Street  on  the  west; 
"  the  Showplace  Square/Potrero  Hill  district,  generally  bounded  by  Bryant  Street  and  10th 
Street  on  the  northwest,  Seventh  Street  on  the  northeast,  Interstate  Highway  280  (I-280) 
on  the  east,  25th  and  26th  Streets  on  the  south,  and  Potrero  Avenue  on  the  west;  and 


"  the  Central  Waterfront,  bounded  by  Mariposa  Street  on  the  north,  San  Francisco  Bay  on 
the  east,  Islais  Creek  on  the  south,  and  I-280  on  the  west. 
The  project  Areas  are  comprised  of  the  entirety  or  portions  of  437  Assessor's  Blocks. 
Specifically,  on  or  after  June  19,  2008,  the  Commission  will  consider  the  following 
actions: 

"  Case  2004.0160E  -  Certification  of  the  Final  Environmental  Impact  Report  and  adoption 
of  CEQA  Findings  on  the  Eastern  Neighborhoods  Area  Plans. 

"  Case  2004.01 60M  -  Adopt  General  Plan  amendments  that  would,  1)  add  to  the  General 
Plan  four  new  area  plans  (the  "Eastern  Neighborhoods  Area  Plans"),  which  include  the 
Mission,  East  SoMa,  Showplace  Square/Potrero  Hill  and  Central  Waterfront  Area  Plans; 
and  2)  also  make  related  amendments  to  the  following  portions  of  the  existing  General 
Plan:  the  Commerce  and  Industry  Element,  Recreation  Element,  Open  Space  Element, 
the  South  of  Market  Area  Plan,  the  Central  Waterfront  Area  Plan,  the  Northeastern 
Waterfront  Area  Plan,  and  the  Land  Use  Index; 

"  Case  2004.01 60T  -  Adopt  Planning  Code  text  amendments  that  would  revise  Planning 
Code  controls,  including,  but  not  limited  to  controls  for  land  use,  height  and  bulk,  building 
design,  density,  open  space,  and  parking;  establish  13  new  zoning  districts;  amend  the 
South  Park  District;  RTO  District,  NCT  Districts,  and  Downtown  Residential  Districts;  and 
make  related  revisions  to  the  Planning  Code  necessary  to  implement  the  General  Plan  as 
proposed  to  be  amended  and  make  related  Planning  Code  Amendments  pursuant  to  the 
Eastern  Neighborhoods  Area  Plans. 

"  Case  2004.0160Z  -  Adopt  Zoning  Map  amendments  that  would  revise  the  Zoning  Maps 
of  the  City  and  County  of  San  Francisco.  Proposed  Planning  Code  map  amendments 
would  a)  update  height  and  bulk  districts,  b)  apply  the  RTO  District  and  PDR-2  Districts  in 
the  Eastern  Neighborhoods,  and  c)  establish  13  new  zoning  districts. 

"  Case  2004.0160U  -  Adopt  Interim  Historic  Preservation  procedures  that  would  establish 
interim  procedures  for  additional  review  of  proposed  changes  to  or  demolition  of  historic 
or  potentially  historic  resources  in  the  Eastern  Neighborhoods,  pending  completion  of  the 
ongoing  historic  resource  surveys. 

"Case  2004.0160UU  -  Adopt  Monitoring  and  Review  Procedures  in  order  to  review 
development  activity  and  progress  towards  the  Eastern  Neighborhoods  implementation 
measures. 
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G.      PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public  that  are 
within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With  respect  to  agenda  items, 
your  opportunity  to  address  the  Commission  will  be  afforded  when  the  item  is  reached  in  the  meeting  with 
one  exception.  When  the  agenda  item  has  already  been  reviewed  in  a  public  hearing  at  which  members  of 
the  public  were  allowed  to  testify  and  the  Commission  has  closed  the  public  hearing,  your  opportunity  to 
address  the  Commission  must  be  exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each 
member  of  the  public  may  address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on  the  posted 
agenda,  including  those  items  raised  at  public  comment.  In  response  to  public  comment,  the  commission  is 
limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Commission  Chambers  -  Room  400  SAN  FRANCISCO 

City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place        PUBLIC  LIBRARY 

Thursday,  July  17,  2008 
1:30  PM 

Regular  Meeting 

President:  Christina  R.  Olague 
Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
1650  MISSION  STREET,  4TH  FLOOR  RECEPTION 


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  Hnda.avervO)sfaov.ora 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (41 5)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 
6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http/Zwww.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 


President: 

Vice-President: 

Commissioners: 


Christina  R.  Olague 
Ron  Miguel 

Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


UPPER  MARKET  COMMUNITY  DESIGN  PLAN  -  The  San  Francisco  Planning 
Department  has  published  a  document  entitled  "Upper  Market  Community  Design  Plan." 
The  plan  area  generally  includes  properties  fronting  Market  Street  between  Octavia 
Boulevard  on  the  east  and  Collingwood  Street  on  the  west. 

Prior  to  initiating  community  workshops,  the  Department  and  its  consultant  team  explored 
existing  conditions  in  the  neighborhood.  The  Department  conducted  outreach  meetings 
with  representatives  of  the  Castro  and  nearby  neighborhood  organizations.  The 
Department  held  three  community  workshops.  The  themes  of  the  workshops  focused  on: 
1.)  Community  Vision  (September  2007);  2.)  Community  Design  Framework  (October 
2007);  and  3.)  Design  Strategies  (December  2007).  The  outcome  of  the  workshops  is  a 
Design  Plan  that  contains  a  program  for  public  realm  improvements  and  design 
guidelines  for  private  development  that  incorporate  the  identity,  character,  economic  and 
social  composition  of  the  Upper  Market  area  and  its  surrounding  neighborhoods. 

The  Plan  responds  to  physical,  social,  and  economic  conditions  in  the  Project  area,  and 
establishes  a  plan  for  public  and  private  improvements  in  the  Project  Area.  The  Plan 
identifies  existing  physical,  infrastructure  and  economic  conditions  in  the  Upper  Market 
neighborhood,  considers  historical  context  and  identifies  key  neighborhood  assets, 
challenges  and  opportunities  to  revitalize  the  neighborhood.  It  includes  an  Urban  Design 
Framework  section  that:  describes  planning  strategies  that  may  be  used  to  guide  Urban 
Design  improvements  along  the  upper  Market  Street  corridor.  The  Plan  also  proposes 
improvements  to  the  public  realm,  including  public  spaces,  sidewalks,  and  plazas. 

The  Plan  incorporates  Design  Guidelines  that  may  be  used  to  guide  design  character  for 
new  buildings,  and  provides  an  overview  of  the  steps  that  may  be  taken  to  achieve 
neighborhood  improvements.  The  Upper  Market  Community  Design  Plan: 

Identifies  the  community's  five  highest  priority  public  infrastructure  improvement 
projects, 

Actions  that  neighborhood  residents,  business  owners  and  community  organizations 
may  take  to  support  improvements,  and 

Outlines  design  guidelines  that  may  be  used  by  both  developers  and  city  planners 
The  Plan  also  identifies  potential  funding  sources  for  street  and  sidewalk 
improvements. " 

Preliminary  Recommendation:  Endorsement 

(Continued  from  Regular  Meeting  of  July  10,  2008) 

(Proposed  for  Continuance  to  August  7,  2008) 


1. 


(A.  KIEFER:  (415)  575-9065) 
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2.  2006.0070T  (C.  NIKITAS:  (41 5)  558-6306) 
LEGISLATION  TO  CONTROL  THE  LOSS  OF  DWELLING  UNITS  -  Code 
Implementation  Document  -  Proposed  procedures  and  criteria  to  implement  newly- 
adopted  Code  Section  317  requiring  Planning  Commission  hearings  for  the  removal  of 
certain  dwelling  and  live-work  units.  The  document  also  sets  numerical  criteria,  some  of 
which  are  subject  to  administrative  adjustment  in  response  to  changing  economic 
conditions. 

Preliminary  Recommendation:  Adoption 
(Continued  from  Regular  Meeting  of  July  10,  2008) 
(Proposed  for  Continuance  to  August  7,  2008) 

3.  2007.11121  (A.  RODGERS:  (415)  558-6395) 
AMENDMENTS  REPEALING  PLANNING  CODE  SECTION  825.1  AND  AMENDING 
PLANNING  CODE  SECTIONS  135,  309.1,  318.3,  809,  825,  AND  827.  PROPOSED 
ORDINANCE  [BOARD  FILE  NUMBER  071292]  -  introduced  by  Supervisor  Daly  to 
apply  many  of  the  pedestrian-friendly  provisions  of  the  Rincon  Hill  Downtown 
Mixed  Use  Zoning  District  to  all  Downtown  Residential  Districts  Specifically,  the 
proposed  Ordinance  would  add  design  requirements  to  enhance  the  pedestrian 
environmentjncluding  but  not  limited  to  controls  for  ground  floor  uses,  transparency,  wind 
protection,  lighting,  and  sidewalk  treatments,  and  making  environmental  findings  and 
findings  of  consistency  with  the  General  Plan  and  priority  policies  of  Planning  Code 
Section  101.1. 

Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  April  17,  2008) 
(Proposed  for  Continuance  to  August  7,  2008) 

4.  2006.0441E  (J.  BATTIS:  (415)  575-9022) 
721  BEACH  STREET  -  Lot  017  of  Assessor's  Block  0025,  is  located  within  the  block 
bounded  by  Beach  Street  to  the  north,  Hyde  Street  to  the  east,  North  Point  Street  to  the 
south,  and  Larkin  Street  to  the  west  in  the  Fisherman's  Wharf  neighborhood  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration  for  demolition  of  the  existing  558-gross 
square  foot  (gsf),  one-story  commercial  building  constructed  circa  1912  and  construction 
of  a  new  40-foot-high,  12,857-gsf  mixed-use  building  consisting  of  four  residential  units 
within  6,299  gsf  on  the  third,  fourth,  and  partial-fifth  floors  and  6,558  gsf  of  retail  space  on 
the  ground  and  second  floors.  The  existing  structure  provides  no  off-street  parking  and 
no  off-street  parking  is  proposed.  The  3,644-gsf  site  is  within  the  Northeastern  Waterfront 
Planning  Area,  Fisherman's  Wharf  Subarea,  is  within  the  Waterfront  Special  Use  District 
No.  2,  is  within  a  C-2  (Community  Business  District)  use  district,  and  is  within  a  40-X 
height  and  bulk  district.  The  project  would  require  a  variance  from  the  off-street  parking 
requirement. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  May  29,  2008) 
(Proposed  for  Continuance  to  September  4,  2008) 

5.  2006.0441V  (G.  CABREROS:  (415)  558-6169) 
721  BEACH  STREET-  north  side  between  Hyde  and  Larkin  Streets,  Lot  017  in 
Assessor's  Block  0025  -  Request  for  a  Parking  Variance  from  the  residential  parking 
provisions  pursuant  to  Planning  Code  Section  151  to  allow  the  new  construction  of  a 
mixed-use  building  containing  four  dwelling  units  above  ground  floor  retail  space  without 
the  four  required  residential  parking  spaces  in  a  C-2  (Community  Business)  District, 
Waterfront  Special  Use  District  No.  2  and  a  40-X  Height  and  Bulk  District 

(Proposed  for  Continuance  to  September  4,  2008) 

6a        2005.0911CV  (G  CABREROS:  (41 5)  558-6169) 

616  DIVISADERO  STREET  -  east  side  between  Hayes  and  Grove  Streets,  Lot  002J  in 
Assessor's  Block  1202  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
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Planning  Code  Sections  303,  711.11  and  711.21  to  allow  development  of  a  lot  greater 
than  9,999  square  feet  and  to  allow  non-residential  uses  greater  than  3,999  square  feet 
for  the  alteration  and  re-use  of  an  existing  building  (the  vacant  Harding  Theater)  into  four 
commercial  spaces  and  for  the  new  construction  of  a  five-story,  eight-unit  building 
fronting  Hayes  Street  within  the  NC-2  (Small-Scale  Neighborhood  Commercial)  District, 
the  Divisadero  Street  Alcohol  Restricted  Use  District  and  a  65-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  September  25,  2008) 

6b.       2005.091 1CV  (G.  CABREROS:  (415)  558-6169) 

616  DIVISADERO  STREET  -  east  side  between  Hayes  and  Grove  Streets,  Lot  002J  in 
Assessor's  Block  1202  -  Request  for  Rear  Yard  and  Dwelling  Unit  Exposure 
Variances  from  Planning  Code  Sections  134  and  140  to  allow  the  new  construction  of  a 
five-story,  eight-unit  residential  building  fronting  Hayes  Street  (1278  Hayes  Street) 
proposing  a  15-foot  rear  yard  where  a  25-percent  rear  yard  measuring  29  feet  is  required. 
Four  units  would  face  onto  the  proposed  reduced  rear  yard  and  therefore  do  not  meet  the 
dwelling  unit  exposure  requirement.  The  proposed  residential  building  is  within  the  NC-2 
(Small-Scale  Neighborhood  Commercial)  District,  the  Divisadero  Street  Alcohol 
Restricted  Use  District  and  a  65-A  Height  and  Bulk  District. 
(Proposed  for  Continuance  to  September  25,  2008) 

7.  2005.0927E  (T.  BLOMGREN:  (415)  575-9023) 
36-38  DOWNEY  STREET/755  ASHBURY  -  Lots  007,  011,  and  065  of  Assessor's  Block 
1254,  mid-block  on  Ashbury  and  Downey  Street  between  Frederick  and  Waller  Streets  - 
Appeal  of  Preliminary  Negative  Declaration.  The  proposed  project  includes  a  lot  line 
adjustment  between  Lot  007  and  Lot  065,  and  the  relocation  of  the  existing  two-unit 
residential  building  at  36-38  Downey  Street  to  Lot  007  (next  to  737  Ashbury  Street),  and 
four  off-street  parking  spaces  from  Lot  007  (next  to  36-38  Downey  Street).  The  project 
site  is  zoned  RH-2  (Residential  House,  Two-Family),  and  RH-3  (Residential  House, 
Three-Family)  and  is  in  a  40-X  Height  and  Bulk  District  in  the  Haight-Ashbury 
Neighborhood.  The  proposed  project  would  require  approval  of  a  lot  line  adjustment  and 
the  modification  of  an  existing  Planned  Unit  Development. 

Preliminary  Recommendation:  Uphold  Preliminary  Negative  Declaration 
(Continued  from  Regular  Meeting  of  June  26,  2008) 
(Proposed  for  Indefinite  Continuance) 

B.        COMMISSIONERS'  QUESTIONS  AND  MATTERS 

Adoption  of  Commission  Minutes  -  Charter  Section  4.104  requires  all  commissioners  to 
vote  yes  or  no  on  all  matters  unless  that  commissioner  is  excused  by  a  vote  of  the 
Commission.  Commissioners  may  not  be  automatically  excluded  from  a  vote  on  the 
minutes  because  they  did  not  attend  the  meeting. 

8.  Consideration  of  Adoption: 

•  Draft  Minutes  of  Regular  Meeting  of  May  15,  2008 

•  Draft  Minutes  of  Special  Meeting  of  May  29,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  June  5,  2008 

•  Draft  Minutes  of  Special  Meeting  of  June  5,  2008 

9.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 
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•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

10.  Director's  Announcements 

1 1 .  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

12.  (C.  JAROSLAWSKY:  (415)  558-6348) 
412  NOE  STREET  -  Ministerial  review  of  the  demolition  permit  application  number 
2008.06.05.5372  and  new  construction  permit  application  number  2008.06.05.3754,  to 
construct  a  new,  three-family  structure  on  the  above-mentioned  site. 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  REGULAR  CALENDAR 

13.  2008.01 32C  (A.  HOLLISTER:  (415)  575-9078) 
542  GREEN  STREET  -  Request  for  Conditional  Use  Authorization  to  operate  a 
business  under  this  application  between  the  hours  of  2  AM  and  6  AM  and  to  operate  a 
walk-up  facility  recessed  less  than  three  feet  from  the  front  property  line.  Specifically,  the 
project  proposal  is  to  extend  the  hours  of  operation  of  the  existing  restaurant  (dba 
"Golden  Boy  Pizza")  to  4:00  AM  and  to  allow  the  existing  walk-up  window  to  continue 
operating  recessed  less  than  three  feet  from  the  front  property  line.  No  construction  is 
proposed  under  this  application.  This  site  is  within  the  North  Beach  Neighborhood 
Commercial  District,  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions  of  Walk-up  Facility,  Disapproval 
of  Extended  Hours  of  Operation  Request. 
(Continued  from  Regular  Meeting  of  July  10,  2008) 

14.  2007.1067C:  (A.  HOLLISTER:  (415)  575-9078) 
1164  POWELL  STREET  -  southeast  corner  of  Powell  and  Jackson  Streets,  Lot  043  in 
Assessor's  Block  0192  -  Request  for  Conditional  Use  Authorization  to  legalize  an 
existing  Small  Fast  Food  Restaurant  (d.b.a.  Quickly)  of  approximately  450  square  feet 
within  the  existing  ground  floor  retail  space.  No  physical  expansion  of  the  building  is 
proposed.  This  site  is  within  the  CRNC  (Chinatown  Residential  Neighborhood 
Commercial)  Mixed-Use  District,  and  a  65-N  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval 
(Continued  from  Regular  Meeting  of  June  26,  2008) 

15.  2007.1256C  (K.  GUY:  (41 5)  558-6163) 
401-431  COLUMBUS  AVENUE  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot 
026  of  Assessor's  Block  0131  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot  026 
of  Assessor  s  Block  0131  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  722.21,  722.41,  and  722.42  to  expand  an  existing  full-service 
restaurant  and  bar  (dba  Panta  Rei  Restaurant),  and  to  allow  a  use  size  in  excess  of 
2,000  sguare  feet  within  the  North  Beach  NCD  (Neighborhood  Commercial  District),  and 
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a  40-X  Height  and  Bulk  District.  The  proposal  is  to  expand  the  existing  1,500  square-foot 
restaurant  and  bar  to  occupy  the  adjacent  existing  storefront.  The  expanded  restaurant 
and  bar  would  measure  a  total  of  2,040  square  feet. 
Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  July  10,  2008) 

16.       2007.1019C  (R.  CRAWFORD:  558-6358) 

2400  NORIEGA  STREET  -  north  side,  northwest  corner  of  Noriega  and  31st  Avenue  Lot 
003  of  Assessor's  Block  2018  -  Request  for  Conditional  Use  Authorization  under 
Planning  Code  Section  711.81  to  develop  a  Large  Institutional  Use  (Lutheran  Church  of 
the  Holy  Spirit)  above  the  ground  floor  and  Section  711.21  Use  Size  greater  than  3,999 
square  feet  in  an  NC-2,  Small  Scale  Neighborhood  Commercial  District  and  a  40-X 
Height  and  Bulk  District.  The  proposal  is  to  demolish  the  existing  one-story  church 
building  (in  a  converted  bank  building)  and  construct  a  new  3  story  building  16,866 
square  feet  in  area  for  the  church  with  1 1  off  street  parking  spaces. 
Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  May  15,  2008) 


4:00  P.M. 


1 7.  (A.  JOHN-BAPTISTE:  (41 5)  558-6547) 
UPDATE  ON  THE  PLANNING  DEPARTMENT  PROCESS  IMPROVEMENTS  EFFORT 
(ACTION  PLAN  2008  -  2010)  -  Informational  presentation  outlining  staffs 
recommended  Departmental  Action  Plan  for  2008  -  2010,  based  on  the  management 
studies  provided  by  Matrix  Consulting,  SPUR/AIA,  and  the  Department  of  Building 
Inspection's  Business  Process  Re-engineering  effort. 

18.  2008.0535T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  THE  PLANNING  CODE:  TOBACCO  PARAPHERNALIA 
ESTABLISHMENTS  -  Ordinance  introduced  by  Supervisor  Sandoval  amending  the 
San  Francisco  Planning  Code  to  add  a  new  Section  277(v),  to  define  Tobacco 
Paraphernalia  Establishments,  and  to  impose  a  conditional  use  requirement  on  the 
establishment  of  such  enterprises  in  all  Commercial  and  Industrial  districts;  amending 
Section  303  (Conditional  Use)  of  the  Planning  Code  to  refer  to  this  requirement,  and  to 
require  consideration  of  additional  criteria  when  analyzing  a  conditional  use  application; 
adding  a  new  Section  790.123,  to  define  Tobacco  Paraphernalia  in  the  Neighborhood 
Commercial  Districts;  amending  sections  710.1,  711.1,  712.1,  713.1,  714.1,  715.1,  716.1, 
717.1,  718.1,  719,1,  720.1,  721.1,  722.1,  723.1,  724.1,  725.1,  726.1,  727.1,  728.1,  729.1, 
730.1,  and  732.1,  to  refer  to  this  definition  as  a  conditional  use  requirement;  adding  a  new 
Section  890.89  to  define  Tobacco  Paraphernalia  in  the  Mixed  Use  Districts;  amending 
Sections  803.1,  810.1,  811.1,  812.1,  814,  815,  816,  817,  and  827  to  refer  to  this  definition 
and  conditional  use  requirement;  and  making  findings,  including  findings  of  consistency 
with  the  Priority  Policies  of  Planning  Code  Section  101.1  and  environmental  findings. 
Preliminary  Recommendation:  Approval  with  modifications 

19.  2008.0095T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  THE  PLANNING  CODE  BY  ADDING  SECTION  226.5  -  ALCOHOL 
REDUCTION  AND  SAFER  NEIGHBORHOODS  ACT  -  Ordinance  introduced  by 
Supervisor  Sandoval  to  add  Section  226.5  to  impose  a  distance  requirement  of  500 
feet  or  more  between  new  off-sale  liquor  stores  and  existing  liquor  stores,  elementary 
and  secondary  schools,  public  libraries,  and  recreation  centers  throughout  San  Francisco 
and  establishing  conditions  for  operation  of  liquor  stores. 

Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  June  26,  2008) 
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20        2008.0443T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

AMENDMENTS    TO    THE    PLANNING    CODE    SECTION    315.4    AND    315.5  - 


PREFERENCE      FOR      CERTIFICATE      HOLDERS  OF 

SAN 

FRANCISCO 

REDEVELOPMENT      AGENCY'S      PROPERTY  OWNER 

AND 

OCCUPANT 

PREFERENCE  PROGRAM  -  Ordinance  introduced  by  Mayor  Newsom  amending 
San  Francisco  Planning  Code  Sections  315.4  and  315.5  to  provide  that  individual  who 
hold  certificates  of  preference  from  the  San  Francisco  Redevelopment  Agency  shall 
receive  preference  for  thirty  percent  (30%)  of  the  on-  and  off-  site  units  generated  by  the 
Residential  Inclusionary  Affordable  Housing  Program;  and  making  findings,  including 
findings  under  the  California  Environmental  Quality  Act. 
Preliminary  Recommendation:  Approval 

21.  2008.0646T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  THE  PLANNING  CODE  SECTIONS  313.12,  315.4,  315.5,  AND 
315.6  -  PREFERENCE  FOR  CERTIFICATE  OF  PREFERENCE  HOLDERS  UNDER  THE 
SAN  FRANCISCO  REDEVELOPMENT  AGENCY'S  PROPERTY  OWNER  AND 
OCCUPANT  PREFERENCE  PROGRAM  -  Ordinance  introduced  by  Supervisor 
Mirkarimi  that  would  amend  Planning  Code  Sections  313.12,  315.4,  315.5,  and 
315.6,  to  provide  for  preference  in  the  Citywide  Affordable  Housing  funds  generated  by 
the  Jobs-Housing  Linkage  Program  and  the  Residential  Inclusionary  Affordable  Housing 
program  and  in  the  allocation  of  all  on-  and  off-  site  inclusionary  housing  units  in  those 
programs. 

Preliminary  Recommendation:  Approval 

22.  2008.0622D  (A.  STARR:  (41 5)  558-6362) 
565  MARINA  BOULEVARD  -  south  side  between  Divisadero  and  Scott  Streets;  Lot  007B 
in  Assessor's  Block  0912  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.10.31.6950  proposing  to  construct  a  4th  floor  vertical  addition  and  a 
horizontal  addition  at  the  rear  of  a  three-story,  single-family  house  in  an  RH-1 
(Residential,  House,  Single-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve 

23.  2008.0623D  (A.  STARR:  (415)  558-6362) 
762  CLAYTON  STREET  -  east  side  between  Waller  and  Frederick  Streets;  Lot  094  in 
Assessor's  Block  1254  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.10.03.4498  proposing  to  alter  the  roof-line  toward  the  rear  of  the 
building  in  order  to  create  habitable  space  at  the  fourth  floor  in  this  three-story  plus  attic, 
two-family  building  in  an  RH-3  (Residential,  House,  3-Family)  District  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve 

6:30  PM 


24.  (M.  LUELLEN:  (415)  558-6478) 

PRESIDIO  MAIN  POST-  Informational  Presentation  on  the  Presidio  Trusts' 
Environmental  Impact  Statement  supplementing  the  2002  Presidio  Trust  Management 
Plan  and  its  review  process. 

F.         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
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item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Notice  of  Special  Joint  Meeting 
of  the 

SAN  FRANCISCO  PLANNING  COMMISSION 
and  the 

SAN  FRANCISCO  PLANNING  COMMISSION  COMMITTEE 

07-1 8-08P03:36  RCVD 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  July  24,  2008  documents  dept. 

1:30  PM  JUL  1  8  2008 

Regular  Meeting 

SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery&sfcjov.orQ 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 
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Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 

the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 

1.         2005.0911E  (L.  KEINKER:  (415)  575-9036) 

616  DIVISADERO  STREET  aka  Harding  Theater,  Lot  002J  of  Assessor's  Block  1202,  L- 
shaped  lot  fronting  both  Divisadero  and  Hayes  Streets  -  Appeal  of  Preliminary 
Negative  Declaration.  The  proposed  project  is  to  adaptively  reuse  the  Harding  Theater 
as  a  mixed-use  commercial  building,  called  "The  Harding,"  divided  into  at  least  four 
tenant  spaces,  replacement  installation  of  the  1930's  marquee  and  blade  sign,  demolition 
of  the  theater  backstage  and,  on  the  undeveloped  portion  of  the  lot  facing  Hayes  Street, 
new  construction  of  a  five-story,  eight-unit  condominium  building  of  approximately 
13,700-sf,  called  "Harding  Place,"  with  up  to  a  total  of  19  off-street  parking  spaces 
accessed  from  Hayes  Street.  This  site  is  located  within  the  NC-2  (Small-scale 
Neighborhood  Commercial)  District  and  65-A  Height  and  Bulk  District. 
(Proposed  for  Continuance  to  September  25,  2008) 


2.  2006.0432E  (P.  SIEFERS:  (415)  575-9045) 
299  VALENCIA  STREET  -  Lot  014  of  Assessor's  Block  3532,  bounded  by  Valencia,  Wh 
Street,  Clinton  Park  Street  (an  alley),  and  Stevenson  Street  (an  alley)  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration.  The  proposed  project  would  include 
demolition  of  the  existing  paved  parking  lot  which  covers  the  11,020  square  foot  site,  a 
222  square  foot  office  shed,  formerly  a  used  car  sales  office,  and  a  billboard  sign 
extending  above  the  west  side  of  the  site  and  construction  of  a  five-story,  mixed  use 
building  with  4,917  square  feet  of  ground  floor  retail  and  36  dwelling  units.  The  building 
would  contain  12  one-bedroom  units  and  24  two-bedroom  units,  of  which  four  (4)  are 
required  to  be  below  market  rate.  The  application  was  filed  prior  to  the  March  23,  2006 
date  within  the  Planning  Code  that  triggers  an  increase  in  the  required  percentage  of 
below  market  units  from  12  percent  to  15  percent.  The  applicant  proposes  a  total  of  36 
motorized  vehicle  parking  spaces  accessed  via  Stevenson  Street,  only  thirty  of  which  are 
permitted  with  a  use  permit  under  recently  enacted  Market-Octavia  Plan  and  zoning 
controls.  Ground  floor  retail  would  be  divided  into  three  spaces  ranging  from  1,479 
square  feet  to  1,958  square  feet  and  would  be  accessed  via  Valencia  Street,  14th  Street 
and  the  corner  where  these  two  streets  intersect.  Bicycle  parking  for  18  bicycles  would 
be  provided  in  the  garage  and  accessible  through  the  lobby.  The  project  sponsor  would 
seek  approval  from  the  SFMTA  for  one  on-street  loading  space  to  be  located  adjacent  to 
the  elevator  along  14th  Street  which  could  accommodate  a  service  van  or  a  small  truck. 
No  on-site  freight  or  delivery  spaces  are  proposed. 

(Continued  from  Regular  Meeting  of  June  12,  2008; 
(Proposed  to  Continuance  to  September  25,  2008) 

3.  2006.0864C  (E.  OROPEZA:  (415)  558-6381) 
2245  GENEVA  AVENUE  -  north  side  between  Santos  and  Pasadena  Streets;  Lots  008 J, 
008I  and  008H  in  Assessor's  Block  6322  -  Request  for  Conditional  Use  Authorization 
pursuant  to  Planning  Code  Section  1610)  for  the  reduction  of  off-street  parking  spaces  for 
proposed  dwelling  units.  The  project  proposes  the  construction  a  3-story,  3-unit  mixed- 
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used  building  on  each  lot  within  the  NC-1  (Neighborhood  Commercial,  Cluster)  District 
and  a  40  -X  height  and  Bulk  District.  Planning  Code  Section  161  (j)  allows  for  the 
reduction  of  off-street  parking  requirements  for  dwelling  units  in  any  NC  District  pursuant 
to  the  procedures  for  conditional  use  authorization  set  forth  in  Section  303. 
Preliminary  Recommendation: 

(Proposed  for  Continuance  to  September  11,  2008) 

4  2008.0537D  (C.  JAROSLAWSKY:  (415)  558-6348) 

2342  41st  AVENUE  -  between  Santiago  and  Taraval  Streets;  Lot  022A  in  Assessor's 
Block  2369  -  Request  for  Discretionary  Review  of  Building  Permit  Application 
#20071 1 158276  to  extend  the  rear  of  an  existing,  first  and  second-level  approximately  16 
feet  and  add  a  partial  third  level,  of  a  single-family  dwelling  within  an  RH-1  (Residential, 
House,  One-Family)  District,  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  the  project  as 
recommended. 

(Proposed  for  Continuance  to  September  4,  2008) 

5.         2008.0492D  (G.  CABREROS:  (415)  558-6169) 

2655  SCOTT  STREET  -  west  side  between  Broadway  and  Vallejo  Street;  Lot  001 0  in 
Assessor's  Block  0960  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.04.18.9061  proposing  to  add  a  partial  fourth  floor  to  the  existing 
three-story,  single-family  residence  in  an  RH-1  (Residential,  House,  One-Family)  District 
and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve 
(Proposed  for  Continuance  to  September  4,  2008) 

6a.       2008.0614D  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  The  proposal  is  to  demolish  an  existing  two-family  dwelling 
and  construct  a  new  three-family  dwelling.  Planning  Code  Section  317  requires 
Mandatory  Discretionary  Review  of  Demolition  Permit  Application  No. 
2007.03.21.6793  to  demolish  an  existing  two-family  dwelling. 
Preliminary  Recommendation: 
(Proposed  for  Continuance  to  August  7,  2008) 

6b.       2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  of  units  in  association  with  demolition. 
Planning  Code  Section  317  requires  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.03.21.6789  for  the  new  construction  of  a  three-family  dwelling  in 
association  with  the  demolition. 
(Proposed  for  Continuance  to  August  7,  2008) 

6c.        2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  a  three-family  dwelling  in  association 
with  demolition.  Front  setback,  rear  yard,  and  off-street  parking  Variances  are  required 
and  will  be  considered  by  the  Zoning  Administrator. 
(Proposed  for  Continuance  to  August  7,  2008) 
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7. 


1996.281E 


(J.  KUGLER:  (415)  575-6925) 


CENTRAL  SUBWAY  PROJECT  -  Certification  of  the  Final  Supplemental 
Environmental  Impact  Report  prepared  for  Central  Subway  which  is  Phase  2  of  the 
Third  Street  Light  Rail  project.  (The  environmental  document  has  been  prepared  to  meet 
the  requirements  of  both  CEQA  and  NEPA  and  analyzes  updated  information  from  the 
original  EIS/EIR  that  was  certified  in  1998.)  The  proposed  project  is  to  provide  Muni 
Metro  rail  service  from  4th  and  King  (current  terminus  of  Phase  1-the  T-Third  line)  to 
Chinatown  in  a  mostly  subway  configuration.  The  proposed  alignment  would  operate  on 
Fourth  and  Stockton  Streets  with  a  deep  underground  crossing  of  Market  Street.  The 
alignment  would  be  on  the  surface  of  Fourth  Street  beginning  at  King  Street  and  go 
underground  between  Bryant  and  Harrison  (under  the  I-80  freeway).  There  would  be  a 
surface  station  at  4th  and  Brannan  Streets  and  three  underground  stations  at  Moscone, 
Union  Square/Market,  and  Chinatown. 

Preliminary  Recommendation:  Certify  the  Environmental  Impact  Report 

Please  note:  The  public  hearing  on  the  Draft  EIR  is  closed.  The  public  comment 

period  for  the  Draft  EIR  ended  on  December  10,  2007.  The  Planning  Commission 

does  not  conduct  public  review  of  Final  EIRs.  Public  comments  on  the  certification 

may  be  presented  to  the  Planning  Commission  during  the  Public  Comment  portion 

of  the  Commission  calendar. 

(Proposed  for  Continuance  to  August  7,  2008) 


230  JONES  STREET  -  Request  for  Conditional  Use  Authorization  to  legalize  an 
existing  institutional  use  (City  Impact  Ministries)  currently  occupying  and  utilizing  the 
entire  subject  building.  Interior  tenant  improvements  would  occur  throughout  the  subject 
building  to  bring  the  building  into  compliance  with  applicable  City  codes.   No  physical 
expansion  of  the  existing  building  is  proposed.    This  site  is  within  a  RC-4  (Residential- 
Commercial  Combined,  High  Density)  District,  the  North  of  Market  Residential  Special 
Use  District,  Subarea  No.  1,  and  an  80-1 20-T  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  July  10,  2008) 
(Proposed  for  Continuance  to  August  14,  2008) 

9.  2007.0909DDD  (R.  CRAWFORD:  (415)  558-6358) 
2  KRONQUIST  COURT  -  west  side  at  the  end  of  Kronquist  Court,  Lot  020  of  Assessor's 
Block  6582  -  Request  for  Discretionary  Review  of  Building  Permit  Application  2007 
0604  2857  to  construct  a  new  third  floor  to  the  existing  two-story  building  and  extend  the 
building  back  2  feet  to  the  rear,  in  an  RH-1,  Residential  House,  One-Family  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  Modify  the  Permit. 
(Proposed  for  Continuance  to  August  14,  2008) 

10.  2008.0438D  (R.  CRAWFORD:  (415)  558-6358) 
242  SAGAMORE  STREET  -  north  side  between  Capitol  and  Orizaba  Avenue  Lot  016  of 
Assessor's  Block  7137  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  2007  1228  1544  to  construct  a  single  family  dwelling  on  a  vacant  lot  currently 
occupied  by  a  church  parking  lot  in  an  RH-1,  Residential  House,  One-Family  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve  the 
Permit. 

(Proposed  for  Continuance  to  August  14,  2008) 

11.  2008.06771  (K.  RICH:  (415)  558-6345) 
PROPOSED  ORDINANCE  TO  CREATE  AN  EASTERN  NEIGHBORHOODS 
COMMUNITY  STABILIZATION  FUND  AND  A  PRODUCTION,  DISTRIBUTION  AND 
REPAIR  (PDR)  BUSINESS  REPLACEMENT  FUND  [BOARD  FILE  NO.  0807771 
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Ordinance  amending  the  Planning  Code  to  add  Section  31 9A  et  seq.  to  create  a 
community  stabilization  fund  and  a  Production,  Distribution  and  Repair  (PDR)  business 
replacement  fund  and  imposing  fees  on  specified  new  developments  in  the  Eastern 
Neighborhoods  (East  Soma,  Showplace  Square/Potrero  Hill,  Mission  and  Central 
Waterfront);  making  a  declaration  of  policy  concerning  pending  residential  development 
projects  in  the  Eastern  Neighborhoods  that  are  compliant  with  the  current  Planning  Code; 
and  making  environmental  findings  and  findings  of  consistency  with  the  General  Plan  and 
priority  policies  of  Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Approval  with  conditions. 
(Continued  from  Regular  Meeting  of  July  10,  2008) 
(Proposed  for  Continuance  to  July  31,  2008) 

B.  CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

12.       2007.1171C  (C.  JAROSLAWSKY:  (415)  558-6348) 

4847  MISSION  STREET  -  south  side  between  Russia  and  France  Avenues  Lot  018  of 
Assessor  s  Block  6272  -  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Sections  209.1  to  add  one  dwelling  unit  on  the  second  level  of  a  mixed  use  building 
without  required  on-site  parking,  no  expansion  to  the  existing  structure  within  an  NC-3 
(Moderate-Scale  Neighborhood  Commercial)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  approve  the 
project. 

Preliminary  Recommendation:  Approval  with  Conditions 

13a.      2008.0474C  (E.  OROPEZA:  (415)  558-6381) 

955  VALENCIA  STREET  -  Request  for  Conditional  Use  Authorization  pursuant  to 
Planning  Code  Section  1 6 1  (j)  for  the  reduction  of  off-street  parking  spaces  for  proposed 
dwelling  units.  The  project  proposes  to  convert  an  existing  commercial  space  to  a 
dwelling  without  providing  the  required  off-street  parking  space  all  within  the  Valencia 
Street  Neighborhood  Commercial  District,  the  Liberty  Hill  Historic  District  and  a  50  -X 
height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions. 

1 3b.      2008.0474  V  (E.  OROPEZA:  (415)  558-6381 ) 

955  VALENCIA  STREET  -  Variance  request  for  Usable  Open  Space  pursuant  to 
Planning  Code  Sections  135  and  305.  In  the  Valencia  Street  Neighborhood  Commercial 
District  100  square  feet  of  usable  open  space  is  required  for  each  unit  if  private,  or  133 
square  feet  per  unit  if  shared.  An  existing  rear  and  side  yard  provide  the  available  open 
space  on  the  property.  However,  these  yards  do  not  qualify  as  areas  of  common  usable 
open  space,  all  within  the  Valencia  Street  Neighborhood  Commercial  District,  the  Liberty 
Hill  Historic  District  and  a  50-X  height  and  Bulk  District. 

C.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

Adoption  of  Commission  Minutes  -  Charter  Section  4.104  requires  all  commissioners  to 
vote  yes  or  no  on  all  matters  unless  that  commissioner  is  excused  by  a  vote  of  the 
Commission.  Commissioners  may  not  be  automatically  excluded  from  a  vote  on  the 
minutes  because  they  did  not  attend  the  meeting. 
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1 4.  Consideration  of  Adoption: 

•  Draft  Minutes  of  Joint  Hearing  of  June  5,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  June  12,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  June  1 9,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  June  26,  2008 

15.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

D.  DIRECTOR'S  REPORT 

16.  Director's  Announcements 

1 7.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

E.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 


F.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

G.  CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 

18.       2008.0535T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

AMENDMENTS  TO  THE  PLANNING  CODE:  TOBACCO  PARAPHERNALIA 
ESTABLISHMENTS  -  Ordinance  introduced  by  Supervisor  Sandoval  amending  the 
San  Francisco  Planning  Code  to  add  a  new  Section  277(v),  to  define  Tobacco 
Paraphernalia  Establishments,  and  to  impose  a  conditional  use  requirement  on  the 
establishment  of  such  enterprises  in  all  Commercial  and  Industrial  districts;  amending 
Section  303  (Conditional  Use)  of  the  Planning  Code  to  refer  to  this  requirement,  and  to 
require  consideration  of  additional  criteria  when  analyzing  a  conditional  use  application; 
adding  a  new  Section  790.123,  to  define  Tobacco  Paraphernalia  in  the  Neighborhood 
Commercial  Districts;  amending  sections  710.1,  711.1,  712.1,  713.1,  714.1,  715.1,  716.1, 
717.1,  718.1,  719.1,  720.1,  721.1,  722.1,  723.1,  724.1,  725.1,  726.1,  727.1,  728.1,  729.1, 
730.1,  and  732.1,  to  refer  to  this  definition  as  a  conditional  use  requirement;  adding  a  new 
Section  890.89  to  define  Tobacco  Paraphernalia  in  the  Mixed  Use  Districts;  amending 
Sections  803.1,  810.1,  811.1,  812.1,  814,  815,  816,  817,  and  827  to  refer  to  this  definition 
and  conditional  use  requirement;  and  making  findings,  including  findings  of  consistency 
with  the  Priority  Policies  of  Planning  Code  Section  101.1  and  environmental  findings. 
Preliminary  Recommendation:  Approval  with  modifications 
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NOTE:  On  July  17,  2008,  following  public  testimony,  the  Commission  closed  public 
hearing  and  1)  entertained  a  motion  to  approve  with  modifications  by  a  vote  of  +2  - 
5.  Motion  Failed.  Commissioners  Borden,  Miguel,  Moore,  Olague  Sugaya  voted  no. 
2)  the  Commission  passed  a  motion  of  intent  to  disapprove  by  a  vote  of  +5  -2. 
Commissioners  Antonini  and  Lee  voted  no.  Final  Language:  July  24,  2008. 

H.         REGULAR  CALENDAR 

19.  2007.1256C  (K.  GUY:  (415)  558-6163) 
401-431  COLUMBUS  AVENUE  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot 
026  of  Assessor's  Block  0131  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot  026 
of  Assessor  s  Block  0131  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  722.21,  722.41,  and  722.42  to  expand  an  existing  full-service 
restaurant  and  bar  (dba  Panta  Rei  Restaurant),  and  to  allow  a  use  size  in  excess  of 
2,000  square  feet  within  the  North  Beach  NCD  (Neighborhood  Commercial  District),  and 
a  40-X  Height  and  Bulk  District.  The  proposal  is  to  expand  the  existing  1,500  square-foot 
restaurant  and  bar  to  occupy  the  adjacent  existing  storefront.  The  expanded  restaurant 
and  bar  would  measure  a  total  of  2,040  square  feet. 

Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  July  17,  2008) 

20.  2007.1426C  (S.  YOUNG:  (41 5)  558-6346) 
1800  HAIGHT  STREET  -  northwest  corner  of  Haight  and  Shrader  Streets;  Lot  004  in 
Assessor's  Block  1228  -  Request  for  Conditional  Use  Authorization  under  Sections 
719.56  and  303  of  the  Planning  Code  to  legalize  the  establishment  of  a  public  parking 
facility  (dba  Haight  Street  Parking  Lot)  on  an  approximately  79.5  feet  by  100  feet  vacant 
portion  of  the  subject  lot,  the  remainder  of  which  is  occupied  by  a  one-story  medical  and 
commercial  building.  The  proposal  will  provide  up  to  20  parking  spaces  during  the  hours 
of  operation  of  7  a.m.  to  2  a.m.;  of  which,  10  parking  spaces  will  be  designated  for  use  if 
needed  by  the  medical  clinic  (dba  RAI  Care  Center)  and  retail  store  (dba  Skates  on 
Haight)  on  the  subject  lot  between  the  hours  of  7  a.m.  to  9  p.m.  Vehicular  access  to  the 
parking  lot  currently  is  from  Shrader  Street.  The  subject  property  is  within  the  Haight 
Street  Neighborhood  Commercial  District,  the  Haight  Street  Alcohol  Restricted  Use 
Subdistrict,  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  conditions. 
(Continued  from  Regular  Meeting  of  July  10,  2008) 

21.  2007.0598C  (G.  CABREROS:  (415)  558-6169) 
1662-1664  UNION  STREET  -  north  side  between  Gough  and  Franklin  Streets, 
Assessor's  Block  0528,  Lot  008  -  Request  for  Conditional  Use  Authorization  to  allow 
the  demolition  of  dwelling  units  at  the  second  and  third  stories  pursuant  to  Planning  Code 
Section  725.39  requiring  Conditional  Use  authorization  for  residential  demolition  at  the 
second  story  or  higher.  The  proposal  is  to  demolish  an  existing  three-story,  two-unit 
building  and  to  construct  a  four-story,  six-unit  residential  building  in  the  Union  Street 
Neighborhood  Commercial  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approve  with  Conditions 

22        2008  0404C  (M.  SMITH:  (415)  558-6322) 

3275-3279  16th  STREET  -  south  side,  between  Guerrero  and  Dolores  Streets,  lot  035  In 
Assessors  Block  3567  -  Request  for  a  Conditional  Use  Authorization  pursuant  to 
Planning  Code  Section  209.3(g)  to  allow  the  Children's  Day  School  to  occupy  the 
property  and  use  it  as  part  of  their  elementary  school,  located  within  a  RM-1  (Residential, 
Mixed,  Low  Density)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
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23a.      2007.0081  CVE  (E.  JACKSON:  (415)  558-6363) 

129-139  GIRARD  STREET  -  east  side,  Lots  025  and  026  in  Assessor's  Block  5925  - 
Request  for  Conditional  Use  Authorization  pursuant  to  Planning  Code  Sections  209.3, 
303,  and  317  to  demolish  or  convert  three  existing  single-family  residences  and  construct 
a  new  36-bed  residential  care  facility  within  an  RH-2  (Residential,  House,  Two-Family) 
Zoning  District  with  a  40-X  Height  and  Bulk  designation.  Planning  Code  Section  209.3 
requires  a  CU  for  the  construction  of  a  residential  care  facility  housing  seven  or  more 
persons.  Planning  Code  Section  317  requires  a  CU  for  the  loss,  removal  or  demolition  of 
three  or  more  dwelling  units. 

23b.     2007.0081  CVE  (E.  JACKSON:  (415)  558-6363) 

129-139  GIRARD  STREET  -  east  side,  Lots  025  and  026  in  Assessor's  Block  5925  - 
Request  for  Variance  to  demolish  or  convert  three  existing  single-family  residences  and 
construct  a  new  36-bed  residential  care  facility  within  an  RH-2  (Residential,  House,  Two- 
Family)  Zoning  District  with  a  40-X  Height  and  Bulk  designation.  Planning  Code  Section 
1.32  requires  a  front  setback  requirement  of  15  feet;  the  project  proposes  a  front  setback 
of  3.5  feet.  The  Zoning  Administrator  will  consider  the  variance  application  concurrently 
at  the  conditional  use  hearing. 

6:30  P.M. 


24.       2004.01 60EMTUZUU  (K.  RICH  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  PROGRAM  - 

Hearing  #9  -  July  24,  2008  -  (Commission  workshop  &  public  comment) 

Staff  will  continue  a  discussion  with  the  Commission  on  direction  from  the 
Commissioners  regarding  potential  changes  to  the  Eastern  Neighborhoods  Initiation 
Package,  including  Planning  Code  Amendments,  Zoning  Map  Amendments,  General 
Plan  Amendments,  Historic  Preservation  Interim  Procedures,  and  the  Implementation 
Program. 

The  Commission  may  also  discuss  any  and  all  other  subjects  related  to  the  Eastern 
Neighborhoods  Program. 

Preliminary  Recommendation:  Informational  Presentation  and  Public  Comment;  No 
Commission  Action  requested  at  the  July  24  hearing. 

The  Planning  Commission  will  hold  a  series  of  public  hearings  beginning  on  May  15, 
2008  to  consider  Case  No.  2004.0160EMTUZUU,  and  would  include  adopting  a  Motion 
to  certify  the  Final  Environmental  Impact  Report  and  adopt  CEQA  Findings  and  consider 
resolutions  to  approve  amendments  to  the  San  Francisco  General  Plan,  Planning  Code 
and  Zoning  Map  and  resolutions  to  approve  Historic  Resources  Interim  Procedures  and 
Public  Benefits  Program  and  Monitoring  Procedures  related  to  the  four  Eastern 
Neighborhoods  Area  Plans  -  the  Mission,  Showplace  Square/Potrero  Hill,  Central 
Waterfront  and  East  SoMa  Area  Plans.  Hearings  are  currently  scheduled  for  May  15, 
2008,  June  5,  2008,  June  12,  2008,  June  19  2008,  June  26  2008,  July  3  2008,  July  10 
2008,  July  24,  2008.  The  Commission  will  consider  and  receive  public  comment  on 
specific  aspects  of  the  Plans  and  proposed  amendments  at  each  hearing.  The  series  of 
hearings  will  culminate  in  a  public  hearing  to  consider  adoption  actions  after  July  24, 
2008. 

The  project  encompasses  a  significant  proportion  of  the  San  Francisco  land  area  in  the 
southeast  quadrant  of  the  City,  encompassing: 
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"  East  SoMa  (the  eastern  portion  of  the  South  of  Market  district),  bounded  generally  by 
Folsom  Street  on  the  northwest,  the  Rincon  Hill  Plan  area  (essentially,  Second  Street)  on 
the  east,  Townsend  Street  on  the  south,  and  Fourth  Street  on  the  west,  with  an  extension 
to  the  northwest  bounded  by  Harrison,  Seventh,  Mission,  Sixth  (both  sides),  Natoma, 
Fifth,  and  Folsom  Streets; 


"  the  Mission,  bounded  by  13th  and  Division  Streets  on  the  north,  Potrero  Avenue  on  the 
east,  Cesar  Chavez  Street  on  the  south,  and  Guerrero  Street  on  the  west; 


"  the  Showplace  Square/Potrero  Hill  district,  generally  bounded  by  Bryant  Street  and  10th 
Street  on  the  northwest,  Seventh  Street  on  the  northeast,  Interstate  Highway  280  (I-280) 
on  the  east,  25th  and  26th  Streets  on  the  south,  and  Potrero  Avenue  on  the  west;  and 


"  the  Central  Waterfront,  bounded  by  Mariposa  Street  on  the  north,  San  Francisco  Bay  on 
the  east,  Islais  Creek  on  the  south,  and  I-280  on  the  west. 
The  project  Areas  are  comprised  of  the  entirety  or  portions  of  437  Assessor's  Blocks. 
Specifically,  on  or  after  July  24,  2008,  the  Commission  will  consider  the  following  actions: 

"  Case  2004.0160E  -  Certification  of  the  Final  Environmental  Impact  Report  and  adoption 
of  CEQA  Findings  on  the  Eastern  Neighborhoods  Area  Plans. 

"  Case  2004.01 60M  -  Adopt  General  Plan  amendments  that  would,  1)  add  to  the  General 
Plan  four  new  area  plans  (the  "Eastern  Neighborhoods  Area  Plans"),  which  include  the 
Mission,  East  SoMa,  Showplace  Square/Potrero  Hill  and  Central  Waterfront  Area  Plans; 
and  2)  also  make  related  amendments  to  the  following  portions  of  the  existing  General 
Plan:  the  Commerce  and  Industry  Element,  Recreation  Element,  Open  Space  Element, 
the  South  of  Market  Area  Plan,  the  Central  Waterfront  Area  Plan,  the  Northeastern 
Waterfront  Area  Plan,  and  the  Land  Use  Index; 

"  Case  2004.0160T  -  Adopt  Planning  Code  text  amendments  that  would  revise  Planning 
Code  controls,  including,  but  not  limited  to  controls  for  land  use,  height  and  bulk,  building 
design,  density,  open  space,  and  parking;  establish  13  new  zoning  districts;  amend  the 
South  Park  District;  RTO  District,  NCT  Districts,  and  Downtown  Residential  Districts;  and 
make  related  revisions  to  the  Planning  Code  necessary  to  implement  the  General  Plan  as 
proposed  to  be  amended  and  make  related  Planning  Code  Amendments  pursuant  to  the 
Eastern  Neighborhoods  Area  Plans. 

"  Case  2004.0160Z  -  Adopt  Zoning  Map  amendments  that  would  revise  the  Zoning  Maps 
of  the  City  and  County  of  San  Francisco.  Proposed  Planning  Code  map  amendments 
would  a)  update  height  and  bulk  districts,  b)  apply  the  RTO  District  and  PDR-2  Districts  in 
the  Eastern  Neighborhoods,  and  c)  establish  13  new  zoning  districts. 

"  Case  2004.0160U  -  Adopt  Interim  Historic  Preservation  procedures  that  would  establish 
interim  procedures  for  additional  review  of  proposed  changes  to  or  demolition  of  historic 
or  potentially  historic  resources  in  the  Eastern  Neighborhoods,  pending  completion  of  the 
ongoing  historic  resource  surveys. 

"Case  2004.0160UU  -  Adopt  Monitoring  and  Review  Procedures  in  order  to  review 
development  activity  and  progress  towards  the  Eastern  Neighborhoods  implementation 
measures 
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I.         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 


Notice  of  Meet  ins  and  Calendar 


Pase  1 1 


SAN  FRANCISCO 
PLANNING  COMMISSION 

Notice  of  Meeting 
& 

07-25-08P03: 37  RCVD 

Calendar 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  July  31 ,  2008    documents  deft 
1:30  PM 

Special  Meeting  JUL25™ 

SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  Hnda.avervfcbsfqov.orQ 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (41 5)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21.  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 

sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (41 5)  558-631 8  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr  Carlton  B  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(S)sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 

the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception 
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1:30  PM 


ROLL  CALL: 


President: 

Vice-President: 

Commissioners: 


Christina  R.  Olague 
Ron  Miguel 

Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

B.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

C.  REGULAR  CALENDAR 

Note:  Item  Number  1  and  Item  Number  2  include  components  of  the  Eastern 
Neighborhoods  Program,  a  broad  effort  to  examine  and  amend  City  Codes  and  the  General 
Plan  in  order  to  better  plan  for  growth  in  a  significant  portion  of  land  in  the  southeast 
quadrant  of  the  City. 

The  subject  of  the  proposed  rezoning  is  an  approximately  2,200-acre  project  area  that 
includes  four  neighborhoods  on  the  eastern  side  of  San  Francisco:  East  SoMa,  the 
Mission,  Showplace  Square/Potrero  Hill  and  the  Central  Waterfront.  The  proposed 
rezoning  would  introduce  new  use  (zoning)  districts,  including:  (1)  districts  that  would 
permit  only  production,  distribution  and  repair  (PDR)  uses;  (2)  districts  that  would  permit 
at  least  some  PDR  uses  in  combination  with  commercial  and/or  residential  uses;  (3) 
districts  mixing  residential  and  commercial  uses;  and  (4)  new  residential-only  districts. 
The  new  districts  would  replace  existing  industrial,  commercial  and  residential  single-use 
districts.  The  project  would  also  include  certain  adjustments  to  height  limits.  In 
conjunction  with  the  proposed  rezoning,  the  Planning  Department  is  also  developing  area 
plans  for  inclusion  within  the  General  Plan  for  the  four  neighborhoods  in  the  project  area. 
These  plans  address  policy-level  issues  pertaining  to  housing,  transportation,  historic 
resources,  urban  design  (including  building  heights  and  urban  form),  open  space,  and 
community  facilities. 

The  Eastern  Neighborhoods  Plan  Area  generally  encompasses: 


East  SoMa  (the  eastern  portion  of  the  South  of  Market  district),  bounded  generally  by 
Folsom  Street  on  the  northwest,  the  Rincon  Hill  Plan  area  (essentially,  Second  Street) 
on  the  east,  Townsend  Street  on  the  south,  and  Fourth  Street  on  the  west,  with  an 
extension  to  the  northwest  bounded  by  Harrison,  Seventh,  Mission,  Sixth  (both  sides), 
Natoma,  Fifth,  and  Folsom  Streets; 

the  Mission,  bounded  by  13th  and  Division  Streets  on  the  north,  Potrero  Avenue  on  the 
east,  Cesar  Chavez  Street  on  the  south,  and  Guerrero  Street  on  the  west; 
the  Showplace  Square/Potrero  Hill  district,  generally  bounded  by  Bryant  Street  and 
10th  Street  on  the  northwest,  Seventh  Street  on  the  northeast,  Interstate  Highway  280 
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(1-280)  on  the  east,  25th  and  26th  Streets  on  the  south,  and  Potrero  Avenue  on  the 

west;  and 

the  Central  Waterfront,  bounded  by  Mariposa  Street  on  the  north,  San  Francisco  Bay 
on  the  east,  Islais  Creek  on  the  south,  and  1-280  on  the  west. 

2004.01 60 EMTUZUU  (M.  JACINTO:  (415)  575-9033) 

EASTERN  NEIGHBORHOODS  FINAL  ENVIRONMENTAL  IMPACT  REPORT  - 
Certification  of  the  Final  Environmental  Impact  Report  Please  note:  the  public  review 
period  for  the  Draft  Environmental  Impact  Report  is  closed.  The  Planning  Commission 
does  not  conduct  public  review  of  Final  EIRs.  Public  comments  on  the  certification  may 
be  presented  to  the  Planning  Commission  during  the  public  comment  portion  of  the 
Commission  calendar. 

Preliminary  Recommendation:  Certify  the  Final  EIR. 

2004.01 60EMTUZUU  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  GENERAL  PLAN  AMENDMENTS  -  General  Plan 
amendments  that  would,  1)  add  to  the  General  Plan  four  new  area  plans,  which  include 
the  Mission,  East  SoMa,  Showplace  Square/Potrero  Hill  and  Central  Waterfront  Area 
Plans;  and  2)  make  related  amendments  to  the  following  portions  of  the  existing  General 
Plan:  the  Commerce  and  Industry  Element,  Recreation  Element,  Open  Space  Element, 
the  South  of  Market  Area  Plan,  the  Central  Waterfront  Area  Plan,  the  Northeastern 
Waterfront  Area  Plan,  and  the  Land  Use  Index. 
Preliminary  Recommendation:  Adoption. 

2004.0160EMIUZUU  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  PLANNING  CODE  TEXT  AMENDMENTS  :  Planning 
Code  text  amendments  that  would  revise  controls  including  but  not  limited  to  those  for 
land  use,  height  and  bulk,  building  design,  density,  open  space,  and  parking;  establish  16 
new  zoning  districts;  amend  the  South  Park  District;  RTO  District,  NCT  Districts,  and 
Downtown  Residential  Districts;  and  make  related  amendments  to  the  Planning  Code 
necessary  to  implement  the  General  Plan  as  proposed  to  be  amended  and  make  related 
Planning  Code  amendments  pursuant  to  the  Eastern  Neighborhoods  Area  Plans. 
Preliminary  Recommendation:  Adoption. 

2004.0160EMTUZUU  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  ZONING  MAP  AMENDMENTS  -  Zoning  Map  order  to  a) 
update  height  and  bulk  districts,  b)  apply  the  RTO  District  and  PDR-2  Districts  in  the 
Eastern  Neighborhoods,  and  c)  designate  16  new  zoning  districts. 
Preliminary  Recommendation:  Adoption. 

2004.0160EMTUZUU  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  INTERIM  HISTORIC  PRESERVATION  CONTROLS  - 
Interim  Historic  Preservation  Controls  that  would  establish  additional  review  of 
proposed  changes  to  or  demolition  of  historic  or  potentially  historic  resources  in  the 
Eastern  Neighborhoods,  pending  completion  of  ongoing  historic  resource  surveys. 
Preliminary  Recommendation:  Adoption. 

2004.0160EMTUZUU  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  IMPLEMENTATION  AND  MONITORING  -  Amendments 
to  the  Administrative  Code  in  order  establish  implementation  and  monitoring  measures 
related  to  Eastern  Neighborhoods  Area  Plan  policies. 
Preliminaiy  Recommendation:  Adoption. 

(K  RICH:  (415)  558-6345) 

INTERIM  DEVELOPMENT  REVIEW  POLICY  -  Interim  policy  to  govern  the  review  of 
development  projects  in  the  Eastern  Neighborhoods  which  may  move  forward  for 
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consideration  and  possible  approval  prior  to  the  effective  date  of  the  Eastern 
Neighborhood  zoning  controls. 
Preliminary  Recommendation:  Adoption. 

2g.  (B.  WYCKO:  (41 5)  575-9048) 

INTERIM  PDR  LOSS  AND  REPLACEMENT  POLICY  -  Interim  policy  regarding  new 
and  replacement  PDR  (production,  distribution,  and  repair)  space  under  CEQA  (the 
California  Environmental  Quality  Act)  for  projects  throughout  the  Eastern 
Neighborhoods  and  related  areas  which  may  move  forward  for  consideration  and 
possible  approval  prior  to  the  effective  date  of  the  Eastern  Neighborhoods  zoning 
controls. 

Preliminary  Recommendation:  Adoption. 
(Continued  from  Regular  Meeting  of  June  19,  2008) 

2h.       2004.01 60EMTUZUU  (M.  JACINTO:  (415)  575-9033) 

CEQA  FINDINGS  -  In  accordance  with  CEQA  Guidelines  Section  15091,  CEQA  findings 
which  indicate  significant  impacts  associated  with  approving  the  zoning  and  Area  Plans 
are  proposed,  along  with  a  rationale  for  rejecting  alternatives  identified  in  the  EIR,  and  a 
statement  of  overriding  considerations  that  lists  technical,  social  and  economic  reasons 
for  adopting  the  plans  and  zoning  despite  identified  significant,  adverse  environmental 
impacts. 

Preliminary  Recommendation:  Adoption. 

3.  2008.06771  (K.  RICH:  (415)  558-6345) 
PROPOSED  ORDINANCE  TO  CREATE  AN  EASTERN  NEIGHBORHOODS 
COMMUNITY  STABILIZATION  FUND  AND  A  PDR  REPLACEMENT  FUND  -  Proposed 
ordinance  introduced  by  Supervisor  Daly  under  Board  File  Number  080777 
amending  the  Planning  Code  to  add  Section  31 9A  et  seq.  to  create  a  community 
stabilization  fund  and  a  Production,  Distribution  and  Repair  (PDR)  business  replacement 
fund  and  imposing  fees  on  specified  new  developments  in  the  Eastern  Neighborhoods 
(East  Soma,  Showplace  Square/Potrero  Hill,  Mission  and  Central  Waterfront);  making  a 
declaration  of  policy  concerning  pending  residential  development  projects  in  the  Eastern 
Neighborhoods  that  are  compliant  with  the  current  Planning  Code;  and  making 
environmental  findings  and  findings  of  consistency  with  the  General  Plan  and  priority 
policies  of  Planning  Code  Section  101.1. 

Preliminary  Recommendation:  Pending. 
(Continued  from  Regular  Meeting  of  July  24,  2008) 

D.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

4.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

E.  DIRECTOR'S  REPORT 

5.  Director's  Announcements 

6.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 
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F.         PUBLIC  COMMENT 


At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 


Adjournment: 
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President:  Christina  R.  Olague 
Vice  President:  Ron  Miguel 
Commissioners:  Michael  Antonini;  Gwyneth  J.  Borden;  William  L.  Lee;  Kathrin  Moore;  Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 

1650  MISSION  STREET,  4TH  FLOOR  RECEPTION   


Commission  Meeting  Procedures 


Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv@sfqov.ora. 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 


Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors 

within  30  days.  Call  (415)  554-5184  for  more  information.  Commission  actions  after  Discretionary 
Review  may  be  appealed  to  the  Board  of  Appeals  within  15  days  of  action  by  the  Central  Permit  Bureau. 
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Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance  application  may  be 
 appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision.  

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 
Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Nonega  and  the  F  Line  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (41 5)  554-7854  or  by  E-mail  at  sotf(5)sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1 )  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


1.         2008.0282C  (S.  YOUNG:  (415)  558-6346) 

331  CLEMENT  STREET  -  south  side  between  4th  and  5th  Avenues;  Lot  043  in  Assessor's 
Block  1436  -  Request  for  Conditional  Use  Authorization  under  Sections  703.4,  303(c), 
and  303(i)  of  the  Planning  Code  to  establish  a  Formula  Retail  Use  within  the  Inner 
Clement  Neighborhood  Commercial  Zoning  District  and  a  40-X  Height  and  Bulk  District  - 
The  proposal  is  to  legalize  the  establishment  of  an  existing  restaurant,  dba  Sweet  Delight 
Cafe,  which  is  currently  operating  as  a  formula  retail  use  consistent  with  that  of  a  'Quickly' 
Asian  fusion  style  cafe  franchise  selling  a  large  variety  of  beverages,  snacks,  and 
desserts.  The  restaurant  consists  of  a  kitchen,  service  area,  storage  room,  restroom,  and 
dining  area  with  seating  for  36  persons.  The  proposal  will  not  involve  tenant 
improvements  to  the  existing  commercial  space  or  an  expansion  to  the  existing  building 
envelope. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  August  8,  2008) 

2a.       2007.0980ECV  (A.  HEITTER:  (415)  558-6602) 

220  GOLDEN  GATE  AVENUE  -  northwest  corner  of  Leavenworth  Street  at  Golden  Gate 
Avenue,  Lot  4,  in  Assessor's  Block  345  -  Request  for  Conditional  Use  Authorization  to 
allow  additional  square  footage  above  that  permitted  by  the  base  floor  area  ratio  limits  for 
the  construction  of  affordable  group  housing  units  -  The  proposed  project  is  to  convert  the 
existing  Shih  Yu-Lang  Central  YMCA  to  174  group  housing  units  for  the  chronically 
homeless.  The  project  also  includes  a  historic  rehabilitation  component,  including  an 
exterior  facade  restoration.  The  proposed  project  would  not  involve  any  expansion  of  the 
existing  building  envelope.  The  site  has  no  off-street  parking  and  none  is  proposed.  The 
project  site  is  within  a  C-3-G  (Downtown  General  Commercial)  Zoning  District  and  an  80- 
X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Proposed  for  Continuance  to  August  8,  2008) 


2b.       2007.0980ECV  (A.  HEITTER:  (415)  558-6602) 

220  GOLDEN  GATE  AVENUE  -  northwest  corner  of  Leavenworth  Street  at  Golden  Gate 
Avenue,  Lot  4,  in  Assessor's  Block  345  -  Request  for  a  Variance  to  allow  a  reduction  in 
the  common  usable  open  space  requirements  -  The  proposed  project  is  to  convert  the 
existing  Shih  Yu-Lang  Central  YMCA  to  174  group  housing  units  for  the  chronically 
homeless.  The  project  also  includes  a  historic  rehabilitation  component,  including  an 
exterior  facade  restoration.  The  proposed  project  would  not  involve  any  expansion  of  the 
existing  building  envelope.  The  site  has  no  off-street  parking  and  none  is  proposed.  The 
project  site  is  within  a  C-3-G  (Downtown  General  Commerical)  Zoning  District  and  an  80- 
X  Height  and  Bulk  District. 
(Proposed  for  Continuance  to  August  8,  2008) 


3.         2007.1256C  (K.  GUY:  (415)  558-6163) 

401-431  COLUMBUS  AVENUE  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot 
026  of  Assessor's  Block  0131  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot  026 
of  Assessor's  Block  0131  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  722.21,  722.41,  and  722.42  to  expand  an  existing  full-service 
restaurant  and  bar  (dba  Panta  Rei  Restaurant),  and  to  allow  a  use  size  in  excess  of 
2,000  square  feet  within  the  North  Beach  NCD  (Neighborhood  Commercial  District),  and 
a  40-X  Height  and  Bulk  District.  The  proposal  is  to  expand  the  existing  1,500  square-foot 
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restaurant  and  bar  to  occupy  the  adjacent  existing  storefront.  The  expanded  restaurant 
and  bar  would  measure  a  total  of  2,040  square  feet. 
Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  July  24,  2008) 

NOTE:  On  July  24,  2008,  following  public  testimony  the  Commission  closed  public 
hearing  and  entertained  a  motion  to  approved  by  a  vote  of  +4  -3.  Commissioners 
Olague,  Moore  and  Sugaya  voted  no.  Final  Language  August  7,  2008. 
(Proposed  for  Continuance  to  August  8,  2008) 

4.         2008.071 1X  (B.  FU:  (415)  558-6613) 

399  FREMONT  STREET  -  northeast  corner  of  Harrison  and  Fremont  Streets,  Lot  002  in 
Assessor  s  Block  3747  -  Request  under  Planning  Code  Sections  309.1  and  827  for 
the  authorization  of  a  change  in  previously  approved  conditions  of  approval  to 

extend  the  performance  period  within  the  RH  DTR  (Rincon  Hill  Downtown  Residential 
Mixed  Use)  District  With  A  85/400-R  Height  And  Bulk  Designation. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  August  8,  2008) 

5a.       2007.0785VZ  (C.  TEAGUE:  (415)  575-9081) 

483  BOSWORTH  STREET  (aka  1  LYELL  STREET)  -  southeast  corner;  Lot  063  in 
Assessor's  Block  6753  -  Request  to  amend  the  Planning  Code  pursuant  to  Planning 
Code  Section  302,  in  a  P  (Public)  and  40-X  Height  and  Bulk  District  The  proposal  is 
to  reclassify  the  property  from  P  (Public)  to  RH-2  (Residential,  House  Districts,  Two- 
Family)  and  construct  a  2-story,  2-unit  residential  structure  on  a  currently  vacant, 
substandard  property  that  would  not  provide  the  required  rear  yard,  front  setback,  or  any 
off-street  parking  spaces. 

Preliminary  Recommendation:  Approval  of  Reclassification 
(Proposed  for  Continuance  to  August  8,  2008) 

5b.       2007.0785VZ  (C.  TEAGUE:  (415)  575-9081) 

483  BOSWORTH  STREET  (aka  1  LYELL  STREET)  -  southeast  corner;  Lot  063  in 
Assessor's  Block  6753  -  Request  for  a  Variance  for  proposed  development  pursuant  to 
Planning  Code  Sections  305,  132,  134,  and  151,  in  a  RH-2  (Residential,  House  Districts, 
Two-Family)  and  40-X  Height  and  Bulk  District.  The  proposal  is  to  construct  a  2-story,  2- 
unit  residential  structure  on  a  currently  vacant,  substandard  property  that  would  not 
provide  the  required  rear  yard,  front  setback,  or  any  off-street  parking  spaces. 
(Proposed  for  Continuance  to  August  8,  2008) 

6.         2008.0642T  (E.  FORBES:  415)  558-6417) 

PLANNING  CODE  ENFORCEMENT  UPDATE  BOARD  FILE  NO.  080525  -  This 
Ordinance  introduced  by  Supervisor  Peskin  would  amend  the  Administrative  Code 
Section  10. 100-166  to  expand  the  Planning  Department's  Code  Enforcement  Fund 
beyond  general  advertising  signs  and  authorize  the  Fund  to  receive  revenues  from  all 
code  enforcement  activities,  including  monetary  judgments,  and  authorize  expenditure  of 
the  funds  for  administration  and  enforcement  of  all  Planning  Code  violations.  The 
Ordinance  would  also  amend  the  Planning  Code  Section  303(1)  concerning  relocation  of 
general  advertising  signs  to  delete  the  requirement  to  submit  a  site  map,  clarify  that  wall 
signs  are  included  in  the  requirements  and  make  technical  changes  to  the  language  of 
the  section;  amend  Section  358  to  increase  the  annual  inventory  maintenance  fee  from 
$48  to  $75  and  to  clarify  use  of  the  general  advertising  sign  inventory  fees  and  that  wall 
signs  are  included  in  the  requirements;  amend  Section  604.2  to  provide  that  violation  of 
the  Code's  general  advertising  sign  inventory  requirements  is  a  public  nuisance,  to  clarify 
that  the  definition  of  the  term  "general  advertising  sign  company"  includes  the  operator  of 
the  sign  and  that  wall  signs  are  included  in  the  requirements,  to  modify  language  required 
to  be  in  the  affidavit  submitted  with  the  sign  inventory,  to  delete  the  requirement  to  submit 
a  site  map,  to  conform  the  penalty  and  appeal  procedure  with  Section  610,  and  to  make 


Paw  4 


San  Francisco  Plannins  Commission 


Thursday,  August  7,  2008 


other  clarifying  and  technical  changes  to  the  language  of  the  section;  adopting  CEQA  and 
Planning  Code  Section  302  findings.  Preliminary  Recommendation:  Approval. 
(Proposed  for  Continuance  to  August  8,  2008) 

7.  2008.0622D  (A.  STARR:  (415)  558-6362) 
565  MARINA  BOULEVARD  -  south  side  between  Divisadero  and  Scott  Streets;  Lot  007B 
in  Assessor's  Block  0912  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.10.31.6950  proposing  to  construct  a  4th  floor  vertical  addition  and  a 
horizontal  addition  at  the  rear  of  a  three-story,  single-family  house  in  an  RH-1 
(Residential,  House,  Single-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve 
(Continued  from  Regular  Meeting  of  July  17,  2008) 

(Proposed  for  Continuance  to  August  8,  2008) 

8.  2007.1072C  (S.  SANCHEZ:  (415)  558-6326) 
1727  LOMBARD  STREET  -  south  side  between  Laguna  and  Octavia  Streets,  Lot  036,  in 
Assessor's  Block  0506  -  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Sections  303  and  209.2(c)  to  legalize  the  conversion  of  a  tourist  hotel  ("Star  Motel") 
to  group  housing  for  a  post-secondary  educational  institution  ("Academy  of  Art 
University")  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Hold  public  hearing  to  allow  public  comment  and  continue 
item  to  allow  for  additional  neighborhood  outreach  and  completion  of  environmental 
review. 

(Continued  from  Regular  Meeting  of  May  1,  2007) 

NOTE:    On  April  24,  2008,  following  public  testimony,  the  Commission  closed 
public  hearing  and  continued  the  item  to  May  1,  2008. 
(Proposed  for  Continuance  to  August  8,  2008) 

9.  2008.0478D  (R.  CRAWFORD:  (415)  558-6358) 
526  ELLINGTON  -  northerly  side  between  Wipple  and  Farragut  Avenues  Lot  003  of 
Assessor's  Block  7100  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  2008  0103  1806  to  construct  a  two  story  24  foot  long  addition  to  the  rear  of 
the  existing  two-story  dwelling  in  an  RH-1,  Residential  House,  One-Family  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  Modify  the  Project. 
(Proposed  for  Continuance  to  August  14,  2008) 

10a.     2008.0614D  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  The  proposal  is  to  demolish  an  existing  two-family  dwelling 
and  construct  a  new  three-family  dwelling.  Planning  Code  Section  317  requires 
Mandatory    Discretionary    Review    of    Demolition    Permit    Application  No. 
2007.03.21.6793  to  demolish  an  existing  two-family  dwelling. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  July  24,  2008) 
(Proposed  for  Continuance  to  August  14,  2008) 

10b.      2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24,h  and  25,h  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  of  units  in  association  with  demolition. 
Planning  Code  Section  317  requires  Mandatory  Discretionary  Review  of  Building  Permit 
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Application  No.  2007.03.21.6789  for  the  new  construction  of  a  three-family  dwelling  in 
association  with  the  demolition. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  July  24,  2008) 
(Proposed  for  Continuance  to  August  14,  2008) 

10c       2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  a  three-family  dwelling  in  association 
with  demolition.  Front  setback,  rear  yard,  and  off-street  parking  Variances  are  required 
and  will  be  considered  by  the  Zoning  Administrator. 
(Continued  from  Regular  Meeting  of  July  24,  2008) 
(Proposed  for  Continuance  to  August  14,  2008) 

11.       CODE  ENFORCEMENT  PRIORITIES  UPDATE  (L.  SCOTT:  (415)  558  6317) 

Report  on  survey  to  neighborhood  organizations  and  the  public  on  enforcement  issues 
and  priorities,  current  status  of  code  enforcement  workload,  and  proposed  policy 
resolution  on  updated  priorities. 

Preliminary  Recommendation:  Approval  of  draft  resolution 
(Proposed  for  Continuance  to  September  11,  2008) 

12a.      2008.0484B  (E.  JACKSON:  (415)  558-6363) 

600  TERRY  FRANCOIS  BOULEVARD  -  corner  of  South  Street  and  Terry  Francois 
Boulevard,  aka  Mission  Bay  South  Block  30;  aka  Lot  001  in  Assessor's  Block  8722  - 
Application  for  design  review  and  office  allocation  pursuant  to  Planning  Code  Section  321 
to  construct  a  new,  approximately  332,395  gross  square  foot  laboratory/office  building,  6 
stories  and  approximately  90  feet  in  height,  requesting  up  to  312,932  square  feet  of  office 
space.  Off-street  parking  will  be  provided  off-site,  in  a  parking  garage  to  be  provided  on 
Block  29.  The  site  is  located  in  the  Mission  Bay  Commercial-lndustrial-Retail  Zoning 
District  with  an  HZ-5  Height  and  Bulk  designation. 
(Proposed  for  Continuance  to  September  25,  2008) 

12b.      2008.0483B  (E.JACKSON:  (415)558-6363) 

650  TERRY  FRANCOIS  BOULEVARD  -  southeast  corner,  aka  Mission  Bay  South  Block 
32;  aka  Lot  001  in  Assessor's  Block  8722  -  Application  for  design  review  and  office 
allocation  pursuant  to  Planning  Code  Section  321  to  construct  a  new,  approximately 
305,673  gross  square  foot  laboratory/office  building,  6  stories  and  approximately  90  feet  in 
height,  requesting  up  to  291,367  square  feet  of  office  space.  Off-street  parking  will  be 
provided  off-site,  in  a  parking  garage  to  be  provided  on  Block  29B.  The  site  is  located  in 
the  Mission  Bay  Commercial-lndustrial-Retail  Zoning  District  with  an  HZ-5  Height  and  Bulk 
designation. 

(Proposed  for  Continuance  to  September  25,  2008) 

12c.      2008.0690B  (E.  JACKSON:  (41 5)  558-6363) 

1450  OWENS  STREET  -  north  of  16th  Street,  aka  Mission  Bay  South  Blocks  41-43,  Parcel 
7;  aka  Lot  006  in  Assessor's  Block  8709  -  Application  for  design  review  and  office 
allocation  pursuant  to  Planning  Code  Section  321  to  construct  a  new,  approximately 
61,581  gross  square  foot  laboratory/office  building,  2  stories  and  approximately  39  feet  in 
height,  requesting  up  to  61,581  square  feet  of  office  space.  Off-street  parking  will  be 
provided  off-site,  in  a  parking  garage  to  be  provided  on  Parcel  6.  The  site  is  located  in  the 
Mission  Bay  Commercial-Industrial  Zoning  District  with  an  HZ-7  Height  and  Bulk 
designation. 

(Proposed  for  Continuance  to  September  25,  2008) 
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13.  2008.0850B  (C.  NIKITAS:  (415)  558-6306 
MISSION  BAY  BLOCKS  26.  27,  29-32,  33-34,  AND  41-43  -  Proposed  creation  of  the 
Alexandria  Life  Sciences  Mission  Bay  Development  District,  for  design  review  and  office 
allocation  pursuant  to  Planning  Code  Section  321,  including  previously  authorized  projects 
and  future  projects,  to  limit  the  total  office  space  allocation  within  the  District.  The  sites  are 
located  in  Mission  Bay  South  under  a  single  ownership. 

(Proposed  for  Continuance  to  September  25,  2008) 

14.  2006.0070T  (C.  NIKITAS:  (415)  558-6306) 
LEGISLATION  TO  CONTROL  THE  LOSS  OF  DWELLING  UNITS  -  Code 
Implementation  Document  -  Proposed  procedures  and  criteria  to  implement  newly- 
adopted  Code  Section  317  requiring  Planning  Commission  hearings  for  the  removal  of 
certain  dwelling  and  live-work  units.  The  document  also  sets  numerical  criteria,  some  of 
which  are  subject  to  administrative  adjustment  in  response  to  changing  economic 
conditions. 

Preliminary  Recommendation:  Adoption 
(Continued  from  Regular  Meeting  of  July  17,  2008) 
(Proposed  for  Continuance  to  September  25,  2008) 

15.  2007.11121  (A.  RODGERS:  (415)  558-6395) 
AMENDMENTS  REPEALING  PLANNING  CODE  SECTION  825.1  AND  AMENDING 
PLANNING  CODE  SECTIONS  135,  309.1.  318.3,  809.  825,  AND  827.  PROPOSED 
ORDINANCE  [BOARD  FILE  NUMBER  071292]  -  introduced  by  Supervisor  Daly  to 
apply  many  of  the  pedestrian-friendly  provisions  of  the  Rincon  Hill  Downtown 
Mixed  Use  Zoning  District  to  all  Downtown  Residential  Districts.  Specifically,  the 
proposed  Ordinance  would  add  design  requirements  to  enhance  the  pedestrian 
environmentjncluding  but  not  limited  to  controls  for  ground  floor  uses,  transparency,  wind 
protection,  lighting,  and  sidewalk  treatments,  and  making  environmental  findings  and 
findings  of  consistency  with  the  General  Plan  and  priority  policies  of  Planning  Code 
Section  101.1. 

Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  July  17,  2008) 

LEGISLATION  WITHDRAWN  AND  SUPERVISOR  DALY  DECIDED  TO  CONTINUE  IT 
INDEFINITELY 


16.  (A.  KIEFER:  (415)  575-9065) 

UPPER  MARKET  COMMUNITY  DESIGN  PLAN  -  The  San  Francisco  Planning 
Department  has  published  a  document  entitled  "Upper  Market  Community  Design  Plan." 
The  plan  area  generally  includes  properties  fronting  Market  Street  between  Octavia 
Boulevard  on  the  east  and  Collingwood  Street  on  the  west. 

Prior  to  initiating  community  workshops,  the  Department  and  its  consultant  team  explored 
existing  conditions  in  the  neighborhood.  The  Department  conducted  outreach  meetings 
with  representatives  of  the  Castro  and  nearby  neighborhood  organizations.  The 
Department  held  three  community  workshops.  The  themes  of  the  workshops  focused  on: 
1.)  Community  Vision  (September  2007);  2.)  Community  Design  Framework  (October 
2007);  and  3.)  Design  Strategies  (December  2007).  The  outcome  of  the  workshops  is  a 
Design  Plan  that  contains  a  program  for  public  realm  improvements  and  design 
guidelines  for  private  development  that  incorporate  the  identity,  character,  economic  and 
social  composition  of  the  Upper  Market  area  and  its  surrounding  neighborhoods. 

The  Plan  responds  to  physical,  social,  and  economic  conditions  in  the  Project  area,  and 
establishes  a  plan  for  public  and  private  improvements  in  the  Project  Area.  The  Plan 
identifies  existing  physical,  infrastructure  and  economic  conditions  in  the  Upper  Market 
neighborhood,  considers  historical  context  and  identifies  key  neighborhood  assets, 
challenges  and  opportunities  to  revitalize  the  neighborhood.  It  includes  an  Urban  Design 
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Framework  section  that:  describes  planning  strategies  that  may  be  used  to  guide  Urban 
Design  improvements  along  the  upper  Market  Street  corridor.  The  Plan  also  proposes 
improvements  to  the  public  realm,  including  public  spaces,  sidewalks,  and  plazas. 

The  Plan  incorporates  Design  Guidelines  that  may  be  used  to  guide  design  character  for 
new  buildings,  and  provides  an  overview  of  the  steps  that  may  be  taken  to  achieve 
neighborhood  improvements.  The  Upper  Market  Community  Design  Plan: 

Identifies  the  community's  five  highest  priority  public  infrastructure  improvement 

projects, 

Actions  that  neighborhood  residents,  business  owners  and  community  organizations 
may  take  to  support  improvements,  and 

Outlines  design  guidelines  that  may  be  used  by  both  developers  and  city  planners 
The  Plan  also  identifies  potential  funding  sources  for  street  and  sidewalk 
improvements.  " 

Preliminary  Recommendation:  Endorsement 

(Continued  from  Regular  Meeting  of  July  17,  2008) 

(Proposed  for  Indefinite  Continuance) 

B.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

C.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

D.  REGULAR  CALENDAR 

(K.  RICH:  (415)  558-6345) 

Note:  Item  Number  17  and  Item  Number  18  include  components  of  the  Eastern 
Neighborhoods  Program,  a  broad  effort  to  examine  and  amend  City  Codes  and  the  General 
Plan  in  order  to  better  plan  for  growth  in  a  significant  portion  of  land  in  the  southeast 
quadrant  of  the  City. 

The  subject  of  the  proposed  rezoning  is  an  approximately  2,200-acre  project  area  that 
includes  four  neighborhoods  on  the  eastern  side  of  San  Francisco:  East  SoMa,  the 
Mission,  Showplace  Square/Potrero  Hill  and  the  Central  Waterfront.  The  proposed 
rezoning  would  introduce  new  use  (zoning)  districts,  including:  (1)  districts  that  would 
permit  only  production,  distribution  and  repair  (PDR)  uses;  (2)  districts  that  would  permit 
at  least  some  PDR  uses  in  combination  with  commercial  and/or  residential  uses;  (3) 
districts  mixing  residential  and  commercial  uses;  and  (4)  new  residential-only  districts. 
The  new  districts  would  replace  existing  industrial,  commercial  and  residential  single-use 
districts.  The  project  would  also  include  certain  adjustments  to  height  limits.  In 
conjunction  with  the  proposed  rezoning,  the  Planning  Department  is  also  developing  area 
plans  for  inclusion  within  the  General  Plan  for  the  four  neighborhoods  in  the  project  area. 
These  plans  address  policy-level  issues  pertaining  to  housing,  transportation,  historic 
resources,  urban  design  (including  building  heights  and  urban  form),  open  space,  and 
community  facilities. 
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The  Eastern  Neighborhoods  Plan  Area  generally  encompasses: 

•  East  SoMa  (the  eastern  portion  of  the  South  of  Market  district),  bounded  generally  by 
Folsom  Street  on  the  northwest,  the  Rincon  Hill  Plan  area  (essentially,  Second  Street) 
on  the  east,  Townsend  Street  on  the  south,  and  Fourth  Street  on  the  west,  with  an 
extension  to  the  northwest  bounded  by  Harrison,  Seventh,  Mission,  Sixth  (both  sides), 
Natoma,  Fifth,  and  Folsom  Streets; 

•  the  Mission,  bounded  by  13th  and  Division  Streets  on  the  north,  Potrero  Avenue  on  the 
east,  Cesar  Chavez  Street  on  the  south,  and  Guerrero  Street  on  the  west; 

•  the  Showplace  Square/Potrero  Hill  district,  generally  bounded  by  Bryant  Street  and 
10th  Street  on  the  northwest,  Seventh  Street  on  the  northeast,  Interstate  Highway  280 
(1-280)  on  the  east,  25th  and  26th  Streets  on  the  south,  and  Potrero  Avenue  on  the 
west;  and 

•  the  Central  Waterfront,  bounded  by  Mariposa  Street  on  the  north,  San  Francisco  Bay 
on  the  east,  Islais  Creek  on  the  south,  and  1-280  on  the  west 

17.       2004.01 60 EMTUZUU  (M.  JACINTO:  (415)  575-9033) 

EASTERN  NEIGHBORHOODS  FINAL  ENVIRONMENTAL  IMPACT  REPORT  - 
Certification  of  the  Final  Environmental  Impact  Report.  Please  note:  the  public  review 
period  for  the  Draft  Environmental  Impact  Report  is  closed.  The  Planning  Commission 
does  not  conduct  public  review  of  Final  EIRs.  Public  comments  on  the  certification  may 
be  presented  to  the  Planning  Commission  during  the  public  comment  portion  of  the 
Commission  calendar. 

Preliminary  Recommendation:  Certify  the  Final  EIR. 

NOTE:  Item  18:  On  July  31,  2008,  following  public  testimony  the  Commission  passed  a 
motion  of  intent  to  adopt  subject  to  changes.  Public  comment  will  not  be  limited  to 
changes  but  could  address  the  integrated  plans.  The  vote  was  +4  -0.  Commissioners 
Antonini,  Miguel  and  Sugaya  were  absent. 

18a.     2004.01 60EMTUZUU  (M.  JACINTO:  (415)  575-9033) 

CEQA  FINDINGS  -  In  accordance  with  CEQA  Guidelines  Section  15091,  CEQA  findings 
which  indicate  significant  impacts  associated  with  approving  the  zoning  and  Area  Plans 
are  proposed,  along  with  a  rationale  for  rejecting  alternatives  identified  in  the  EIR,  and  a 
statement  of  overriding  considerations  that  lists  technical,  social  and  economic  reasons 
for  adopting  the  plans  and  zoning  despite  identified  significant,  adverse  environmental 
impacts. 

Preliminary  Recommendation:  Adoption. 

18b.      2004.01 60EIVITUZUU  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  GENERAL  PLAN  AMENDMENTS  -  General  Plan 
amendments  that  would,  1)  add  to  the  General  Plan  four  new  area  plans,  which  include 
the  Mission,  East  SoMa,  Showplace  Square/Potrero  Hill  and  Central  Waterfront  Area 
Plans;  and  2)  make  related  amendments  to  the  following  portions  of  the  existing  General 
Plan:  the  Commerce  and  Industry  Element,  Recreation  Element,  Open  Space  Element, 
the  South  of  Market  Area  Plan,  the  Central  Waterfront  Area  Plan,  the  Northeastern 
Waterfront  Area  Plan,  and  the  Land  Use  Index. 
Preliminary  Recommendation:  Adoption. 

18c.      2004.0160EMIUZUU  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  PLANNING  CODE  TEXT  AMENDMENTS  -  Planning 
Code  text  amendments  that  would  revise  controls  including  but  not  limited  to  those  for 
land  use,  height  and  bulk,  building  design,  density,  open  space,  and  parking;  establish  16 
new  zoning  districts;  amend  the  South  Park  District;  RTO  District,  NCT  Districts,  and 
Downtown  Residential  Districts;  and  make  related  amendments  to  the  Planning  Code 
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necessary  to  implement  the  General  Plan  as  proposed  to  be  amended  and  make  related 
Planning  Code  amendments  pursuant  to  the  Eastern  Neighborhoods  Area  Plans. 
Preliminary  Recommendation:  Adoption. 

18d       2004  0160EMTUZUU  (K.  RICH:  (415)  558-6345) 

EASTERN    NEIGHBORHOODS    ZONING    MAP    AMENDMENTS    -    Zoning  Map 
amendments  that  would  revise  the  Zoning  Maps  of  the  City  and  County  of  San  Francisco 
in  order  to  a)  update  height  and  bulk  districts,  b)  apply  the  RTO  District  and  PDR-2 
Districts  in  the  Eastern  Neighborhoods,  and  c)  designate  16  new  zoning  districts. 
Preliminary  Recommendation:  Adoption. 

18e.      2004.01 60EMTUZUU  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  INTERIM  HISTORIC  PRESERVATION  CONTROLS  - 
Interim  historic  preservation  controls  that  would  establish  additional  review  of  proposed 
changes  to  or  demolition  of  historic  or  potentially  historic  resources  in  the  Eastern 
Neighborhoods,  pending  completion  of  ongoing  historic  resource  surveys. 
Preliminary  Recommendation:  Adoption. 

18f.      2004.01 60EMTUZULJ  (K.  RICH:  (415)  558-6345) 

EASTERN  NEIGHBORHOODS  IMPLEMENTATION  AND  MONITORING  -  Amendments 
to  the  Administrative  Code  in  order  establish  implementation  and  monitoring  measures 
related  to  Eastern  Neighborhoods  Area  Plan  policies. 
Preliminary  Recommendation:  Adoption. 

18g.  (K.  RICH:  (415)  558-6345) 

INTERIM  DEVELOPMENT  REVIEW  POLICY  -  Interim  policy  to  govern  the  review  of 
development  projects  in  the  Eastern  Neighborhoods  which  may  move  forward  for 
consideration  and  possible  approval  prior  to  the  effective  date  of  the  Eastern 
Neighborhood  zoning  controls. 
Preliminary  Recommendation:  Adoption. 

19.       2008.06771  (K.  RICH:  (415)  558-6345) 

PROPOSED  ORDINANCE  TO  CREATE  AN  EASTERN  NEIGHBORHOODS 
COMMUNITY  STABILIZATION  FUND  AND  A  PDR  REPLACEMENT  FUND  -  Proposed 
ordinance  introduced  by  Supervisor  Daly  under  Board  File  Number  080777  amending  the 
Planning  Code  to  add  Section  31 9A  et  seq.  to  create  a  community  stabilization  fund  and 
a  Production,  Distribution  and  Repair  (PDR)  business  replacement  fund  and  imposing 
fees  on  specified  new  developments  in  the  Eastern  Neighborhoods  (East  Soma, 
Showplace  Square/Potrero  Hill,  Mission  and  Central  Waterfront);  making  a  declaration  of 
policy  concerning  pending  residential  development  projects  in  the  Eastern 
Neighborhoods  that  are  compliant  with  the  current  Planning  Code;  and  making 
environmental  findings  and  findings  of  consistency  with  the  General  Plan  and  priority 
policies  of  Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Pending. 
(Continued  from  Regular  Meeting  of  July  31 ,  2008) 


5:00  P.M. 


F.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda 
items  that  have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public 
were  allowed  to  testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time. 
Each  member  of  the  public  may  address  the  Commission  for  up  to  three  minutes. 
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20.  1 996.281  E  (J.  KUGLER:  (415)  575-6925) 
CENTRAL  SUBWAY  PROJECT  -  Certification  of  the  Final  Supplemental 
Environmental  Impact  Report  prepared  for  Central  Subway  which  is  Phase  2  of  the 
Third  Street  Light  Rail  project.  (The  environmental  document  has  been  prepared  to  meet 
the  requirements  of  both  CEQA  and  NEPA  and  analyzes  updated  information  from  the 
original  EIS/EIR  that  was  certified  in  1998.)  The  proposed  project  is  to  provide  Muni 
Metro  rail  service  from  4th  and  King  (current  terminus  of  Phase  1-the  T-Third  line)  to 
Chinatown  in  a  mostly  subway  configuration.  The  proposed  alignment  would  operate  on 
Fourth  and  Stockton  Streets  with  a  deep  underground  crossing  of  Market  Street.  The 
alignment  would  be  on  the  surface  of  Fourth  Street  beginning  at  King  Street  and  go 
underground  between  Bryant  and  Harrison  (under  the  I-80  freeway).  There  would  be  a 
surface  station  at  4th  and  Brannan  Streets  and  three  underground  stations  at  Moscone, 
Union  Square/Market,  and  Chinatown. 

Preliminary  Recommendation:  Certify  the  Environmental  Impact  Report 

Please  note:  The  public  hearing  on  the  Draft  EIR  is  closed.  The  public  comment 

period  for  the  Draft  EIR  ended  on  December  10,  2007.  The  Planning  Commission 

does  not  conduct  public  review  of  Final  EIRs.  Public  comments  on  the  certification 

may  be  presented  to  the  Planning  Commission  during  the  Public  Comment  portion 

of  the  Commission  calendar. 

(Continued  from  Regular  Meeting  of  July  24,  2008) 

G.  DIRECTOR'S  REPORT 

21.  Director's  Announcements 

22.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

H.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

23.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

I.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 


Notice  of  Meeting  and  Calendar 


Page  1 1 


Sun  Francisco  Planning  ( 'onim isshj n_ 


Thursday,  August  7,  2008 


(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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PUBLIC  LIBRARY 

President:  Christina  R.  Olague 
Vice  President:  Ron  Miguel 
Commissioners:  Michael  Antonini;  Gwyneth  J.  Borden;  William  L.  Lee;  Kathrin  Moore;  Hisashi  Sugaya 

'  Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
1650  MISSION  STREET,  4TH  FLOOR  RECEPTION 


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1 :00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery@sfqov.  org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 


Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors 

within  30  days.  Call  (415)  554-5184  for  more  information.  Commission  actions  after  Discretionary 
Review  may  be  appealed  to  the  Board  of  Appeals  within  15  days  of  action  by  the  Central  Permit  Bureau. 
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Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance  application  may  be 

  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision.  

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 
Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67 A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 
Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.sfgov  org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  tine  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (41 5)  554-7724,  by  fax  at  (41 5)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

1.        2008.0282C  (S.  YOUNG:  (415)  558-6346) 

331  CLEMENT  STREET  -  south  side  between  4th  and  5th  Avenues;  Lot  043  in  Assessor's 
Block  1436  -  Request  for  Conditional  Use  Authorization  under  Sections  703.4,  303(c), 
and  303(i)  of  the  Planning  Code  to  establish  a  Formula  Retail  Use  within  the  Inner 
Clement  Neighborhood  Commercial  Zoning  District  and  a  40-X  Height  and  BufJk  District  - 
The  proposal  is  to  legalize  the  establishment  of  an  existing  restaurant,  dba  Sweet  Delight 
Cafe,  which  is  currently  operating  as  a  formula  retail  use  consistent  with  that  of  a  'Quickly' 
Asian  fusion  style  cafe  franchise  selling  a  large  variety  of  beverages,  snacks,  and 
desserts.  The  restaurant  consists  of  a  kitchen,  service  area,  storage  room,  restroom,  and 
dining  area  with  seating  for  36  persons.  The  proposal  will  not  involve  tenant 
improvements  to  the  existing  commercial  space  or  an  expansion  to  the  existing  building 
envelope. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  August  8,  2008) 

2a.       2007.0980ECV  ^  (A.  HEITTER:  (415)  558-6602) 

220  GOLDEN  GATE  AVENUE  -  northwest  corner  of  Leavenworth  Street  at  GoBden  Gate 
Avenue,  Lot  4,  in  Assessor's  Block  345  -  Request  for  Conditional  Use  Authoriization  to 
allow  additional  square  footage  above  that  permitted  by  the  base  floor  area  ratio  limits  for 
the  construction  of  affordable  group  housing  units  -  The  proposed  project  is  to  convert  the 
existing  Shih  Yu-Lang  Central  YMCA  to  174  group  housing  units  for  the  ctironically 
homeless.  The  project  also  includes  a  historic  rehabilitation  component,  incftuding  an 
exterior  fagade  restoration.  The  proposed  project  would  not  involve  any  expansion  of  the 
existing  building  envelope.  The  site  has  no  off-street  parking  and  none  is  proposed.  The 
project  site  is  within  a  C-3-G  (Downtown  General  Commercial)  Zoning  District  and  an  80- 
X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions. 
(Proposed  for  Continuance  to  August  8,  2008) 

2b.       2007.0980ECV  (A.  HEITTER:  (415)  558-6602) 

220  GOLDEN  GATE  AVENUE  -  northwest  corner  of  Leavenworth  Street  at  Golden  Gate 
Avenue,  Lot  4,  in  Assessor's  BJock  345  -  Request  for  a  Variance  to  allow  a  reduction  in 
the  common  usable  open  space  requirements  -  The  proposed  project  is  to  coawert  the 
existing  Shih  Yu-Lang  Central  YMCA  to  174  group  housing  units  for  the  chronically 
homeless.  The  project  also  includes  a  historic  rehabilitation  component,  including  an 
exterior  fagade  restoration.  The  proposed  project  would  not  involve  any  expansion  of  the 
existing  building  envelope.  The  site  has  no  off-street  parking  and  none  is  proposed.  The 
project  site  is  within  a  C-3-G  (Downtown  General  Commerical)  Zoning  District  arnd  an  80- 
X  Height  and  Bulk  District. 
(Proposed  for  Continuance  to  August  8,  2008) 

3.        2007.1256C  (K.  GUY:  (415)  558-6163) 

401-431  COLUMBUS  AVENUE  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot 
026  of  Assessor's  Block  0131  -  west  side  between  Stockton  and  Vallejo  Streets,  Lot  026 
of  Assessor's  Block  0131  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  722.21 ,  722.41 ,  and  722.42  to  expand  an  existing  fulll-service 
restaurant  and  bar  (dba  Panta  Rei  Restaurant),  and  to  allow  a  use  size  in  excess  of 
2,000  square  feet  within  the  North  Beach  NCD  (Neighborhood  Commercial  District),  and 
a  40-X  Height  and  Bulk  District.  The  proposal  is  to  expand  the  existing  1 ,500  square-foot 
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restaurant  and  bar  to  occupy  the  adjacent  existing  storefront.  The  expanded  restaurant 
and  bar  would  measure  a  total  of  2,040  square  feet. 
Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  July  24,  2008) 

NOTE:  On  July  24,  2008,  following  public  testimony  the  Commission  closed  public 
hearing  and  entertained  a  motion  to  approved  by  a  vote  of  +4  -3.  Commissioners 
Olague,  Moore  and  Sugaya  voted  no.  Final  Language  August  7,  2008. 
(Proposed  for  Continuance  to  August  8,  2008) 

4.         2008.071 1X  (B.  FU:  (415)  558-6613) 

399  FREMONT  STREET  -  northeast  corner  of  Harrison  and  Fremont  Streets,  Lot  002  in 
Assessor's  Block  3747  -  Request  under  Planning  Code  Sections  309.1  and  827  for 
the  authorization  of  a  change  in  previously  approved  conditions  of  approval  to 
extend  the  performance  period  within  the  RH  DTR  (Rincon  Hill  Downtown  Residential 
Mixed  Use)  District  With  A  85/400-R  Height  And  Bulk  Designation. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  August  8,  2008) 

5a.       2007.0785VZ  (C.  TEAGUE:  (415)  575-9081) 

483  BOSWORTH  STREET  (aka  1  LYELL  STREET)  -  southeast  corner;  Lot  063  in 
Assessor's  Block  6753  -  Request  to  amend  the  Planning  Code  pursuant  to  Planning 
Code  Section  302,  in  a  P  (Public)  and  40-X  Height  and  Bulk  District.  The  proposal  is 
to  reclassify  the  property  from  P  (Public)  to  RH-2  (Residential,  House  Districts,  Two- 
Family)  and  construct  a  2-story,  2-unit  residential  structure  on  a  currently  vacant, 
substandard  property  that  would  not  provide  the  required  rear  yard,  front  setback,  or  any 
off-street  parking  spaces. 

Preliminary  Recommendation:  Approval  of  Reclassification 
(Proposed  for  Continuance  to  August  8,  2008) 

5b.       2007.0785VZ  (C.  TEAGUE:  (41 5)  575-9081 ) 

483  BOSWORTH  STREET  (aka  1  LYELL  STREET)  -  southeast  corner;  Lot  063  in 
Assessor's  Block  6753  -  Request  for  a  Variance  for  proposed  development  pursuant  to 
Planning  Code  Sections  305,  132,  134,  and  151,  in  a  RH-2  (Residential,  House  Districts, 
Two-Family)  and  40-X  Height  and  Bulk  District.  The  proposal  is  to  construct  a  2-story,  2- 
unit  residential  structure  on  a  currently  vacant,  substandard  property  that  would  not 
provide  the  required  rear  yard,  front  setback,  or  any  off-street  parking  spaces. 
(Proposed  for  Continuance  to  August  8,  2008) 

6.         2008.0642T  (E.  FORBES:  415)  558-6417) 

PLANNING  CODE  ENFORCEMENT  UPDATE  BOARD  FILE  NO.  080525  -  This 
Ordinance  introduced  by  Supervisor  Peskin  would  amend  the  Administrative  Code 
Section  10.100-166  to  expand  the  Planning  Department's  Code  Enforcement  Fund 
beyond  general  advertising  signs  and  authorize  the  Fund  to  receive  revenues  from  all 
code  enforcement  activities,  including  monetary  judgments,  and  authorize  expenditure  of 
the  funds  for  administration  and  enforcement  of  all  Planning  Code  violations.  The 
Ordinance  would  also  amend  the  Planning  Code  Section  303(1)  concerning  relocation  of 
general  advertising  signs  to  delete  the  requirement  to  submit  a  site  map,  clarify  that  wall 
signs  are  included  in  the  requirements  and  make  technical  changes  to  the  language  of 
the  section;  amend  Section  358  to  increase  the  annual  inventory  maintenance  fee  from 
$48  to  $75  and  to  clarify  use  of  the  general  advertising  sign  inventory  fees  andl  that  wall 
signs  are  included  in  the  requirements;  amend  Section  604.2  to  provide  that  violation  of 
the  Code's  general  advertising  sign  inventory  requirements  is  a  public  nuisance,  to  clarify 
that  the  definition  of  the  term  "general  advertising  sign  company"  includes  the  operator  of 
the  sign  and  that  wall  sigms  are  included  in  the  requirements,  to  modify  language  required 
to  be  in  the  affidavit  submitted  with  the  sign  inventory,  to  delete  the  requirement  to  submit 
a  site  map,  to  conform  the  penalty  and  appeal  procedure  with  Section  610,  and  to  make 
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other  clarifying  and  technical  changes  to  the  language  of  the  section;  adopting  CEQA  and 
Planning  Code  Section  302  findings.  Preliminary  Recommendation:  Approval. 
(Proposed  for  Continuance  to  August  8,  2008) 

7.  2008.0622D  (A.  STARR:  (415)  558-6362) 
565  MARINA  BOULEVARD  -  south  side  between  Divisadero  and  Scott  Streets;  Lot  007B 
in  Assessor's  Block  0912  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.10.31.6950  proposing  to  construct  a  4th  floor  vertical  addition  and  a 
horizontal  addition  at  the  rear  of  a  triree-story,  single-family  house  in  an  RH-1 
(Residential,  House,  Single-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve 
(Continued  from  Regular  Meeting  of  July  t7,  2008) 

(Proposed  for  Continuance  to  August  8, 2008) 

8.  2007.1072C  (S.  SANCHEZ:  (41 5)  558-6326) 
1727  LOMBARD  STREET  -  south  side  between  Laguna  and  Octavia  Streets,  Lot  036,  in 
Assessor's  Block  0506  -  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Sections  303  and  209.2(c)  to  legalize  the  conversion  of  a  tourist  hotel  ("Star  Motel") 
to  group  housing  for  a  post-secondary  educational  institution  ("Academy  of  Art 
University")  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Hold  public  hearing  to  allow  public  comment  and  continue 
item  to  allow  for  additional  neighborhood  outreach  and  completion  of  environmental 
review. 

(Continued  from  Regular  Meeting  of  May  11, 2007) 

NOTE:    On  April  24,  2008,  following  public  testimony,  the  Commission  closed 
public  hearing  and  continued  the  item  to  May  1, 2008. 
(Proposed  for  Continuance  to  August  8, 2008) 

9.  2008.0478D  (R.  CRAWFORD:  (415)  558-6358) 
526  ELLINGTON  -  northerly  side  between  Wipple  and  Farragut  Avenues  Lot  003  of 
Assessor's  Block  7100  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  2008  0103  1806  to  construct  a  two  story  24  foot  long  addition  to  the  rear  of 
the  existing  two-story  dwelling  in  an  RH-1,  Residential  House,  One-Family  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  Modify  the  Project. 
(Proposed  for  Continuance  to  August  1 4, 2008) 

1 0a.     2008.061 4D  (B.  FU:  (41 5)  558-661 3) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25,h  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  The  proposal  is  to  demolish  an  existing  two-family  dwelling 
and  construct  a  new  three-family  dwetlling.  Planning  Code  Section  317  requires 
Mandatory    Discretionary    Review    of    Demolition    Permit    Application  No. 
2007.03.21 .6793  to  demolish  an  existing  two-family  dwelling. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  July  24,  2008) 
(Proposed  for  Continuance  to  August  14, 2008) 

10b.     2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24,h  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  of  units  in  association  with  demolition. 
Planning  Code  Section  317  requires  Mandatory  Discretionary  Review  of  Building  Permit 
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Application  No.  2007.03.21.6789  for  the  new  construction  of  a  three-family  dwelling  in 
association  with  the  demolition. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  July  24,  2008) 
(Proposed  for  Continuance  to  August  14,  2008) 

10c.      2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  a  three-family  dwelling  in  association 
with  demolition.  Front  setback,  rear  yard,  and  off-street  parking  Variances  are  required 
and  will  be  considered  by  the  Zoning  Administrator. 
(Continued  from  Regular  Meeting  of  July  24,  2008) 
(Proposed  for  Continuance  to  August  14,  2008) 

11.       CODE  ENFORCEMENT  PRIORiTIES  UPDATE  (L.SCOTT:  (415)558  6317) 

Report  on  survey  to  neighborhood  organizations  and  the  public  on  enforcement  issues 
and  priorities,  current  status  of  code  enforcement  workload,  and  proposed  policy 
resolution  on  updated  priorities. 

Preliminary  Recommendation:  Approval  of  draft  resolution 
(Proposed  for  Continuance  to  September  11,  2008) 

12a.     2008.0484B  (E.JACKSON:  (415)558-6363) 

600  TERRY  FRANCOIS  BOULEVARD  -  corner  of  South  Street  and  Terry  Francois 
Boulevard,  aka  Mission  Bay  South  Block  30;  aka  Lot  001  in  Assessor's  Block  8722  - 
Application  for  design  review  and  office  allocation  pursuant  to  Planning  Code  Section  321 
to  construct  a  new,  approximately  332,395  gross  square  foot  laboratory/office  building,  6 
stories  and  approximately  90  feet  in  height,  requesting  up  to  312,932  square  feet  of  office 
space.  Off-street  parking  will  be  provided  off-site,  in  a  parking  garage  to  be  provided  on 
Block  29.  The  site  is  located  in  the  Mission  Bay  Commercial-lndustrial-Retail  Zoning 
District  with  an  HZ-5  Height  and  Bulk  designation. 
(Proposed  for  Continuance  to  September  25,  2008) 

12b.     2008.0483B  (E.JACKSON:  (415)558-6363) 

650  TERRY  FRANCOIS  BOULEVARD  -  southeast  corner,  aka  Mission  Bay  South  Block 
32;  aka  Lot  001  in  Assessor's  Block  8722  -  Application  for  design  review  and  office 
allocation  pursuant  to  Planning  Code  Section  321  to  construct  a  new,  approximately 
305,673  gross  square  foot  laboratory/office  building,  6  stories  and  approximately  90  feet  in 
height,  requesting  up  to  291,367  square  feet  of  office  space.  Off-street  parking  will  be 
provided  off-site,  in  a  parking  garage  to  be  provided  on  Block  29B.  The  site  is  located  in 
the  Mission  Bay  Commercial-lndiustrial-Retail  Zoning  District  with  an  HZ-5  Height  and  Bulk 
designation. 

(Proposed  for  Continuance  to  September  25,  2008) 

12c.      2008.0690B  (E.JACKSON:  (415)  558-6363) 

1450  OWENS  STREET  -  north  off  16th  Street,  aka  Mission  Bay  South  Blocks  41-43,  Parcel 
7;  aka  Lot  006  in  Assessor's  Block  8709  -  Application  for  design  review  and  office 
allocation  pursuant  to  Planning  Code  Section  321  to  construct  a  new,  approximately 
61,581  gross  square  foot  laboratory/office  building,  2  stories  and  approximately  39  feet  in 
height,  requesting  up  to  61,581  square  feet  of  office  space.  Off-street  parking  will  be 
provided  off-site,  in  a  parking  garage  to  be  provided  on  Parcel  6.  The  site  is  located  in  the 
Mission  Bay  Commercial-Industrial  Zoning  District  with  an  HZ-7  Height  and  Bulk 
designation. 

(Proposed  for  Continuance  to  September  25,  2008) 
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13.  2008.0850B  (C.  NIKITAS:  (415)  558-6306 
MISSION  BAY  BLOCKS  26.  27,  29-32.  33-34,  AND  41-43  -  Proposed  creation  of  the 
Alexandria  Life  Sciences  Mission  Bay  Development  District,  for  design  review  and  office 
allocation  pursuant  to  Planning  Code  Section  321,  including  previously  authorized  projects 
and  future  projects,  to  limit  the  total  office  space  allocation  within  the  District.  The  sites  are 
located  in  Mission  Bay  South  under  a  single  ownership. 

(Proposed  for  Continuance  to  September  25,  2008) 

14.  2006.0070T  (C.  NIKITAS:  (415)  558-6306) 
LEGISLATION  TO  CONTROL  THE  LOSS  OF  DWELLING  UNITS  -  Code 
Implementation  Document  -  Proposed  procedures  and  criteria  to  implement  newly- 
adopted  Code  Section  317  requiring  Planning  Commission  hearings  for  the  removal  of 
certain  dwelling  and  live-work  units.  The  document  also  sets  numerical  criteria,  some  of 
which  are  subject  to  administrative  adjustment  in  response  to  changing  economic 
conditions. 

Preliminary  Recommendation:  Adoption 
(Continued  from  Regular  Meeting  of  July  17,  2008) 
(Proposed  for  Continuance  to  September  25,  2008) 

15.  2007.1 1 121  (A.  RODGERS:  (415)  558-6395) 
AMENDMENTS  REPEALING  PLANNING  CODE  SECTION  825.1  AND  AMENDING 
PLANNING  CODE  SECTIONS  135.  309.1,  318.3.  809.  825.  AND  827.  PROPOSED 
ORDINANCE  [BOARD  FILE  NUMBER  071292]  -  introduced)  by  Supervisor  Daly  to 
apply  many  of  the  pedestrian-friendly  provisions  of  the  Rincon  Hill  Downtown 
Mixed  Use  Zoning  District  to  all  Downtown  Residential  Districts.  Specifically,  the 
proposed  Ordinance  would  add  design  requirements  to  enhance  the  pedestrian 
environment jncluding  but  not  limited  to  controls  for  ground  floor  uses,  transparency,  wind 
protection,  lighting,  and  sidewalk  treatments,  and  making  environmental  findings  and 
findings  of  consistency  with  the  General  Plan  and  priority  policies  of  Planning  Code 
Section  101.1. 

Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  July  17,  2008) 

LEGISLATION  WITHDRAWN  AND  SUPERVISOR  DALY  DECIDED  TO  CONTINUE  IT 
INDEFINITELY 


1 6.  (A.  KIEFER:  (41 5)  575-9065) 

UPPER  MARKET  COMMUNITY  DESIGN  PLAN  -  The  San  Francisco  Planning 
Department  has  published  a  document  entitled  "Upper  Market  Community  Design  Plan." 
The  plan  area  generally  includes  properties  fronting  Market  Street  between  Octavia 
Boulevard  on  the  east  and  Collingwood  Street  on  the  west. 

Prior  to  initiating  community  workshops,  the  Department  and  its  consultant  team  explored 
existing  conditions  in  the  neighborhood.  The  Department  conducted  outreach  meetings 
with  representatives  of  the  Castro  and  nearby  neighborhood  organizations.  The 
Department  held  three  community  workshops.  The  themes  of  the  workshops  focused  on: 
1.)  Community  Vision  (September  2007);  2.)  Community  Design  Framework  (October 
2007);  and  3.)  Design  Strategies  (December  2007).  The  outcome  of  the  workshops  is  a 
Design  Plan  that  contains  a  program  for  public  realm  improvements  and  design 
guidelines  for  private  development  that  incorporate  the  identity,  character,  economic  and 
social  composition  of  the  Upper  Market  area  and  its  surrounding  neighborhoods. 

The  Plan  responds  to  physical,  social,  and  economic  conditions  in  the  Project  area,  and 
establishes  a  plan  for  public  and  private  improvements  in  the  Project  Area.  The  Plan 
identifies  existing  physical,  infrastructure  and  economic  conditions  in  the  Upper  Market 
neighborhood,  considers  historical  context  and  identifies  key  neighborhood  assets, 
challenges  and  opportunities  to  revitalize  the  neighborhood.  It  includes  an  Urban  Design 
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Framework  section  that:  describes  planning  strategies  that  may  be  used  to  guide  Urban 
Design  improvements  along  the  upper  Market  Street  corridor.  The  Plan  also  proposes 
improvements  to  the  public  realm,  including  public  spaces,  sidewalks,  and  plazas. 

The  Plan  incorporates  Design  Guidelines  that  may  be  used  to  guide  design  character  for 
new  buildings,  and  provides  an  overview  of  the  steps  that  may  be  taken  to  achieve 
neighborhood  improvements.  The  Upper  Market  Community  Design  Plan: 

Identifies  the  community's  five  highest  priority  public  infrastructure  improvement 

projects, 

Actions  that  neighborhood  residents,  business  owners  and  community  organizations 
may  take  to  support  improvements,  and 

•  Outlines  design  guidelines  that  may  be  used  by  both  developers  and  city  planners 

•  The  Plan  also  identifies  potential  funding  sources  for  street  and  sidewalk 
improvements. " 

Preliminary  Recommendation:  Endorsement 
(Continued  from  Regular  Meeting  of  July  17,  2008) 
(Proposed  for  Indefinite  Continuance) 

B.  GENERAL  PUBLIC  COMMENT- 15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

C.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

D.  REGULAR  CALENDAR 

(K.  RICH:  (415)  558-6345) 

Note:  Item  Number  17  and  Item  Number  18  include  components  of  the  Eastern 
Neighborhoods  Program,  a  broad  effort  to  examine  and  amend  City  Codes  and  the  General 
Plan  in  order  to  better  plan  for  growth  in  a  significant  portion  of  land  in  the  southeast 
quadrant  of  the  City. 

The  subject  of  the  proposed  rezoning  is  an  approximately  2,200-acre  project  area  that 
includes  four  neighborhoods  on  the  eastern  side  of  San  Francisco:  East  SoMa,  the 
Mission,  Showplace  Square/Potrero  Hill  and  the  Central  Waterfront.  The  proposed 
rezoning  would  introduce  new  use  (zoning)  districts,  including:  (1)  districts  that  would 
permit  only  production,  distribution  and  repair  (PDR)  uses;  (2)  districts  that  would  permit 
at  least  some  PDR  uses  in  combination  with  commercial  and/or  residential  uses;  (3) 
districts  mixing  residential  and  commercial  uses;  and  (4)  new  residential-only  districts. 
The  new  districts  would  replace  existing  industrial,  commercial  and  residential  single-use 
districts.  The  project  would  also  include  certain  adjustments  to  height  limits.  In 
conjunction  with  the  proposed  rezoning,  the  Planning  Department  is  also  developing  area 
plans  for  inclusion  within  the  General  Plan  for  the  four  neighborhoods  in  the  project  area. 
These  plans  address  policy-level  issues  pertaining  to  housing,  transportation,  historic 
resources,  urban  design  (including  building  heights  and  urban  form),  open  space,  and 
community  facilities. 
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The  Eastern  Neighborhoods  Plan  Area  generally  encompasses: 

•  East  SoMa  (the  eastern  portion  of  the  South  of  Market  district),  bounded  generally  by 
Folsom  Street  on  the  northwest,  the  Rincon  Hill  Plan  area  (essentially,  Second  Street) 
on  the  east,  Townsend  Street  on  the  south,  and  Fourth  Street  on  the  west,  with  an 
extension  to  the  northwest  bounded  by  Harrison,  Seventh,  Mission,  Sixth  (both  sides), 
Natoma,  Fifth,  and  Folsom  Streets; 

•  the  Mission,  bounded  by  13th  and  Division  Streets  on  the  north,  Potrero  Avenue  on  the 
east,  Cesar  Chavez  Street  on  the  south,  and  Guerrero  Street  on  the  west; 

•  the  Showplace  Square/Potrero  Hill  district,  generally  bounded  by  Bryant  Street  and 
10th  Street  on  the  northwest,  Seventh  Street  on  the  northeast,  Interstate  Highway  280 
(1-280)  on  the  east,  25th  and  26th  Streets  on  the  south,  and  Potrero  Avenue  on  the 
west;  and 

•  the  Central  Waterfront,  bounded  by  Mariposa  Street  on  the  north,  San  Francisco  Bay 
on  the  east,  Islais  Creek  on  the  south,  and  1-280  on  the  west. 

1 7.       2004.01 60EMTUZUU  (M.  JACINTO:  (41 5)  575-9033) 

EASTERN  NEIGHBORHOODS  FINAL  ENVIRONMENTAL  IMPACT  REPORT  - 
Certification  of  the  Final  Environmental  Impact  Report.  Please  note:  the  public  review 
period  for  the  Draft  Environmental  Impact  Report  is  closed.  The  Planning  Commission 
does  not  conduct  public  review  of  Final  EIRs.  Public  comments  on  the  certification  may 
be  presented  to  the  Planning  Commission  during  the  public  comment  portion  of  the 
Commission  calendar. 

Preliminary  Recommendation:  Certify  the  Final  EIR. 

NOTE:  Item  18:  On  July  31,  2008,  following  public  testimony  the  Commission  passed  a 
motion  of  intent  to  adopt  subject  to  changes.  Public  comment  will  not  be  limited  to 
changes  but  could  address  the  integrated  plans.  The  vote  was  +4  -0.  Commissioners 
Antonini,  Miguel  and  Sugaya  were  absent. 

1 8a.     2004.01 60EMTUZUU  (M.  JACINTO:  (41 5)  575-9033) 

CEQA  FINDINGS  -  In  accordance  with  CEQA  Guidelines  Section  15091,  CEQA  findings 
which  indicate  significant  impacts  associated  with  approving  the  zoning  and  Area  Plans 
are  proposed,  along  with  a  rationale  for  rejecting  alternatives  identified  in  the  EIR,  and  a 
statement  of  overriding  considerations  that  lists  technical,  social  and  economic  reasons 
for  adopting  the  plans  and  zoning  despite  identified  significant,  adverse  environmental 
impacts. 

Preliminary  Recommendation:  Adoption. 

1 8b.      2004.01 60EMTUZUU  (K.  RICH:  (41 5)  558-6345) 

EASTERN  NEIGHBORHOODS  GENERAL  PLAN  AMENDMENTS  -  General  Plan 
amendments  that  would,  1 )  add  to  the  General  Plan  four  new  area  plans,  which  include 
the  Mission,  East  SoMa,  Showplace  Square/Potrero  Hill  and  Central  Waterfront  Area 
Plans;  and  2)  make  retated  amendments  to  the  following  portions  of  the  existing  General 
Plan:  the  Commerce  and  Industry  Element,  Recreation  Element,  Open  Space  Element, 
the  South  of  Market  Area  Plan,  the  Central  Waterfront  Area  Plan,  the  Northeastern 
Waterfront  Area  Plan,  and  the  Land  Use  Index. 
Preliminary  Recommendation:  Adoption. 

1 8c.     2004.01 60EMTUZUU  (K.  RICH:  (41 5)  558-6345) 

EASTERN  NEIGHBORHOODS  PLANNING  CODE  TEXT  AMENDMENTS  -  Planning 
Code  text  amendments  that  would  revise  controls  including  but  not  limited  to  those  for 
land  use,  height  and  bulk,  buiilding  design,  density,  open  space,  and  parking;  establish  16 
new  zoning  districts;  amend!  the  South  Park  District;  RTO  District,  NCT  Districts,  and 
Downtown  Residential  Districts;  and  make  related  amendments  to  the  Planning  Code 
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necessary  to  implement  the  General  Plan  as  proposed  to  be  amended  and  make  related 
Planning  Code  amendments  pursuant  to  the  Eastern  Neighborhoods  Area  Plans. 
Preliminary  Recommendation:  Adoption. 

2004.01 60EMTUZUU  (K.  RICH:  (415)  558-6345) 

EASTERN    NEIGHBORHOODS    ZONING    MAP    AMENDMENTS    -    Zoning  Map 
amendments  that  would  revise  the  Zoning  Maps  of  the  City  and  County  of  San  Francisco 
in  order  to  a)  update  height  and  bulk  districts,  b)  apply  the  RTO  District  and  PDR-2 
Districts  in  the  Eastern  Neighborhoods,  and  c)  designate  16  new  zoning  districts. 
Preliminary  Recommendation:  Adoption. 

2004.01 60EMTUZUU  (K.  RICH:  ({41 5)  558-6345) 

EASTERN  NEIGHBORHOODS  INTERIM  HISTORIC  PRESERVATION  CONTROLS  - 
Interim  historic  preservation  controls  that  would  establish  additional  revaew  of  proposed 
changes  to  or  demolition  of  historic  or  potentially  historic  resources  in  the  Eastern 
Neighborhoods,  pending  completion  of  ongoing  historic  resource  surveys. 
Preliminary  Recommendation:  Adoption. 

2004.01 60EMTUZUU  (K.  RICH:  ((41 5)  558-6345) 

EASTERN  NEIGHBORHOODS  IMPLEMENTATION  AND  MONITORING'  -  Amendments 
to  the  Administrative  Code  in  order  establish  implementation  and  monitoring  measures 
related  to  Eastern  Neighborhoods  Area  Plan  policies. 
Preliminary  Recommendation:  Adoption. 

(K.  RICH:  (415)  558-6345) 

INTERIM  DEVELOPMENT  REVIEW  POLICY  -  Interim  policy  to  govern  the  review  of 
development  projects  in  the  Eastern  Neighborhoods  which  may  move  forward  for 
consideration  and  possible  approval  prior  to  the  effective  date  of  the  Eastern 
Neighborhood  zoning  controls. 
Preliminary  Recommendation:  Adoption. 

2008.06771  (K.  RICH:  (41 5)  558-6345) 

PROPOSED  ORDINANCE  TO  CREATE  AN  EASTERN  NEIGHBORHOODS 
COMMUNITY  STABILIZATION  FUND  AND  A  PDR  REPLACEMENT  FUND  -  Proposed 
ordinance  introduced  by  Supervisor  Daly  under  Board  File  Number  080777  amending  the 
Planning  Code  to  add  Section  31 9A  et  seq.  to  create  a  community  stabilization  fund  and 
a  Production,  Distribution  and  Repair  (PDR)  business  replacement  fund  and  imposing 
fees  on  specified  new  developments  in  the  Eastern  Neighborhoods  (East  Soma, 
Showplace  Square/Potrero  Hill,  Mission  and  Central  Waterfront);  making  a  declaration  of 
policy  concerning  pending  residential  development  projects  in  the  Eastern 
Neighborhoods  that  are  compliant  with  the  current  Planning  Code;  and  making 
environmental  findings  and  findings  of  consistency  with  the  General  Plan  and  priority 
policies  of  Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Pending. 
(Continued  from  Regular  Meeting  of  July  31 ,  2008) 


5:00  P.M. 


F.  PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda 
items  that  have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public 
were  allowed  to  testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time. 
Each  member  of  the  public  may  address  the  Commission  for  up  to  three  miinutes. 
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20.  1 996.281  E  (J.  KUGLER:  (41 5)  575-6925) 
CENTRAL  SUBWAY  PROJECT  -  Certification  of  the  Final  Supplemental 
Environmental  Impact  Report  prepared  for  Central  Subway  which  is  Phase  2  of  the 
Third  Street  Light  Rail  project.  (The  environmental  document  has  been  prepared  to  meet 
the  requirements  of  both  CEQA  and  NEPA  and  analyzes  updated  information  from  the 
original  EIS/EIR  that  was  certified  in  1998.)  The  proposed  project  is  to  provide  Muni 
Metro  rail  service  from  4th  and  King  (current  terminus  of  Phase  1-the  T-Third  line)  to 
Chinatown  in  a  mostly  subway  configuration.  The  proposed  alignment  would  operate  on 
Fourth  and  Stockton  Streets  with  a  deep  underground  crossing  of  Market  Street.  The 
alignment  would  be  on  the  surface  of  Fourth  Street  beginning  at  King  Street  and  go 
underground  between  Bryant  and  Harrison  (under  the  I-80  freeway).  There  would  be  a 
surface  station  at  4,h  and  Brannan  Streets  and  three  underground  stations  at  Moscone, 
Union  Square/Market,  and  Chinatown. 

Preliminary  Recommendation:  Certify  the  Environmental  Impact  Report 

Please  note:  The  public  hearing  on  the  Draft  EIR  is  closed.  The  public  comment 

period  for  the  Draft  EIR  ended  on  December  10,  2007.  The  Planning  Commission 

does  not  conduct  public  review  of  Final  EIRs.  Public  comments  on  the  certification 

may  be  presented  to  the  Planning  Commission  during  the  Public  Comment  portion 

of  the  Commission  calendar. 

(Continued  from  Regular  Meeting  of  July  24,  2008) 

G.  DIRECTOR'S  REPORT 

21.  Director's  Announcements 

22.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

H.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

23.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meetirug  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

I.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commsssion  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  iteons.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  Whess  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  pyblic  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission!  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  publSc  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 
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(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Notice  of  Special  Meeting 


Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Friday,  August  8,  2008    documents  dept. 

1  "30  PM  AUG  0  4  2008 

Special  Meeting  KlK? 

President:  Christina  R.  Olague 
Vice  President:  Rons  Miguel 
Commissioners:  Michael  Antonini;  Gwyneth  J.  Borden;  William  L.  Lee;  Kathrin  Moore;  Hisashi 
Sugaya 

 Commission  Secretary:  Limda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  {41 5)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 


Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning 
Department  reception  counter  at  1 650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to 
the  scheduled  public  hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared 
item  to:  Planning  Commission,  1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by 
1 1 :00  AM  on  the  day  of  the  hearing  will  be  made  part  of  the  officisail  record  and  will  be  brought  to  the  attention  of  the 
Planning  Commission  at  the  public  hearing.  Otherwise,  submit  material  related  to  a  calendared  item  at  the  scheduled 
hearing  for  distribution.  For  complete  distribution  to  all  Commissionerrs,  necessary  staff  and  case/docket/correspondence 
files,  submit  an  original  plus  10  copies.  When  sending  e-mail  correspondence  to  Commissioners,  please  copy  the 
Commission  Secretary  at:  linda.avery@sfqov.  org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (II)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendiment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization,  or 
any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  eflse  raised  at  the  public  hearing  described  in  this  notice,  or 
in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  tto,  the  public  hearing. 


Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  tto  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00 
PM.  If  an  item  is  scheduled  but  not  called  or  introduced  prior  to  1 0:00  PM,  the  Commission  may  continue  the 
matter  to  the  next  available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21 ,  2001 ,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision: 
The  ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this 
meeting.  Please  be  advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for 
the  ringing  or  use  of  a  cell  phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of 
cell  phones,  pagers  and  similar  sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at 
(415)558-6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be 
required  by  the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160] 
to  register  and  report  lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics 
Commission  at  30  Van  Ness  Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581- 
2317;  and  web  site  http//www.sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest 
accessible  BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets. 
Accessible  curbside  parking  has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City 
Hall  are  the  9  San  Bruno  and  71  Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N. 
For  more  information  regarding  MUNI  accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language 
interpreters,  sound  enhancement  systems  and/or  language  translators  will  be  available  upon  request  by  contacting  Lulu 
Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing.  A  sound  enhancement  system  will  be  available  upon 
request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing  Impaired  at  557-5533  (TDD)  or  557-5534 
(Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A  person  who  is  deaf  or  hearing 
impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434  (Voice).  In  addition, 
the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800-735-2929 
(TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in 
advance  of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at 
meetings.  Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities 
should  call  our  accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts 
to  accommodate  such  people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to 
various  chemical-based  products.  Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils 
and  other  agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that 
deliberations  are  conducted  before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative 
Code)  or  to  report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett 
Place,  Room  409,  by  phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library 
and  on  the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM   

ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L. 

Lee;  Kathrin  Moore;  Hisashi  Sugaya 

A.  CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission 
may  choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to 
another  date,  or  to  hear  the  item  on  this  calendar. 

B.  CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine 
by  the  Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the 
Commission.  There  will  be  no  separate  discussion  of  these  items  unless  a  member  of 
the  Commission,  the  public,  or  staff  so  requests,  in  which  event  the  matter  shall  be 
removed  from  the  Consent  Calendar  and  considered  as  a  separate  item  at  this  or  a  future 
hearing 

1 .  2008.071 1 X  (B.  FU:  (41 5)  558-661 3) 
399  FREMONT  STREET  -  nortiheast  corner  of  Harrison  and  Fremont  Streets,  Lot 
002  in  Assessor's  Block  3747  —  Request  under  Planning  Code  Sections  309.1 
and  827  for  the  authorization  of  a  change  in  previously  approved  conditions  of 
approval  to  extend  the  performance  period  within  the  RH  DTR  (Rincon  Hill 
Downtown  Residential  Mixed  Use)  District  With  A  85/4O0-R  Height  And  Bulk 
Designation. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  August  7,  2008) 

C.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

2.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time 
Commissioners  may  make  announcements  or  inquiries  of  staff  regarding 
various  matters  of  interest  to  the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss 
and  take  action  to  set  the  date  of  a  Special  Meeting  and/or  determine 
those  items  that  could  be  placed  on  the  agenda  of  the  next  meeting  and 
other  future  meetings  of  the  Planning  Commission. 


D.  DIRECTOR'S  REPORT 

3.  Director's  Announcements 

4.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

E.  GENERAL  PUBLIC  COMMENT  -  1 5  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to 
the  public  that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda 
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items.  With  respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be 
afforded  when  the  item  is  reached  in  the  meeting.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 


F.  PUBLIC  COMMENT  ON  AGENDA  IITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  piublic  who  wish  to  address  the  Commission  on  agenda 
items  that  have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public 
were  allowed  to  testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time. 
Each  member  of  the  public  may  address  the  Commission  for  up  to  three  minutes. 

G.  CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 

5.  2007.1 256C  (K.  GUY:  (415)  558-6163) 
401-431  COLUMBUS  AVENUE  -  west  side  between  Stockton  and  Vallejo 
Streets,  Lot  026  of  Assessor's  Block  0131  -  west  side  between  Stockton  and 
Vallejo  Streets,  Lot  026  of  Assessor's  Block  0131  -  Request  for  Conditional 
Use  Authorization,  pursuant  to  Planning  Code  Sections  722.21,  722.41,  and 
722.42  to  expand  an  existing  full-service  restaurant  and  bar  (dba  Panta  Rei 
Restaurant),  and  to  allow  a  use  size  in  excess  of  2,000  square  feet  within  the 
North  Beach  NCD  (Neighborhood  Commercial  District),  and  a  40-X  Height  and 
Bulk  District.  The  proposal  is  to  expand  the  existing  1 ,500  square-foot  restaurant 
and  bar  to  occupy  the  adjacent  existing  storefronL  The  expanded  restaurant  and 
bar  would  measure  a  total  of  2,040  square  feet. 

Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  August  7,  2008) 

NOTE:  On  July  24,  2008,  following  public  testimony  the  Commission  closed 
public  hearing  and  passed  a  motion  of  intent  to  approved  by  a  vote  of  +4  -3. 
Commissioners  Olague,  Moore  and  Sugaya  voted  no.  Final  Language 
August  7,  2008. 

H.  REGULAR  CALENDAR 

6.  2008.0282C  {S.  YOUNG:  (415)  558-6346) 
331  CLEMENT  STREET  -  south  side  between  4,h  and  5,h  Avenues;  Lot  043  in 
Assessor's  Block  1436  -  Request  for  Conditional  Use  Authorization  under 
Sections  703.4,  303(c),  and  303(i)  of  the  Planning  Code  to  establish  a  Formula 
Retail  Use  within  the  Ininer  Clement  Neighborhood!  Commercial  Zoning  District 
and  a  40-X  Height  and  Biulk  District  -  The  proposal  is  to  legalize  the  establishment 
of  an  existing  restaurant,  dba  Sweet  Delight  Cafe,  wrtiich  is  currently  operating  as 
a  formula  retail  use  consistent  with  that  of  a  'Quickly1  Asian  fusion  style  cafe 
franchise  selling  a  large  variety  of  beverages,  s;nacks,  and  desserts.  The 
restaurant  consists  of  a  kitchen,  service  area,  storage  room,  restroom,  and  dining 
area  with  seating  for  36  persons.  The  proposal  will  not  involve  tenant 
improvements  to  the  existing  commercial  space  or  an  expansion  to  the  existing 
building  envelope. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  August  7,  2008) 

7a.       2007.0980ECV  (A.  HEITTER:  (415)  558-6602) 

220  GOLDEN  GATE  A  VENUE  -  northwest  corner  of  Leavenworth  Street  at 
Golden  Gate  Avenue,  Lol  4,  in  Assessor's  Block  345  -  Request  for  Conditional 
Use  Authorization  to  aHlow  additional  square  footage  above  that  permitted  by 
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the  base  floor  area  rati©  limits  for  the  construction  of  affordable  group  housing 
units  -  The  proposed  project  is  to  convert  the  existing  Shih  Yu-Lang  Central 
YMCA  to  1 74  group  housing  units  for  the  chronically  homeless.  The  project  also 
includes  a  historic  rehabilitation  component,  including  an  exterior  facade 
restoration.  The  proposed  project  would  not  involve  any  expansion  of  the 
existing  building  envelope.  The  site  has  no  off-street  parking  and  none  is 
proposed.  The  project  site  is  within  a  C-3-G  (Downtown  General  Commercial) 
Zoning  District  and  an  80-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  August  7,  2008) 

7b.       2007.0980ECV  (A.  HEITTER:  (415)  558-6602) 

220  GOLDEN  GATE  AVENUE  -  northwest  corner  of  Leavenworth  Street  at 
Golden  Gate  Avenue,  Lot  4,  in  Assessor's  Block  345  -  Request  for  a  Variance 
to  allow  a  reduction  in  the  common  usable  open  space  requirements  -  The 
proposed  project  is  to  convert  the  existing  Shih  Yu-Lang  Central  YMCA  to  174 
group  housing  units  for  the  chronically  homeless.  The  project  also  includes  a 
historic  rehabilitation  component,  including  an  exterior  fagade  restoration.  The 
proposed  project  would  not  involve  any  expansion  of  the  existing  building 
envelope.  The  site  has  no  off-street  parking  and  none  is  proposed.  The  project 
site  is  within  a  C-3-G  (Downtown  General  Commerical)  Zoning  District  and  an 
80-X  Height  and  Bulk  District. 
(Continued  from  Regular  Meeting  of  August  7, 2008) 

8.  2007.1 072C  (S.  SANCHEZ:  (415)  558-6326) 
1 727  LOMBARD  STREET  -  south  side  between  Laguna  and  Octavia  Streets,  Lot 
036,  in  Assessor's  Blocfe  0506  -  Request  for  Conditional  Use  Authorization 
under  Planning  Code  Sections  303  and  209.2(c)  to  legalize  the  conversion  of  a 
tourist  hotel  ("Star  Motef)  to  group  housing  for  a  post-secondary  educational 
institution  ("Academy  of  Art  University")  in  an  RH-2  (Residential,  House,  Two- 
Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Hold  public  hearing  to  allow  public  comment  and 
continue  item  to  allow  for  additional  neighborhood  outreach  and  completion  of 
environmental  review. 

(Continued  from  Regular  Meeting  of  August  7,  2007) 

NOTE:  On  April  24,  2006,  following  public  testimony,  the  Commission 

closed  public  hearing  a  nd  continued  the  item  to  May  1,  2008. 

9.  2008.0642T  (E.  FORBES:  415)  558-6417) 
PLANNING  CODE  ENFORCEMENT  UPDATE  BOARD  FILE  NO.  080525  -  This 
Ordinance  introduced  by  Supervisor  Peskin  would  amend  the 
Administrative  Code  Section  10.100-166  to  expand  the  Planning 
Department's  Code  Enforcement  Fund  beyond  general  advertising  signs 
and  authorize  the  Fund  to  receive  revenues  from  all  code  enforcement  activities, 
including  monetary  judgments,  and  authorize  expenditure  of  the  funds  for 
administration  and  enforcement  of  all  Planning  Code  violations.  The  Ordinance 
would  also  amend  the  Planning  Code  Section  303(1)  concerning  relocation  of 
general  advertising  signs  to  delete  the  requirement  to  submit  a  site  map,  clarify 
that  wall  signs  are  includted  in  the  requirements  and  make  technical  changes  to 
the  language  of  the  section;  amend  Section  358  to  increase  the  annual  inventory 
maintenance  fee  from  $48  to  $75  and  to  clarify  use  of  the  general  advertising 
sign  inventory  fees  and  tfhat  wall  signs  are  included  in  the  requirements;  amend 
Section  604.2  to  provide  that  violation  of  the  Code's  general  advertising  sign 
inventory  requirements  is  a  public  nuisance,  to  clarify  that  the  definition  of  the 
term  "general  advertising  sign  company"  includes  the  operator  of  the  sign  and 
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that  wall  signs  are  included  in  the  requirements,  to  modify  language  required  to 
be  in  the  affidavit  submitted  with  the  sign  inventory,  to  delete  the  requirement  to 
submit  a  site  map,  to  conform  the  penalty  and  appeal  procedure  wittn  Section 
610,  and  to  make  other  clarifying  and  technical  changes  to  the  language  of  the 
section;  adopting  CEQA  and  Planning  Code  Section  302  findings.  Preliminary 
Recommendation:  Approval. 

(Continued  from  Regular  Meeting  of  August  7,  2008) 

10a.      2007.0785VZ  (C.  TEAGUE:  (415)  575-9081) 

483  BOSWORTH  STREET  (aka  1  LYELL  STREET)  -  southeast  corner-;  Lot  063 
in  Assessor's  Block  6753  -  Request  to  amend  the  Planning  Code  pursuant  to 
Planning  Code  Section  302,  in  a  P  (Public)  and  40-X  Height  and  Bulk 
District.  The  proposal!  is  to  reclassify  the  property  from  P  (Public)  to  RH-2 
(Residential,  House  Districts,  Two-Family)  and  construct  a  2-story,  2-unit 
residential  structure  on  a  currently  vacant,  substandard  property  that  v/vould  not 
provide  the  required  rear  yard,  front  setback,  or  any  off-street  parking  spaces. 
Preliminary  Recommendation:  Approval  of  Reclassification 
(Continued  from  Regular  Meeting  of  August  7,  2008) 

1 0b.      2007.0785VZ  (C.  TEAGUE:  (41 5)  575-9081 ) 

483  BOSWORTH  STREET  (aka  1  LYELL  STREET)  -  southeast  corner;  Lot  063 
in  Assessor's  Block  6753  -  Request  for  a  Variance  for  proposed  development 
pursuant  to  Planning  Code  Sections  305,  132,  134,  and  151,  in  a  RH-2 
(Residential,  House  Districts,  Two-Family)  and  40-X  Height  and  Bulk  District.  The 
proposal  is  to  construct  a  2-story,  2-unit  residential  structure  on  a  currently 
vacant,  substandard  property  that  would  not  provide  the  required  rear  yard,  front 
setback,  or  any  off-street  parking  spaces. 
(Continued  from  Regular  Meeting  of  August  7,  2008) 

1 1 .       2008.0622D  (A.  STARR:  (41 5)  558-6362) 

565  MARINA  BOULEVARD  -  south  side  between  Divisadero  and  Scott  Streets; 
Lot  007B  in  Assessor's  Block  0912  -  Request  for  Discretionary  Review  of 
Building  Permit  Application  No.  2007.10.31.6950  proposing  to  construct  a  4th 
floor  vertical  addition  and  a  horizontal  addition  at  the  rear  of  a  three-stony,  single- 
family  house  in  an  RH-1  (Residential,  House,  Single-Family)  District  and  a  40-X 
Height  and  Bulk  District 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve 
(Continued  from  Regular  Meeting  of  August  7,  2008) 

I.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to 
the  public  that  are  within  the  subject  matter  jurisdiction  of  the  Commission  excepti  agenda 
items.  With  respect  to  agenda  litems,  your  opportunity  to  address  the  Commission  will  be 
afforded  when  the  item  is  reached  in  the  meeting  with  one  exception.  When  the;  agenda 
item  has  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were 
allowed  to  testify  and  the  Commission  has  closed  the  public  hearing,  your  opportunity  to 
address  the  Commission  must  be  exercised  during  the  Public  Comment  portion  of  the 
Calendar.  Each  member  of  the  public  may  address  the  Commission  for  up  to  three 
minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not 
appearing  on  the  posted  agenda,  including  those  items  raised  at  public  comment.  In 
response  to  public  comment,  the  commission  is  limited  to: 


Notice  of  Specif  MtffmK 


Page  6 


San  Francisco  Planning  Commission  Subcommittee 


Friday,  August  8,  2008 


(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.   (Government  Code  Section 
54954.2(a)) 

Adjournment: 
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Notice  of  Special  Meeting 

Supervisors  Chambers  -  Room  250 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 


Thursday,  August  14,  2008 

10:00  AM  DOCUMENTS  DEPT. 

Special  Meeting  .  „ 

AUG  0  8  20 

President:  Christina  R.  Olague  SAN  FRANCISCO 

Vice  President:  Ron  Miguel 
Commissioners:  Michael  Antonini;  Gwyneth  J.  Borden;  William  L.  Lee;  KathrinM^ypHte^nrARY 
Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning 
Department  reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to 
the  scheduled  public  hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared 
item  to:  Planning  Commission,  1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by 
11:00  AM  on  the  day  of  the  hearing  will  be  made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the 
Planning  Commission  at  the  public  hearing.  Otherwise,  submit  material  related  to  a  calendared  item  at  the  scheduled 
hearing  for  distribution.  For  complete  distribution  to  all  Commissioners,  necessary  staff  and  case/docket/correspondence 
files,  submit  an  original  plus  10  copies.  When  sending  e-mail  correspondence  to  Commissioners,  please  copy  the 
Commission  Secretary  at:  linda.avery&sf Qov.orq 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization,  or 
any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this  notice,  or 
in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 


Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5 1 84  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  1 5 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00 
PM.  If  an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the 
matter  to  the  next  available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21 ,  2001 ,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision: 
The  ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this 
meeting  Please  be  advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for 
the  ringing  or  use  of  a  cell  phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of 
cell  phones,  pagers  and  similar  sound-producing  electronic  devices  at  and  during  public  meetings) 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at 
(415)558-6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be 
required  by  the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160] 
to  register  and  report  lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics 
Commission  at  30  Van  Ness  Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581- 
2317;  and  web  site  http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest 
accessible  BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets. 
Accessible  curbside  parking  has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City 
Hall  are  the  9  San  Bruno  and  71  Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N. 
For  more  information  regarding  MUNI  accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language 
interpreters,  sound  enhancement  systems  and/or  language  translators  will  be  available  upon  request  by  contacting  Lulu 
Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing.  A  sound  enhancement  system  will  be  available  upon 
request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing  Impaired  at  557-5533  (TDD)  or  557-5534 
(Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A  person  who  is  deaf  or  hearing 
impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434  (Voice).  In  addition, 
the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800-735-2929 
(TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in 
advance  of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at 
meetings.  Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities 
should  call  our  accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts 
to  accommodate  such  people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to 
various  chemical-based  products.  Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils 
and  other  agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that 
deliberations  are  conducted  before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative 
Code)  or  to  report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett 
Place,  Room  409,  by  phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(5)sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library 
and  on  the  City's  website  at  www.sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1 )  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Plannins  Commission 


Thursday,  August  14,  2008 


10:00  AM 


ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L. 

Lee;  Kathrin  Moore;  Hisashi  Sugaya 

A.        SPECIAL  CALENDAR 

(D.  ALUMBAUGH:  (415)  558-6601/J.  SWITZKY:  (415)  575-6815) 
Discussion  of  the  Department's  initial  concepts  for  the  Transit  Center  District,  initially  staff 
presented  to  the  Commission  in  an  overview  on  May  29,  2008. 
Preliminary  Recommendation:  Informational  only;  no  action  is  required. 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to 
the  public  that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda 
items.  With  respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be 
afforded  when  the  item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda 
item  has  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were 
allowed  to  testify  and  the  Commission  has  closed  the  public  hearing,  your  opportunity  to 
address  the  Commission  must  be  exercised  during  the  Public  Comment  portion  of  the 
Calendar.  Each  member  of  the  public  may  address  the  Commission  for  up  to  three 
minutes. 


The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not 
appearing  on  the  posted  agenda,  including  those  items  raised  at  public  comment.  In 
response  to  public  comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.   (Government  Code  Section 
54954.2(a)) 

Adjournment: 
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SAN  FRANCISCO  PLANNING  COMMISSION 


Corrected  Notice  of  Special  Meeting 


Supervisors  Chambers  -  Room  250 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  August  14,  2008 
10:00  AM 

Special  Meeting 


03-11-08A09-46  RCNV 

DOCUMENTS  DEPT. 
AUG  1  t  2008 


SAN  FRANCISCO 
President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice  President:  Ron  Miguel 
Commissioners:  Michael  Antonini;  Gwyneth  J.  Borden;  William  L.  Lee;  Kathrin  Moore;  Hisashi 
Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
1650  MISSION  STREET,  4TH  FLOOR  RECEPTION 


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning 
Department  reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to 
the  scheduled  public  hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared 
item  to:  Planning  Commission,  1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by 
11:00  AM  on  the  day  of  the  hearing  will  be  made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the 
Planning  Commission  at  the  public  hearing.  Otherwise,  submit  material  related  to  a  calendared  item  at  the  scheduled 
hearing  for  distribution.  For  complete  distribution  to  all  Commissioners,  necessary  staff  and  case/docket/correspondence 
files,  submit  an  original  plus  10  copies.  When  sending  e-mail  correspondence  to  Commissioners,  please  copy  the 
Commission  Secretary  at:  Hnda.averv&sfpov.orQ 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization,  or 
any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this  notice,  or 
in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 


Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00 
PM.  If  an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the 
matter  to  the  next  available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision: 
The  ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this 
meeting  Please  be  advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for 
the  ringing  or  use  of  a  cell  phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of 
cell  phones,  pagers  and  similar  sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at 

(415)558-6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be 
required  by  the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160] 
to  register  and  report  lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics 
Commission  at  30  Van  Ness  Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581- 
2317;  and  web  site  http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr  Carlton  B  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest 
accessible  BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets. 
Accessible  curbside  parking  has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City 
Hall  are  the  9  San  Bruno  and  71  Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N. 
For  more  information  regarding  MUNI  accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language 
interpreters,  sound  enhancement  systems  and/or  language  translators  will  be  available  upon  request  by  contacting  Lulu 
Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing.  A  sound  enhancement  system  will  be  available  upon 
request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing  Impaired  at  557-5533  (TDD)  or  557-5534 
(Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A  person  who  is  deaf  or  hearing 
impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434  (Voice).  In  addition, 
the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800-735-2929 
(TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in 
advance  of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at 
meetings.  Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities 
should  call  our  accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts 
to  accommodate  such  people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to 
various  chemical-based  products.  Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils 
and  other  agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that 
deliberations  are  conducted  before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative 
Code)  or  to  report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett 
Place,  Room  409,  by  phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(5)sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library 
and  on  the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 


\<ilicc  oj  Sjifcuil  A/<v///mj  cind  ( 'alc/hlur 


Paee 


San  I  rgncisco  Planning  Commission 


Thursday,  Ausust  14,  2008 


10:00  AM 


ROLL  CALL: 


President: 

Vice-President: 

Commissioners: 


Christina  R.  Olague 
Ron  Miguel 

Michael  J.  Antonini;  Gwyneth  Borden;  William  L. 
Lee;  Kathrin  Moore;  Hisashi  Sugaya 


A.        SPECIAL  CALENDAR 

(D.  ALUMBAUGH:  (415)  558-6601/J.  SWITZKY:  (415)  575-6815) 
Discussion  of  the  Department's  initial  concepts  for  the  Transit  Center  District,  initially 
presented  to  the  Commission  in  an  overview  on  May  29,  2008. 

The  August  14,  10:00  AM  Special  Hearing  is  in  response  to  the  Commission's  request  for 
further  discussions  with  staff  on  the  Department's  initial  concepts  for  the  Transit  Center 
District  Plan. 

For  the  August  14,  2008  Special  Hearing,  staff  would  like  to  discuss  the  following 
elements  of  its  initial  concepts  in  more  detail  with  the  Commission  as  well  as  other  topics 
that  might  be  of  interest  to  the  Commission: 

•  Downtown  2035  Growth/Capacity  Analysis 

•  Draft  Historic  Resources  Survey 

•  The  Public  Realm  and  Pedestrian  Realm/Ground  Floor  Concepts 

At  the  May  29  hearing,  staff  provided  the  Commission  with  printed  copies  of  the 
presentation,  as  well  as  copies  of  the  Downtown  2035  Growth/Capacity  Analysis.  Since 
then,  the  Draft  Context  Statement  and  DPR  Forms  for  the  Historic  Resources  Survey 
have  been  completed,  and  the  Notice  of  Preparation  of  Environmental  Impact  Report 
(NOP)  for  the  Transit  Center  District  Plan  and  Transit  Tower  has  been  published  and  the 
Public  Scoping  Hearing  has  been  held.  Electronic  copies  of  the  Draft  Context  Statement, 
DPR  Forms,  and  the  NOP  are  available  on  the  Project  Website  at 
http://transitcenter.sfplanninq.org. 

Should  the  Commission  wish  hard  copies  of  any  of  these  new  materials  or  additional 
copies  of  the  materials  provided  at  the  May  29  hearing,  please  contact  staff. 

Preliminary  Recommendation:  Informational  only.  No  action  is  required. 


G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to 
the  public  that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda 
items.  With  respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be 
afforded  when  the  item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda 
item  has  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were 
allowed  to  testify  and  the  Commission  has  closed  the  public  hearing,  your  opportunity  to 
address  the  Commission  must  be  exercised  during  the  Public  Comment  portion  of  the 
Calendar.  Each  member  of  the  public  may  address  the  Commission  for  up  to  three 
minutes. 
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The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not 
appearing  on  the  posted  agenda,  including  those  items  raised  at  public  comment.  In 
response  to  public  comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.    (Government  Code  Section 

54954.2(a)) 

Adjournment: 
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Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  August  14,  2008  nE_„ 
1:30  PM 

Regular  Meeting  AUG  1  1  2008 

SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv<8)sfaov.ora 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.sfgov  org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Nonega  and  the  F  Line  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(S)sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 

A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1 .         2007. 1 355T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

Ordinance  amending  the  San  Francisco  Planning  Code  by  adding  Section  785  to 
establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict  and  to 
amend  Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula 
Retail  Restricted  Use  Subdistrict  [Board  File  No.  07-1561].  Ordinance  introduced  by 
Supervisor  Ammiano  amending  the  San  Francisco  Planning  Code  by  adding  Section  785 
to  establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  amending 
Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula  Retail 
Restricted  Use  Subdistrict;  amending  Sectional  Maps  SU  07  and  SU  11  of  the  Zoning 
Map  of  the  City  and  County  of  San  Francisco  to  establish  the  boundaries  of  the 
Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  adopting  finding,  including 
environmental  findings  and  findings  of  consistency  with  the  priority  policies  of  Planning 
Code  Section  101.1  and  the  General  Plan. 
Preliminary  Recommendation:  Approval  with  Modifications 
(Continued  from  Regular  Meeting  of  June  5,  2008) 
(Proposed  for  Continuance  to  November  13,  2008) 


2.         2007.1455C  (A.  HOLLISTER  (415)  575-9078) 

230  JONES  STREET  -  Request  for  Conditional  Use  Authorization  to  legalize  an 
existing  institutional  use  (City  Impact  Ministries)  currently  occupying  and  utilizing  the 
entire  subject  building.  Interior  tenant  improvements  would  occur  throughout  the  subject 
building  to  bring  the  building  into  compliance  with  applicable  City  codes.   No  physical 
expansion  of  the  existing  building  is  proposed.    This  site  is  within  a  RC-4  (Residential- 
Commercial  Combined,  High  Density)  District,  the  North  of  Market  Residential  Special 
Use  District,  Subarea  No.  1,  and  an  80-1 20-T  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  July  24,  2008) 
(Proposed  for  Indefinite  Continuance) 


B.        CONSENT  CALENDAR 


All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 


3a.       2003.0845CV  (E.  JACKSON:  (415)  558-6363) 

201  LELAND  AVENUE  -  southwest  side,  between  Rutland  and  Cora  Streets,  Lot  036  in 
Assessor's  Block  6252  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  121.1,  121.2,  303,  and  711.83  for  new  construction  on  a  lot 
larger  than  10,000  square  feet,  to  permit  a  non-residential  use  larger  than  4,000  square 
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feet,  and  to  allow  a  public  use  within  an  NC-2  (Neighborhood  Commercial,  Small-Scale) 
Zoning  District.  The  Project  proposes  to  construct  a  new  approximately  8,700  square 
foot  single-story  Visitacion  Valley  Branch  Public  Library  building  and  to  demolish  an 
existing  approximately  10,000  square  foot  single-story  grocery  store  building  and  a 
surface  parking  lot  with  14  off-street  parking  spaces.  The  Project  site  is  located  within  an 
RH-2  (Residential,  House,  Two-Family)  and  an  NC-2  (Neighborhood  Commercial,  Small- 
Scale)  Zoning  District  with  a  40-X  Height  and  Bulk  designation. 
Preliminary  Recommendation:  Approval  with  conditions 

3b.       2003.0845CV  (E.  JACKSON:  (415)  558-6363) 

201  LELAND  AVENUE  -  southwest  side,  between  Rutland  and  Cora  Streets,  Lot  036  in 
Assessor's  Block  6252  -  Request  for  Variance,  pursuant  to  Planning  Code  Sections  151 
and  305  to  reduce  the  required  number  of  off-street  parking  spaces.  The  Project 
proposes  to  construct  a  new  approximately  8,700  square  foot  single-story  Visitacion 
Valley  Branch  Public  Library  building  and  to  demolish  an  existing  approximately  10,000 
square  foot  single-story  grocery  store  building  and  a  surface  parking  lot  with  14  off-street 
parking  spaces.  The  Project  site  is  located  within  an  RH-2  (Residential,  House,  Two- 
Family)  and  an  NC-2  (Neighborhood  Commercial,  Small-Scale)  Zoning  District  with  a  40- 
X  Height  and  Bulk  designation.  The  Zoning  Administrator  will  consider  the  variance 
application  concurrently  with  the  Planning  Commission. 

C.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

4.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

D.  DIRECTOR'S  REPORT 

5.  Director's  Announcements 

6.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

7.  (D.  DWYER  (415)  575-9031 ) 
BICYCLE  PLAN  ENVIRONMENTAL  IMPACT  REPORT  -  Informational  item  to 
discuss  current  status  of  environmental  review  for  the  Bicycle  Plan  -  The  director  will 
lead  this  discussion  on  a  monthly  basis  until  the  certification  of  the  Bicycle  Plan  EIR. 
The  Municipal  Transportation  Agency  Board  is  also  holding  concurrent  monthly 
briefings  on  the  status  of  the  Bicycle  Plan. 

8  (C.  NIKITAS:  (415)  558-6306) 

Report  on  and  discussion  of  Permits  and  Appeals  for  project  at  770  Eighteenth 
Avenue,  at  request  of  Planning  Commission. 

E.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes 
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F.         PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 


At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

G.        CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 


9.         2005.0470E  _  (S.  JONES;  (415)  575-9034) 

166-178  TOWNSEND  STREET  -  Certification  of  Final  Environmental  Impact  Report. 
The  22,000  square  foot  project  site  is  located  at  178  Townsend  Street,  on  the  corner  of 
Townsend  Street  and  Clarence  Place  between  Second  Street  and  Third  Street 
(Assessor's  Block  3788,  Lot  012).  The  site  is  zoned  SLI  (Service/Light  Industrial),  is  in  a 
50-X  Height  and  Bulk  District,  and  is  occupied  by  the  California  Electric  Light  Company 
Station  B  building,  a  Contributory  Building  within  the  South  End  Historic  District.  The 
proposed  project  involves  conversion  of  the  building  from  its  current  use  as  a  valet 
parking  garage  to  a  mix  of  ground-floor  retail  and  up  to  85  housing  units,  with  accessory 
off-street  parking  for  the  residential  uses.  The  proposed  uses  would  be  housed  in  the 
existing  building  and  a  vertical  addition,  and  would  occupy  96,350  square  feet  (sf)  of  floor 
area,  including  71,500  sf  in  residential  uses  1,050  sf  in  retail  uses,  and  13,200  sf  of 
parking.  The  proposed  vertical  addition  would  be  set  back  40  feet  from  Townsend  Street 
and  would  rise  above  the  existing  23-to  42-foot  tall  roofline  to  a  height  of  50  feet.  The 
proposed  project  also  includes  a  one-level  underground  parking  garage  with  74  parking 
spaces  in  two-car  stackers  accessed  from  Clarence  Place. 
Preliminary  Recommendation:  Certify  the  Final  Environmental  Impact  Report 
Note:  The  public  review  period  for  the  Draft  Environmental  Impact  Report  ended  at 
5:00  pm,  February  5,  2008.  The  Planning  Commission  does  not  conduct  public 
review  of  Final  EIRs.  Public  comments  on  the  certification  may  be  presented  to  the 
Planning  Commission  during  the  Public  Comment  portion  of  the  Commission 
calendar. 


10.       2002.1302E  (L.  GIBSON:  (415)  575-9032) 

2225-2255  3rd  STREET  -  Certification  of  the  Final  Environmental  Impact  Report  for 

the  proposed  construction  of  three  buildings  above  a  below-grade  parking  podium.  The 
buildings  would  include  about  179  residential  units,  5,262  square  feet  of  restaurant 
space,  11,434  square  feet  of  retail,  2,393  square  feet  of  day-care  space,  157  parking 
spaces,  50  bicycle  parking  spaces,  and  2  off-street  loading  spaces.  The  structures  would 
total  about  242,185  square  feet  and  range  in  height  from  35  to  65  feet  tall.  The  project 
would  preserve  and  renovate  two  existing  historic  buildings.  The  project  site  (Assessor's 
Block  4058,  Lot  10)  is  located  between  19th  and  20th  Streets  in  an  M-2  (Heavy  Industrial) 
District  and  a  50-X  Height  and  Bulk  District. 

NOTE:  The  public  hearing  on  the  Draft  EIR  is  closed.  The  public  comment  period 
for  the  Draft  EIR  ended  on  May  21,  2007.  The  Planning  Commission  does  not 
conduct  public  review  of  Final  EIRs.  Public  comments  on  the  certification  may  be 
presented  to  the  Planning  Commission  during  the  Public  Comment  portion  of  the 
Commission  calendar. 
Preliminary  Recommendation:  Certify  EIR 

REGULAR  CALENDAR 


11a.     2002.1302EX  (B.  FU:  (415)  558-6613) 

2235  3rd  STREET  -  east  side,  between  19th  and  20th  Streets;  Lot  010  in  Assessor's 
Block  4058,  in  a  M-2  (Heavy  Industrial)  District  with  a  50-X  Height  and  Bulk  Designation. 
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-  Consideration  of  Adoption  of  CEQA  Findings  regarding  proposed  "Large  Project 
Authorization"  with  exceptions.  The  proposed  68'  tall,  six-story  over  garage  mixed  use 
project  contains  approximately  235,000  gross  square  feet  of  floor  area  that  includes  up  to 
179  dwelling  units,  approximately  17,000  square  feet  of  retail  space  and  2,400  square 
feet  of  child  care  space,  and  157  off-street  parking  spaces.  The  project  is  subject  to  the 
Board  of  Supervisors'  approval  of  the  proposed  UMU  (Urban  Mixed  Use)  zoning  and  68- 
foot  height  limit  for  the  project  site  under  the  Eastern  Neighborhood  Rezoning. 
Preliminary  Recommendation:  Approve  the  Draft  Motion  Adopting  the  CEQA  Findings. 

11b.      2002.1302EX  (B.  FU:  (415)  558-6613) 

2235  3rd  STREET  -  east  side,  between  19th  and  20th  Streets;  Lot  010  in  Assessor's 
Block  4058,  in  a  M-2  (Heavy  Industrial)  District  with  a  50-X  Height  and  Bulk  Designation. 
Request  under  proposed  Planning  Code  Section  309.2  to  create  a  new  "Large 
Project  Authorization"  with  exceptions  including  (1)  dwelling  unit  mix  requiring  at  least 
40  percent  two-bedroom  units;  (2)  residential  use  in  an  M-2  zoning  district;  (3)  provision 
of  rear  yard  in  a  central  courtyard  in  lieu  of  a  conventional  25  percent  rear  yard;  and  (4) 
an  exception  from  dwelling  unit  exposure  requirements  for  some  units  not  fronting  onto  a 
public  right-of-way  or  a  qualifying  rear  yard.  The  proposed  68'  tall,  six-story  over  garage 
mixed  use  project  contains  approximately  235,000  gross  square  feet  of  floor  area  that 
includes  up  to  179  dwelling  units,  approximately  17,000  square  feet  of  retail  space  and 
2,400  square  feet  of  child  care  space,  and  157  off-street  parking  spaces.  The  project  is 
subject  to  the  Board  of  Supervisors'  approval  of  the  proposed  UMU  (Urban  Mixed  Use) 
zoning  and  68-foot  height  limit  for  the  project  site  under  the  Eastern  Neighborhood 
Rezoning. 

Preliminary  Recommendation:  Approval  with  conditions 

12.  2008.0628C  (C.  LAMORENA:  (415)  575-9085) 
2936  LYON  STREET  -  east  side  between  Lombard  and  Greenwich  Streets;  Lot  017  in 
Assessor's  Block  0940  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  303,  711.26,  and  790.140,  to  allow  a  walk-up  facility  (ATM)  that  is 
not  recessed  from  the  property  line  by  3  feet  at  the  existing  financial  service  establishment 
(dba  U.S.  First  Credit  Union)  within  an  NC-2  (Neighborhood  Commercial,  Small-Scale) 
Zoning  District  and  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  conditions 

13.  2007.1454C  (A.  PUTRA:  (415)  575-9079) 
2116  IRVING  STREET  (AKA  2100  IRVING  STREET)  -  north  side  between  22nd  and  23rd 
Avenues;  Lot  021  in  Assessor's  Block  1728  -  Request  for  Conditional  Use 
Authorization,  pursuant  to  Planning  Code  Sections  703.3,  703.4,  and  303(e)  to  legalize 
an  existing  formula  retail  use,  and  to  modify  previous  conditional  use  authorization  (Case 
No.  85.432/Motion  No.  10455)  to  legalize  extended  hours  of  operation  from  6  a.m.  to  2 
a.m.  as  permitted  under  Planning  Code  Section  711.27  for  an  existing  small  self-service 
restaurant  (dba  "Quickly"),  within  the  NC-2  (Small  Scale,  Neighborhood  Commercial) 
District,  and  65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  conditions 

14.  2008.0318Z:  (R.  CRAWFORD:  (415)  558-6358) 
5050  MISSION  STREET  -  southwest  corner  with  Seneca  Avenue  Lot  011,  of  Assessor's 
Block  6969  -  Request  for  Amendment  of  the  Zoning  Map  to  change  the  zoning  district 
for  the  property  fronting  on  Seneca  Avenue  southeast  of  the  residence  at  61  Seneca 
Avenue  from  RH-1,  (Residential  House,  One  Family),  to  NC-3  Moderate  Scale 
Neighborhood  Commercial  District). 

Preliminary  Recommendation:  Approval 
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15.  2006.1 21 3C  (R.  CRAWFORD:  (415)  558-6358) 
5050  MISSION  STREET  -  southwest  corner  with  Seneca  Avenue  Lots  001,  and  011  of 
Assessor's  Block  6969  -  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Section  304  to  develop  a  Planned  Unit  Development  with  61  dwelling  units  with 
exceptions  from  the  rear  yard  and  bulk  requirements  and  Section  712.21  to  develop  a 
commercial  use  exceeding  5,999  square  feet  in  area  in  the  NC-3  Moderate  Scale 
Neighborhood  Commercial  District  and  a  65-A  Height  and  Bulk  District  and  RH- 

1  Residential  House,  One  Family  District  (pending  classification  change  to  NC-3)  and  40- 
X  Height  and  Bulk  District.  The  proposal  is  to  demolish  the  existing  buildings  on  the 
property,  combine  the  lots  into  one  parcel,  and  construct  a  new  6  story  tall,  mixed  use 
building  with  61  dwelling  units,  ground  floor  commercial  space  and  underground  and 
ground  floor  parking. 

Preliminary  Recommendation:  Approval  with  Conditions. 

16.  2008.0478D  (R.  CRAWFORD:  (415)  558-6358) 
526  ELLINGTON  -  northerly  side  between  Wipple  and  Farragut  Avenues  Lot  003  of 
Assessor's  Block  7100  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  2008  0103  1806  to  construct  a  two  story  24  foot  long  addition  to  the  rear  of 
the  existing  two-story  dwelling  in  an  RH-1,  Residential  House,  One-Family  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  Modify  the  Project. 
(Continued  from  Regular  Meeting  of  August  7,  2008) 

17.  2007.0909DDDDDD  (R.  CRAWFORD:  (415)  558-6358) 

2  KRONQUIST  COURT  -  west  side  at  the  end  of  Kronquist  Court,  Lot  020  of  Assessor's 
Block  6582  -  Request  for  Discretionary  Review  of  Building  Permit  Application  2007 
0604  2857  to  construct  a  new  third  floor  to  the  existing  two-story  building  and  extend  the 
building  back  2  feet  to  the  rear,  in  an  RH-1,  Residential  House,  One-Family  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  Modify  the  Permit. 
(Continued  from  Regular  Meeting  of  July  24,  2008) 

18.  2008.0438D  (R.  CRAWFORD:  (415)  558-6358) 
242  SAGAMORE  STREET  -  north  side  between  Capitol  and  Orizaba  Avenue  Lot  016  of 
Assessor's  Block  7137  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  2007  1228  1544  to  construct  a  single  family  dwelling  on  a  vacant  lot  currently 
occupied  by  a  church  parking  lot  in  an  RH-1,  Residential  House,  One-Family  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve  the 
Permit. 

(Continued  from  Regular  Meeting  of  July  24,  2008) 

19a.      2007.1422DDDV  (S.  MIDDLEBROOK:  (415)  558-6372) 

126  GUERRERO  STREET/204  CLINTON  PARK  -  northwest  corner  of  Guerrero  Street 
and  Clinton  Park;  Lot  005  in  Assessor's  Block  3534  in  an  RTO  (Residential,  Transit- 
Oriented)  Zoning  District  and  a  40-X  Height  and  Bulk  District  -  Request  for 
Discretionary  Review  of  Building  Permit  Application  No.  2007.12.11.0197  proposing  to 
add  a  dwelling  unit  to  the  Subject  Property  by  adding  a  three-story  vertical  addition  to  the 
existing  detached  garage  structure.  The  vertical  addition  is  pending  approval  of  Case 
No.  2007.1422V  requesting  a  rear  yard  variance  pursuant  to  Sections  134  and  188  of  the 
Planning  Code. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  the  project  with 
minor  modifications. 
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19b       2007  1422V  (S.  MIDDLEBROOK:  (41 5)  558-6372) 

126  GUERRERO  STREET/204  CLINTON  PARK  -  northwest  corner  of  Guerrero  Street 
and  Clinton  Park;  Lot  005  in  Assessor's  Block  3534  in  an  RTO  (Residential,  Transit- 
Oriented)  Zoning  District  and  a  40-X  Height  and  Bulk  District.  Request  for  a  Variance 
from  Planning  Code  Sections  134  and  188,  to  add  a  dwelling  unit  and  a  three-story 
vertical  addition  to  the  existing  detached  garage  located  within  the  required  rear  yard  for 
the  corner  property. 

Note:  To  be  decided  by  the  Zoning  Administrator. 

20.  2008.0786DD  (S.  VELLVE:  (41 5)  558-6263) 
90  SEACLIFF  AVENUE  -  north  side  between  25th  and  26th  Avenues,  Lot  007  of 
Assessor's  Block  1306  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.12.12.0289  proposing  to  construct  a  rear  horizontal  addition  of 
approximately  20  feet  deep  and  32  feet  wide  at  the  ground  level  with  a  deck  above, 
interior  modifications  and  window  and  door  replacements  to  a  single-family  dwelling 
located  within  an  RH-1(D),  House,  One  Family  (Detached  Dwelling)  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  permit. 

21.  2008.0712D  (G.  CABREROS:  (415)  558-6169) 
527  -  4th  AVENUE  -  west  side  between  Anza  and  Balboa  Streets,  Lot  007  in  Assessor's 
Block  1547  -  Staff-Initiated  Discretionary  Review  of  Building  Permit  Application 
2008.02.21.5288  proposing  a  side  horizontal  addition  and  a  three-story  rear  horizontal 
addition  to  an  existing  three-story  ,  single-family  residence  in  an  RH-2  (Residential, 
House,  Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  Approve  with 
Modifications. 

22.  2008.0674D  (K.  GUY:  (415)  558-6163) 
1242  JACKSON  STREET  -  between  Jones  and  Leavenworth  Streets;  Lots  040,  041,  and 
042  in  Assessor's  Block  0183  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.1221.1139,  proposing  to  remove  the  existing  stairs  and  landings  at 
the  rear  of  the  subject  building,  and  construct  new  stairs  and  decks.  The  stair/deck 
structure  is  proposed  to  be  located  at  the  rear  of  the  subject  building  along  the  eastern 
property  line,  and  would  reach  the  height  of  the  roof.  The  subject  property  is  located 
within  an  RH-3  (Residential,  House,  3-Family)  District  and  a  50-X  Height  and  Bulk 
District. 

Preliminary  Recommendation: 

6:30  P.M. 


23        2008.0877EMTZ  (P.  LORD:  (415)  558-631 1) 

WESTERN  SOMA  COMMUNITY  PLAN  -  BUILDING  A  COMPLETE  NEIGHBORHOOD, 
DRAFT  FOR  CITIZENS  REVIEW  -  Informational  presentation  -  Consideration  of  a 
Draft  Resolution  Establishing  the  Western  SoMa  Community  Plan  -  Draft  for  Citizens 
Review  (August  14,  2008)  as  the  Preferred  Project  Subject  to  Environmental  Review  and 
Modifying  the  Planning  Commission  PDR  Loss  and  Replacement  Policies  for  the 
Western  SoMa  SUD. 

I.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
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item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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SAN  FRANCISCO 
PLANNING  COMMISSION 
Notice  of  Meeting 
& 

Calendar 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  August  14,  2008    documents  dept 
1:30  PM 

Regular  Meeting 


m  i 


President:  Christina  R.  Olague 
Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin 
Moore; 
Hisashi  Sugaya 


SAN  FRANCISCO 
PUBLIC  LIBRARY 


Commission  Secretary:  Linda  D.  Avery 


DIRECTOR'S  REPORT 


7.  (D.  DWYER  (415)  575-9031) 

BICYCLE  PLAN  ENVIRONMENTAL  IMPACT  REPORT  -  Informational  item 
to  discuss  current  status  of  environmental  review  for  the  Bicycle  Plan  -  The 
director  will  led  lead  this  discussion  on  a  monthly  basis  until  the  certification 
of  the  Bicycle  Plan  EIR.  The  Municipal  Transportation  Agency  Board  is  also 
holding  concurrent  monthly  briefings  on  the  status  of  the  Bicycle  Plan. 


REGULAR  CALENDAR 


22.       2008.0674D  (K.  GUY:  (415)  558-6163) 

1242  JACKSON  STREET  -  between  Jones  and  Leavenworth  Streets;  Lots  040, 
041,  and  042  in  Assessor's  Block  0183  -  Request  for  Discretionary  Review  of 
Building  Permit  Application  No.  2007.1221.1139,  proposing  to  remove  the 
existing  stairs  and  landings  at  the  rear  of  the  subject  building,  and  construct  new 
stairs  and  decks.  The  stair/deck  structure  is  proposed  to  be  located  at  the  rear  of 
the  subject  building  along  the  eastern  property  line,  and  would  reach  the  height 
of  the  roof.  The  subject  property  is  located  within  an  RH-3  (Residential,  House,  3- 
Family)  District  and  a  50-X  Height  and  Bulk  District. 


Thursday,  August  14,  2008 


Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve 
project  as  proposed. 


6:30  P.M. 

23.       2008.0877EMTZ  (P.  LORD:  (415)  558-6311) 

WESTERN  SOMA  COMMUNITY  PLAN  -  BUILDING  A  COMPLETE 
NEIGHBORHOOD,  DRAFT  FOR  CITIZENS  REVIEW  -  Informational 
presentation — Consideration  of  a  Draft  Resolution  Establishing  tho  Woctorn 
SoMa  Community  Plan  Draft  for  Citizens  Roviow  (August  14,  2008)  as  tho 
Proforrod  Project  Subject  to  Environmental  Review  and  Modifying  tho  Planning 
Commission  PDR  Loss  and  Replacement  Policies  for  tho  Western  SoMa  SUD. 

23.        2008.0877EMTZ  (P.  LORD:  (415)  558-631 1) 

WESTERN  SOMA  COMMUNITY  PLAN  -  BUILDING  A  COMPLETE 
NEIGHBORHOOD,  DRAFT  FOR  CITIZENS  REVIEW-  Informational 
Presentation  -  Summary  presentation  of  Draft  for  Citizens  Review, 
Recommended  Actions  -Consideration  of  a  Draft  Resolution 
Establishing  the  Western  SoMa  Community  Plan,-  Draft_for  Citizens  Review 
(August  14,  2008)  as  the  Preferred  Project  Subject  to  Environmental  Review  and 
Modifying  the  Planning  Commission  PDR  Loss  and  Replacement  Policies  for  the 
Western  SoMa  SUD. 
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NOTICE 
OF 

CANCELLATION 


SAN  FRANCISCO 
PLANNING  COMMISSION 

g  Regular  Meetings 

Thursdays,  August  21  and 
August  28,  2008 

NOTICE  IS  HEREBY  GIVEN  that  the  Regular  Meetings  of  the  San  Francisco 
Planning  Commission  for  Thursdays  August  21  and  August  28,  2008,  have 
been  cancelled.  The  next  Regular  Meeting  of  the  Planning  Commission  will  be 
held  on,  Thursday,  September  4,  2008. 


Linda  D.  Avery 
Commission  Secretary 


PLANNING 

PRESIDENT 

VICE-PRESIDENT 

COMMISSIONER 

COMMISSIONER 

COMMISSIONER 

COMMISSIONER 

COMMISSIONER 


COMMISSION  ROSTER 

CHRISTINA  OLAGUE 
RON  MIGUEL 
MICHAEL  J.  ANTONINI 
GWYNETH  BORDEN 
WILLIAM  L.  LEE 
KATHRIN  MOORE 
HISASHI  SUGAYA 


DIRECTOR  OF  PLANNING  JOHN  RAHAIM 

COMMISSION  SECRETARY  LINDA  D.  AVERY 


08-1 5-08P02:24  RCVD 
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SAN  FRANCISCO 
PUBLIC  LIBRARY 


SAN  FRANCISCO 
PLANNING  COMMISSION 

Notice  of  Meeting 
& 

Calendar  08-29-08P01 : 16  rcvd 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  September  4,  2008  documents  dept 
1:30  PM 

Regular  Meeting  AUG  2  9  2008 

SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avervfcbsfaov.org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  1 0:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (41 5)  558-631 8  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice)  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (41 5)  554-7854  or  by  E-mail  at  sotf (5) sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1a.       2006.0441  E  (J.  BATTIS:  (415)  575-9022) 

721  BEACH  STREET  -  Lot  017  of  Assessor's  Block  0025,  is  located  within  the  block 
bounded  by  Beach  Street  to  the  north,  Hyde  Street  to  the  east,  North  Point  Street  to  the 
south,  and  Larkin  Street  to  the  west  in  the  Fisherman's  Wharf  neighborhood  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration  for  demolition  of  the  existing  558-gross 
square  foot  (gsf),  one-story  commercial  building  constructed  circa  1912  and  construction 
of  a  new  40-foot-high,  12,857-gsf  mixed-use  building  consisting  of  four  residential  units 
within  6,299  gsf  on  the  third,  fourth,  and  partial-fifth  floors  and  6,558  gsf  of  retail  space  on 
the  ground  and  second  floors.  The  existing  structure  provides  no  off-street  parking  and 
no  off-street  parking  is  proposed.  The  3,644-gsf  site  is  within  the  Northeastern  Waterfront 
Planning  Area,  Fisherman's  Wharf  Subarea,  is  within  the  Waterfront  Special  Use  District 
No.  2,  is  within  a  C-2  (Community  Business  District)  use  district,  and  is  within  a  40-X 
height  and  bulk  district.  The  project  would  require  a  variance  from  the  off-street  parking 
requirement. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  July  17,  2008) 
(Proposed  for  Continuance  to  October  9,  2008) 


1b.       2006.0441V  (G.  CABREROS:  (415)  558-6169) 

721  BEACH  STREET  -  north  side  between  Hyde  and  Larkin  Streets,  Lot  017  in 
Assessor's  Block  0025  -  Request  for  a  Parking  Variance  from  the  residential  parking 
provisions  pursuant  to  Planning  Code  Section  151  to  allow  the  new  construction  of  a 
mixed-use  building  containing  four  dwelling  units  above  ground  floor  retail  space  without 
the  four  required  residential  parking  spaces  in  a  C-2  (Community  Business)  District, 
Waterfront  Special  Use  District  No.  2  and  a  40-X  Height  and  Bulk  District 
(Continued  from  Regular  Meeting  of  July  17,  2008) 
(Proposed  for  Continuance  to  October  9,  2008) 


2a.       2007.0676D  (E.WATTY:  (415)558-6620) 

270  GRANADA  AVENUE  -  east  side  between  Ocean  and  Holloway  Avenues,  Lot  046  in 
Assessor's  Block  6942  -  Mandatory  Discretionary  Review  pursuant  to  Planning  Code 
Section  317,  of  Building  Permit  Application  No.  2007.04.24.9480,  proposing  the 
demolition  of  a  one-story,  single-family  dwelling,  located  in  a  RH-2  (Residential,  House, 
Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  DR  and  approve  the  demolition. 
(Proposed  for  Continuance  to  September  25,  2008) 


2b.       2008.0752D  (E.WATTY:  (415)  558-6620) 

270  GRANADA  AVENUE  -  east  side  between  Ocean  and  Holloway  Avenues,  Lot  046  in 
Assessor's  Block  6942  -  Mandatory  Discretionary  Review  pursuant  to  Planning  Code 
Section  317,  of  Building  Permit  Application  No.  2007.04.24.9487,  proposing  the 
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construction  of  a  new  three-story,  two-family  dwelling,  located  in  a  RH-2  (Residential, 
House,  Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:    Do  not  take  DR  and  approve  the  new  construction  as 

proposed. 

(Proposed  for  Continuance  to  September  25,  2008) 

3,         2008.09111  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

SEISMIC  STRENGTHENING  OF  SOFT-STORY,  WOOD-FRAME  BUILDINGS  BOARD 
FILE  NO.  0809567  -  This  Ordinance  introduced  by  Mayor  Newsom  and  Supervisors 
Alioto-Pier  and  Chu  would  make  findings  for  a  compelling  public  policy  basis  for 
expediting  the  processing  and  review  of  permits  for  seismic  retrofit  upgrades  of  soft-story, 
wood-frame  buildings  and  would  amend  Section  350  of  the  Planning  Code,  the  Building 
Code,  Fire  Code,  and  Public  Works  Code  to  waive  permit-processing  fees  for  the 
proportionate  share  of  work  related  to  such  seismic  retrofit  upgrades;  making 
environmental  findings  and  findings  of  consistency  with  the  City's  General  Plan  and 
Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Approval. 
(Proposed  for  Continuance  to  September  11,  2008) 

B.        CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

4a.       2007.01 88D  (C.  JAROSLAWSKY:  (415)  558-6348) 

337  LISBON  STREET  -  east  side  between  Brazil  Avenue  and  Persia  Avenue;  Lot  038  in 
Assessor's  Block  6080  -  Mandatory  Discretionary  Review  under  the  Planning 
Commission's  policy  that  requires  review  of  housing  demolitions,  of  Demolition  Permit 
Application  No.  2006.05.02.0425,  to  demolish  an  existing  single-family  residence  in  an 
RH-1  (Residential,  House,  One-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
demolition. 

4b.       2007.01 89D  (C.  JAROSLAWSKY  (415)  558-6348) 

337  LISBON  STREET  -  east  side  between  Brazil  Avenue  and  Persia  Avenue;  Lot  038  in 
Assessor's  Block  6080  -  Mandatory  Discretionary  Review  under  the  Planning 
Commission's  policy  that  requires  review  of  new  residential  building  in  association  with 
residential  demolition,  of  Building  Permit  Application  No.  2006.05.02.0421,  proposing  to 
construct  a  three-story,  single-family  residential  building  with  one  off-street  parking  space 
in  an  RH-1  (Residential,  House,  One-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  new 
construction. 

5.        2007.1334A  (T.  FRYE:  (415)  575-6822) 

1189  TENNESSEE  STREET  -  west  side  of  Tennessee  street  south  of  22nd  Street, 
Assessor's  Block  4172;  Lots  053  -  Request  for  a  Certificate  of  Appropriateness  to 
construct  a  new  eight-unit  residential  building  with  three  commercial  spaces  and  12  off- 
street  parking  spaces  on  a  vacant  parcel  within  the  Dogpatch  Historic  District.  The  site  is 
located  within  an  NC-2  (Neighborhood  Commercial)  District  with  a  50-X  Height  and  Bulk 
limit  The  Landmarks  Preservation  Advisory  Board  approved  the  recommendation  to  the 
Planning  Commission  for  the  Certificate  of  Appropriateness  at  their  July  16,  2008  hearing. 
Preliminary  Recommendation:  Approve  with  conditions  as  amended  by  the  LPAB. 
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6. 


2008.0634C 


(E.WATTY:  (415)  558-6620) 


2168  MARKET  STREET  -  north  side  between  Sanchez  and  Church  Streets;  Lot  017  in 
Assessor's  Block  3542  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Section  303,  721.44,  and  790.91,  for  a  change  of  use  from  a  personal 
service  (dba  "Center  Studio")  to  a  small  self-service  restaurant  (dba  "Cafe  du  Nord"),  in 
the  Upper  Market  Street  Neighborhood  Commercial  Transit  District  and  50-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Approve  with  Conditions. 

7.  2008.0630C  (A.  BEN-PAZI:  (415)  575-9089) 
2125  POLK  STREET  -  west  side  between  Broadway  and  Vallejo  Street,  Lot  004  in 
Assessor's  Block  0571  -  Request  for  Conditional  Use  Authorization  for  a  small  self- 
service  restaurant  (dba  "Tuttimelon")  in  the  Polk  Street  Neighborhood  Commercial  Zoning 
District  and  a  65-A  Height  and  Bulk  District.  The  proposed  restaurant  would  occupy 
approximately  990  square  feet  and  would  serve  frozen  yogurt  and  other  items  for 
consumption  on  and  off  the  premises.  No  physical  expansion  of  the  building  is  proposed. 
Preliminary  Recommendation:  Approval  with  Conditions 

8.  2008.0861C  (J.  IONIN:  (415)  558-6309) 
1641  -  1669  FILLMORE  STREET  -  west  side  between  Geary  Boulevard  and  Post  Street, 
Assessor's  Block  0702,  Lots  001  and  002  -  Request  for  Conditional  Use  Authorization 
under  Planning  Code  Section  712.21  to  combine  two  retail  storefronts  into  one  space 
exceeding  the  gross  floor  area  use  size  threshold.  The  existing  Goodwill  store  at  1669 
Fillmore  Street  (approximately  6,000  square  feet)  would  be  merged  with  a  vacant  retail 
space  at  1641  Fillmore  Street  (approximately  2,400  square  feet)  through  three  interior 
openings,  creating  a  new  approximately  8,400  square  foot  retail  space  for  occupancy  by 
Goodwill  in  an  NC-3  (Neighborhood  Commercial,  Moderate  Scale)  District  and  a  65-A 
Height  and  Bulk  District. 

Preliminary  Recommendation:   Approval  with  Conditions 
C.        COMMISSIONERS'  QUESTIONS  AND  MATTERS 

Adoption  of  Commission  Minutes  -  Charter  Section  4.104  requires  all  commissioners  to 
vote  yes  or  no  on  all  matters  unless  that  commissioner  is  excused  by  a  vote  of  the 
Commission.  Commissioners  may  not  be  automatically  excluded  from  a  vote  on  the 
minutes  because  they  did  not  attend  the  meeting. 

9.  Consideration  of  Adoption: 


•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 


Draft  Minutes  of  Special  Meeting  of  Thursday,  June  26,  2008 


10. 


Commission  Comments/Questions 


D. 


DIRECTOR'S  REPORT 


11. 


Director's  Announcements 
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12.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

(C.  OLAGUE) 

1250  MISSOURI  -  Public  discussion  of  the  disposition  of  this  case  at  the  Board  of 
Appeals. 

(B.WYCKO  (415)  575-9048) 

13.  COMMUNITY  PLAN  EXEMPTIONS  -  Informational  item  to  discuss  approach  for 
streamlining  of  environmental  review  for  proposed  projects  within  adopted  plan  areas. 

14.  (C.  KERN:  (415)  575-9037) 
NOTIFICATION  OF  EMERGENCY  COASTAL  ZONE  AUTHORIZATION  -  Informational 
-  pursuant  to  Section  330.8  of  the  Planning  Code  to  the  San  Francisco  Public  Utilities 
Commission  for  emergency  repairs  to  the  road  and  sidewalk  at  three  locations  along 
John  Muir  Drive  on  the  southwest  shoreline  of  Lake  Merced. 

15.  (A.  BEN-PAZI:  (415)  575-9077) 
1401-1437  MARKET  STREET  -  Informational  Approved  mixed-use  development  with 
approximately  719  dwelling  units,  item  regarding  proposed  revisions  to  the  project  that 
would  increase  the  number  of  dwelling  units  to  754  and  change  the  unit  mix. 

E.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

F.  REGULAR  CALENDAR 

16a.      2005.0470E  (T.  FRYE  415/575-6822) 

178  TOWNSEND  STREET  -  Consideration  of  Adoption  of  CEQA  Findings.  The 

22,000  square  foot  project  site  is  located  at  178  Townsend  Street,  on  the  corner  of 
Townsend  Street  and  Clarence  Place  between  Second  Street  and  Third  Street 
(Assessor's  Block  3788,  Lot  012).  The  site  is  zoned  SLI  (Service/Light  Industrial),  is  in  a 
50-X  Height  and  Bulk  District,  and  is  occupied  by  the  California  Electric  Light  Company 
Station  B  building,  a  Contributory  Building  within  the  South  End  Historic  District.  The 
proposed  project  involves  conversion  of  the  building  from  its  current  use  as  a  valet 
parking  garage  to  a  mix  of  ground-floor  retail  and  up  to  85  housing  units,  with  accessory 
off-street  parking  for  the  residential  uses.  The  proposed  uses  would  be  housed  in  the 
existing  building  and  a  vertical  addition,  and  would  occupy  96,350  square  feet  (sf)  of  floor 
area,  including  71,500  square  feet  in  residential  uses  1,050  square  feet  in  retail  uses,  and 
13,200  square  feet  of  parking.  The  proposed  vertical  addition  would  be  set  back  40  feet 
from  Townsend  Street  and  would  rise  above  the  existing  23-to  42-foot  tall  roofline  to  a 
height  of  50  feet.  The  proposed  project  also  includes  a  one-level  underground  parking 
garage  with  74  parking  spaces  in  two-car  stackers  accessed  from  Clarence  Place. 
Preliminary  Recommendation:  Approve  the  Draft  Motion  Adopting  the  CEQA  Findings. 

16b.      2005.0470ACV  (T.  FRYE  41 5/575-6822) 

178  TOWNSEND  STREET  -  northwest  corner  of  Townsend  Street  and  Clarence  Place, 
Assessor's  Block  3788;  Lot  012  -  Request  for  Conditional  Use  approval  pursuant  to 
Sections  303  and  803.5(c)(b)  of  the  Planning  Code  to  construct  a  vertical  addition  to 
provide  up  to  85  dwelling  units,  ground  floor  retail  space,  and  up  to  74  off-street  parking 
spaces.  The  Zoning  Administrator  will  hear  related  rear  yard,  parking,  and  exposure 
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variance  requests.  The  subject  property  is  within  an  SLI  (Service,  Light  Industrial)  District 
with  a  50-X  Height  and  Bulk  District  and  within  the  South  End  Historic  District. 
Preliminary  Recommendation:  Approval  with  Conditions. 


16c.      2005.0470ACV  (T.  FRYE  415/575-6822) 

178  TOWNSEND  STREET  -  northwest  corner  of  Townsend  Street  and  Clarence  Place, 
Assessor's  Block  3788;  Lot  012.  Request  for  Variances  pursuant  to  Sections  134,  140, 
and  151  of  the  Planning  Code  for  rear  yard,  parking,  and  dwelling  unit  exposure 
variances.  The  subject  property  is  within  an  SLI  (Service,  Light  Industrial)  District  with  a 
50-X  Height  and  Bulk  District  and  within  the  South  End  Historic  District. 


17.       2008.1008T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

AMENDMENTS  TO  PLANNING  CODE  BY  AMENDING  APPENDIX  K  OF  ARTICLE  10: 
BUSH  STREET/COTTAGE  ROW  HISTORIC  DISTRICT  fBOARD  FILE  NO.  08-07781. 
Resolution  introduced  by  Supervisor  Mirkarimi  initiating  amendments  to  Appendix 
K  of  Article  10  of  San  Francisco  Planning  Code:  Bush  Street/Cottage  Row  Historic 
District,  by  adding  a  new  Section  7  to  set  forth  additional  requirements  for 
Certificates  of  Appropriateness;  and  adopting  findings,  including  Section  302  findings, 
and  findings  of  consistency  with  the  General  Plan  and  the  Priority  Policies  of  Planning 
Code  Section  101.1. 
Preliminary  Recommendation:  Approval. 

5:30  P.M. 


18.  2008.0537D  (C.  JAROSLAWSKY:  (415)  558-6348) 
2342  41st  AVENUE  -  between  Santiago  and  Taraval  Streets;  Lot  022A  in  Assessor's 
Block  2369  -  Request  for  Discretionary  Review  of  Building  Permit  Application 
2007. 11.1 5.8276  to  extend  the  rear  of  an  existing  first  and  second-level  by  approximately 
16  feet  and  add  a  partial  third  level  to  a  single-family  dwelling  within  an  RH-1 
(Residential,  House,  One-Family)  District,  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  with 
modifications 

(Continued  from  Regular  Meeting  of  July  24,  2008) 

19.  2008.0099D  (A.  PUTRA:  (415)  575-9079) 
3444  ULLOA  STREET  -  north  side  between  35th  Avenue  and  36th  Avenue;  Lot  022  in 
Assessor's  Block  2390  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.07.11.6470,  proposing  construction  of  a  two-story  addition  at  the 
rear  of  an  existing  two-story,  single-family  house  in  an  RH-1  (Residential,  House,  One- 
Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  proposed. 


20.  2008.0805D  (S.  MIDDLEBROOK:  (415)  558-6372) 
313  28th  STREET  -  south  side  between  Noe  and  Sanchez  Streets;  Lot  047  in  Assessor's 
Block  6613  -  Request  for  Discretionary  Review  of  Building  Permit  Application  No. 
2008.04.21.0250  proposing  to  add  a  10-foot  deep  one-story  horizontal  rear  addition  with 
a  roof  deck  to  the  2-story,  2-unit  subject  building  in  an  RH-2  (Residential,  House,  Two- 
Family)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  the  project  with 
modifications. 

21.  2008.0492D  (G.  CABREROS:  (415)  558-6169) 
2655  SCOTT  STREET  -  west  side  between  Broadway  and  Vallejo  Street;  Lot  001 0  in 
Assessor's  Block  0960  -  Request  for  Discretionary  Review  of  Building  Permit 
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Application  No.  2007.04.18.9061  proposing  to  add  a  partial  fourth  floor  to  the  existing 
three-story,  single-family  residence  in  an  RH-1  (Residential,  House,  One-Family)  District 
and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve 
(Continued  from  Regular  Meeting  of  July  24,  2008) 

22.       2008.0501DDD  (G.  CABREROS:  (415)  558-6169) 

79  -  26™  AVENUE  -  between  Sea  Cliff  Avenue  and  El  Camino  del  Mar;  Lot  008  in 
Assessor's  Block  1305  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.10.27.6264,  proposing  to  construct  a  partial  fourth  floor  and  three- 
story  rear  addition  to  the  existing  three-story,  single-family  residence  within  an  RH-1(D) 
(Residential,  House,  One-Family,  Detached)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  with 
modifications. 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  Hnda.averv&sfQov.org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,    Suite   3900,    San   Francisco,    CA   94102;   telephone   (415)   581-2300;   fax   (415)   581-2317;    and   web  site 

http//www.sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 

1.        2007.1426C  (S.YOUNG:  (415)  558-6346) 

1800  HAIGHT  STREET  -  northwest  corner  of  Haight  and  Shrader  Streets;  Lot  004  in 
Assessor's  Block  1228  -  Request  for  Conditional  Use  Authorization  under  Sections 
719.56  and  303  of  the  Planning  Code  to  legalize  the  establishment  of  a  public  parking 
facility  (dba  Haight  Street  Parking  Lot)  on  an  approximately  79.5  feet  by  100  feet  vacant 
portion  of  the  subject  lot,  the  remainder  of  which  is  occupied  by  a  one-story  medical  and 
commercial  building.  The  proposal  will  provide  up  to  20  parking  spaces  during  the  hours 
of  operation  of  7  a.m.  to  2  a.m.;  of  which,  10  parking  spaces  will  be  designated  for  use  if 
needed  by  the  medical  clinic  (dba  RAI  Care  Center)  and  retail  store  (dba  Skates  on 
Haight)  on  the  subject  lot  between  the  hours  of  7  a.m.  to  9  p.m.  Vehicular  access  to  the 
parking  lot  currently  is  from  Shrader  Street.  The  subject  property  is  within  the  Haight 
Street  Neighborhood  Commercial  District,  the  Haight  Street  Alcohol  Restricted  Use 
Subdistrict,  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  conditions. 
(Continued  from  Regular  Meeting  of  July  24,  2008) 
(Proposed  for  Continuance  to  September  18,  2008) 

2a.       2007.0667VDDD      ^  _  (T.  FRYE  415/575-6822) 

1408  SHOTWELL  STREET  -  west  side  of  Shotwell  between  Mirabel  and  Montezuma 
Streets,  Assessor's  Block  5519;  Lot  002  -  Request  of  Discretionary  Review,  both  for 
BPA  #  2007.03.14.6222  to  construct  a  vertical  addition,  including  a  new  rear  roof  deck, 
on  a  single-family  home  within  an  RH-1  (Residential,  Single-Family)  District  with  a  40-X 
Height  and  Bulk  District  and  within  the  Bernal  Heights  Special  Use  District. 
Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  September  18,  2008) 

2b.       2007.0667VDDD  (T.  FRYE  415/575-6822) 

1408  SHOTWELL  STREET  -  west  side  of  Shotwell  between  Mirabel  and  Montezuma 
Streets,  Assessor's  Block  5519;  Lot  002  -  Request  for  Variance  pursuant  to  Section  242 
of  the  Planning  Code  from  off-street  parking,  mass  reduction,  and  rear  yard  requirements 
to  construct  a  vertical  addition,  including  a  new  rear  roof  deck  on  a  single-family  home 
within  an  RH-1  (Residential,  Single-Family)  District  with  a  40-X  Height  and  Bulk  District 
and  within  the  Bernal  Heights  Special  Use  District. 
(Proposed  for  Continuance  to  September  18,  2008) 

3.         2008.0847D  (T.  FRYE:  (415)  575-6822) 

1200  19™  STREET  -  northwest  corner  of  19th  and  Mississippi  Street,  Assessor's  Block 
4038;  Lot  009  -  Request  of  Discretionary  Review  for  BPA  #  2003.10.09.7072  to 
construct  a  new  2-unit,  3-story  plus  penthouse  residential  building  within  an  RH-2 
(Residential,  Two-Family)  District  with  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  September  25,  2008) 
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4a.       2008.0614D  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  The  proposal  is  to  demolish  an  existing  two-family  dwelling 
and  construct  a  new  three-family  dwelling.  Planning  Code  Section  317  requires 
Mandatory    Discretionary    Review    of    Demolition    Permit    Application  No. 
2007.03.21.6793  to  demolish  an  existing  two-family  dwelling. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  August  7,  2008) 
(Proposed  for  Continuance  to  September  25,  2008) 

4b.       2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  of  units  in  association  with  demolition. 
Planning  Code  Section  317  requires  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.03.21.6789  for  the  new  construction  of  a  three-family  dwelling  in 
association  with  the  demolition. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  August  7,  2008) 
(Proposed  for  Continuance  to  September  25,  2008) 

4c.       2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24,h  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  a  three-family  dwelling  in  association 
with  demolition.  Front  setback,  rear  yard,  and  off-street  parking  Variances  are  required 
and  will  be  considered  by  the  Zoning  Administrator. 
(Continued  from  Regular  Meeting  of  August  7,  2008) 
(Proposed  for  Continuance  to  September  25,  2008) 

5.  2006.0864C  (E.  OROPEZA:  (415)  558-6381) 
2245  GENEVA  AVENUE  -  north  side  between  Santos  and  Pasadena  Streets;  Lots  008J, 
008I  and  008H  in  Assessor's  Block  6322  -  Request  for  Conditional  Use  Authorization 
pursuant  to  Planning  Code  Section  161  (j)  for  the  reduction  of  off-street  parking  spaces  for 
proposed  dwelling  units.  The  project  proposes  the  construction  a  3-story,  3-unit  mixed- 
used  building  on  each  lot  within  the  NC-1  (Neighborhood  Commercial,  Cluster)  District 
and  a  40  -X  height  and  Bulk  District.  Planning  Code  Section  161  (j)  allows  for  the 
reduction  of  off-street  parking  requirements  for  dwelling  units  in  any  NC  District  pursuant 
to  the  procedures  for  conditional  use  authorization  set  forth  in  Section  303. 
Preliminary  Recommendation:  Pending 

(Continued  from  Regular  Meeting  of  July  24,  2008) 
(Proposed  for  Continuance  to  October  2,  2008) 

6.  (L.  SCOTT:  (415)  558-6317) 
CODE  ENFORCEMENT  PRIORITIES  UPDATE 

Report  on  survey  to  neighborhood  organizations  and  the  public  on  enforcement  issues 
and  priorities,  current  status  of  code  enforcement  workload,  and  proposed  policy 
resolution  on  updated  priorities. 
Preliminary  Recommendation:  Informational 
(Continued  from  Regular  Meeting  of  August  7,  2008) 
(Proposed  for  Continuance  to  October  16,  2008) 
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7. 


2008.0475C 


(S.  LAI:  (415)  575-9087) 


391  MONTEREY  BOULEVARD  -  south  side,  between  Detroit  and  Congo  Streets,  Lot  029 
in  Assessor's  Block  3118  -  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Sections  209.3(f)  and  303,  to  convert  a  child-care  facility  providing  care  for  12  or 
fewer  children  to  a  child-care  facility  providing  care  for  13  or  more  children,  within  the 
existing  dwelling  unit,  located  in  a  RH-2  (Residential,  House,  Two-Family)  Zoning  District 
and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Pending 
WITHDRAWN 


B.        CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 


1909  MISSION  STREET  -  east  side,  between  15th  and  16th  Streets,  Lot  029  in  Assessor's 
Block  3553  -  Request  for  Conditional  Use  Authorization  under  Planning  Code 
Sections  781.5(a)  and  303  to  allow  for  the  establishment  of  a  small  self-service 
restaurant  (dba:  Pasqua'l  Creamery  &  Juice  Bar)  within  the  Mission  Street  Fast-Food 
Subdistrict,  the  NC-3  (Moderate  Scale  Neighborhood  Commercial)  District  and  an  80-B 
Height  and  Bulk  designation. 

Preliminary  Recommendation:  Approval  with  conditions 

9.  2007.1142C  (B.  BENDIX:  (415)  575-9089) 
2162  REVERE  AVENUE  -  northeast  side,  between  Selby  Street  and  Rankin  Street,  Lots 
016  and  017  in  Assessor's  Block  5334:-  Request  for  Conditional  Use  Authorization 
pursuant  to  Planning  Code  Sections  121(f)  and  303  to  adjust  the  lot  line  shared  by  the  two 
subject  lots  by  .5-feet  and  establish  Lot  017  as  a  lot  with  less  than  the  required  width.  The 
proposal  includes  the  construction  of  a  two-story,  single-family  dwelling.  No  alteration  is 
proposed  for  the  existing  dwelling  unit.  The  project  site  is  located  within  an  RH-1 
(Residential,  House,  Single-Family)  Zoning  District  with  a  40-X  Height  and  Bulk 
designation. 

Preliminary  Recommendation:  Approval  with  conditions 

10.  2008.0616C    (S.  LAI:  (415)  575-9087) 

4565  MISSION  STREET  -  east  side,  between  Excelsior  and  Brazil  Avenues,  Lot  032  in 
Assessor's  Block  6014  -  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Sections  712.54  and  303,  to  allow  a  massage  establishment  (dba  "Zeng's  Massage 
Therapy"),  within  an  existing  chiropractic  clinic,  located  in  the  NC-3  (Neighborhood 
Commercial,  Moderate-Scale)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  conditions 

C.        COMMISSIONERS'  QUESTIONS  AND  MATTERS 

1 1 .  Commission  Comments/Questions 


•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 


8. 


2008.0852C 


(D.  SANCHEZ:  (415)  575-9082) 
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D.         DIRECTOR'S  REPORT 


12        Director's  Announcements 


1 3        Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 


E.         GENERAL  PUBLIC  COMMENT  -  15  MINUTES 


At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 


F.         REGULAR  CALENDAR 


14.  (D.  DWYER  (415)  575-9031) 
BICYCLE  PLAN  ENVIRONMENTAL  IMPACT  REPORT  -  Informational  item  to  discuss 
current  status  of  environmental  review  for  the  Bicycle  Plan  -  The  director  will  lead  this 
discussion  on  a  monthly  basis  until  the  certification  of  the  Bicycle  Plan  EIR.  The 
Municipal  Transportation  Agency  Board  is  also  holding  concurrent  monthly  briefings  on 
the  status  of  the  Bicycle  Plan. 

15.  2008.09111  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
SEISMIC  STRENGTHENING  OF  SOFT-STORY,  WOOD-FRAME  BUILDINGS  BOARD 
FILE  NO.  0809567  -  This  Ordinance  introduced  by  Mayor  Newsom  and  Supervisors 
Alioto-Pier  and  Chu  would  make  findings  for  a  compelling  public  policy  basis  for 
expediting  the  processing  and  review  of  permits  for  seismic  retrofit  upgrades  of 
soft-story,  wood-frame  buildings  and  would  amend  Section  350  of  the  Planning 
Code,  the  Building  Code,  Fire  Code,  and  Public  Works  Code  to  waive  permit- 
processing  fees  for  the  proportionate  share  of  work  related  to  such  seismic  retrofit 
upgrades;  making  environmental  findings  and  findings  of  consistency  with  the  City's 
General  Plan  and  Planning  Code  Section  101.1. 

Preliminary  Recommendation:  Approval. 

(Continued  from  Regular  Meeting  of  September  4,  2008) 


16        2008.0685C  (S.  LAI:  (415)  575-9087) 

44  WEST  PORTAL  AVENUE  -  west  side,  between  Ulloa  and  Vincente  Streets,  Lot  005  in 
Assessor's  Block  2931  -7  Request  for  Conditional  Use  Authorization  under  Planning 
Code  Sections  729.42  and  303,  to  convert  a  retail  sale  and  services  gift  shop  with 
accessory  prepackaged  food  sales  (dba  "Plain  Jane's")  into  a  full-service  restaurant  (dba 
"Tuttimelon"),  within  the  West  Portal  (Neighborhood  Commercial  District)  and  a  26-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  conditions 

17.       2008.0717C  (D.  SANCHEZ:  (415)  575-9082) 

804  BRYANT  STREET  -  northwest  corner  of  6th  Street,  Lot  01 1  in  Assessor's  Block  3759 
-  Request  for  Conditional  Use  Authorization  under  Planning  Code  Sections  803  6  and 
303  to  allow  for  the  establishment  of  a  large  fast-food  restaurant  (dba  Subway)  identified 
as  a  formula  retail  use  within  the  Western  SoMa  Planning  Area  Special  Use  District,  the 
SLI  (Service/Light  Industrial)  District  and  a  30-X  Height  and  Bulk  designation. 
Preliminary  Recommendation:  Approval  with  conditions 
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18.       2007.1233C  (A.  BEN-PAZI:  (415)  575-9077 

805  COLUMBUS  AVENUE  -  south-west  side  between  Lombard  and  Greenwich  Streets, 
Lot  047  in  Assessor  s  Block  0074  -  Request  for  Conditional  Use  Authorization  for  a  real 
estate  office,  larger  than  the  principally  permitted  maximum  of  1,999  square  feet,  on  the 
first  floor  of  a  mixed  use  building  within  the  North  Beach  Neighborhood  Commercial 
District.  The  commercial  space  measures  approximately  2,760  square  feet  and  is 
unoccupied.  No  physical  expansion  of  the  existing  building  is  proposed.  This  site  is  within 
the  North  Beach  Neighborhood  Commercial  District,  and  a  40-X  Height  and  Bulk  District. 
This  hearing  was  originally  scheduled  for  February  7,  2008. 
Preliminary  Recommendation:  Approval  with  conditions 


5:30  P.M. 


19a.      2008.1224DV  (B.BENDIX  (415)  575-9089) 

59  MIRABEL  AVENUE  -  north  side,  between  Coso  Avenue  and  Shotwell  Street;  Lot  027 
in  Assessor's  Block  5517,  in  the  Bernal  Heights  Special  Use  District,  an  RH-2 
(Residential,  Two-Family  House)  District  and  a  40-X  Height  and  Bulk  Designation. 
Request  of  Discretionary  Review  of  Building  Permit  2007.12.20.0934,  to  construct  a  3- 
story  horizontal  addition  at  the  rear  of  the  existing  two-family  dwelling  and  to  make 
alterations  to  the  facade. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
project. 


19b.      2008.1224DV  (B.BENDIX  (415)  575-9089) 

59  MIRABEL  AVENUE  -  north  side,  between  Coso  Avenue  and  Shotwell  Street;  Lot  027 
in  Assessor's  Block  5517,  in  the  Bernal  Heights  Special  Use  District,  an  RH-2 
(Residential,  Two-Family  House)  District  and  a  40-X  Height  and  Bulk  Designation.  The 
project  is  to  construct  a  3-story  horizontal  addition  at  the  rear  of  the  existing  two-family 
dwelling  and  to  make  alterations  to  the  facade.  A  parking  variance  is  required  and  will 
be  considered  by  the  Zoning  Administrator. 


20.       2008.0724D  (C.  JAROSLAWSKY:  (415)  558-6348) 

2522  40th  AVENUE  -  between  Ulloa  and  Vicente  Streets;  Lot  049  in  Assessor's  Block 
2440  -  Request  for  Discretionary  Review  of  Building  Permit  Application 
#20071016551 1  to  extend  the  rear  of  an  existing,  first  and  second-level  approximately  19 
feet  of  a  single-family  dwelling  within  an  RH-1  (Residential,  House,  One-Family)  District, 
and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  with 
modifications 


21.  2008.0478D  (R.  CRAWFORD:  (415)  558-6358) 
526  ELLINGTON  -  northerly  side  between  Wipple  and  Farragut  Avenues  Lot  003  of 
Assessor's  Block  7100  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  2008  0103  1806  to  construct  a  two  story  24  foot  long  addition  to  the  rear  of 
the  existing  two-story  dwelling  in  an  RH-1,  Residential  House,  One-Family  District  and  a 
40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  the  project  with 
modifications 

(Continued  from  Regular  Meeting  of  August  7,  2008) 

22.  2006.0400D  (R.  CRAWFORD:  (415)  558-6358) 
530  SANCHEZ  STREET  -  west  side  between  18th  and  19th  Streets  Lot  007  of  Assessor's 
Block  3584  -  Request  for  Discretionary  Review  of  Building  Permit  Application  2005 
0503  1415  to  demolish  the  existing  structures  on  the  lot  and  construct  a  new  4  story,  two 
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unit  residential  building  in  an  RH-3,  Residential  House,  Three-Family  District  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve  the 
Permit. 

23        2008.0804D  (R.  CRAWFORD:  (415)  558-6358) 

84  ORD  STREET  -  west  side  between  Saturn  and  17th  Streets  Lot  013  of  Assessor's 
Block  2626  -  Request  for  Discretionary  Review  of  Building  Permit  Application  2008 
0409  9225  to  construct  a  three-story  addition  to  the  front  and  to  construct  a  small  3  story 
addition  to  the  north  side  of  the  existing  four-  story  two-family  dwelling  in  an  RH-2, 
Residential  House,  Two-Family  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve  the 
Permit. 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Commission  Chambers  -  Room  408 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  September  18,  2008JOCUMENTS  DEPT 
10:00  AM 

Special  Meeting  SEP  1  5  2008 

SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
1650  MISSION  STREET,  4TH  FLOOR  RECEPTION 


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery&sfciov.orci 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 
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Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (41 5) 
554-5184  for  more  information  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  1 0:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 
6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Planning  Commission 


Thursday,  September  18,  2008 


10:00  A.M. 
ROLL  CALL: 


President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 

SPECIAL  CALENDAR 

1 .  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

PROPOSED  CODE  CHANGES  TO  ARTICLE  10  &  11  OF  THE  PLANNING  CODE. 
Informational  presentation  by  the  Mayor's  Office  on  possible  amendments  to  Articles 
10  and  11  in  anticipation  of  Proposition  J:  Historic  Preservation  Commission  Charter 
Amendment  being  passed  at  the  November  4th  election. 


Adjournment: 
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Calendar 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  September  18,  2008DOCUMENTS  DEPT 
1:30  PM 

Regular  Meeting  SEP  1  5  2008 

SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
1650  MISSION  STREET,  4TH  FLOOR  RECEPTION 


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avervtcbsfqov.orci 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 
6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1 )  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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Thursday,  September  18,  2008 


1:30  PM   

ROLL  CALL: 


President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 

1.  2008.07821  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  RELATING  TO  PLANNING  CODE  SECTIONS  725.1  AND  725.42  OF 
THE  UNION  STREET  NEIGHBORHOOD  COMMERCIAL  DISTRICT  fBOARD  FILE  NO. 
08-08721  -  Ordinance  introduced  by  Supervisor  Alioto-Pier  amending  Planning 
Code  Sections  725.1  and  725.42  of  the  Union  Street  Neighborhood  Commercial 
District  to  provide  for  a  limited  number  of  new  full-service  restaurant  and  liquor  licenses 
that  satisfy  specific  requirements  and  obtain  conditional  use  authorization,  making 
environmental  findings  and  findings  of  consistency  with  the  General  Plan  and  priority 
policies  of  Planning  Code  Section  101.1. 

Preliminary  Recommendation:  Approval 

(Proposed  for  Continuance  to  September  25,  2008) 

2.  2008.0980T  (A.  RODGERS:  (415)  558-6396) 
PROVIDING  FOR  A  FIVE  FOOT  SPECIAL  HEIGHT  EXCEPTION  FOR  ACTIVE 
GROUND  FLOOR  USES  IN  NEIGHBORHOOD  COMMERCIAL  DISTRICTS  BOARD 
FILE  NO.  081100  -  This  Ordinance  introduced  by  Supervisor  Sandoval  would 
Section  263.20  to  provide  for  a  special  height  exception  for  ground  floor  uses  in 
the  Neighborhood  Commercial  Districts;  amending  Sections  703.1,  710.1,  711.1, 
712.1,  713.1,  714.1,  715.1,  716.1,  717.1,  718.1,  719.1,  720.1,  721.1,  722.1,  723.1,  724.1, 
725.1,  726.1,  727.1,  728.1,  729.1,  731.1,  731.1,  732.1,  to  refer  to  this  special  height 
exception;  adopting  findings,  including  environmental  findings  and  findings  of  consistency 
with  the  priority  policies  of  Planning  Code  Section  101.1  and  the  General  Plan. 
Preliminary  Recommendation:  Approval 

(Proposed  for  continuance  to  October  2,  2008) 

3a.       2006.0826CV  (K.  GUY:  (415)  558-6163) 

1946  POLK  STREET  -  southeast  corner  at  Pacific  Avenue,  Lot  024  of  Assessor's  Block 
0596  -  Request  for  Conditional  Use  Authorization  to  allow  development  on  a  lot 
exceeding  10,000  square  feet,  to  reduce  parking  requirements,  and  to  grant  an  exception 
to  bulk  requirements.  The  proposed  project  is  to  demolish  an  existing  1.5-story  retail 
building  and  surface  parking  lot  and  construct  a  new  6-story  mixed-use  building  containing 
approximately  39  dwelling  units,  approximately  38  parking  spaces,  and  approximately 
2,300  square  feet  of  ground-floor  retail  space.  The  project  site  is  located  within  the  Polk 
Street  Neighborhood  Commercial  District,  and  a  65-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  October  2,  2008) 

3b.       2006.0826CV  (K.  GUY:  (415)  558-6163) 

1946  POLK  STREET  -  southeast  corner  at  Pacific  Avenue,  Lot  024  of  Assessor's  Block 
0596  -  Request  for  a  Modification  of  Rear  Yard  Requirements  within  a  Neighborhood 
Commercial  District.  The  proposed  project  is  to  demolish  an  existing  1.5-story  retail 
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building  and  surface  parking  lot  and  construct  a  new  6-story  mixed-use  building  containing 
approximately  39  dwelling  units,  approximately  38  parking  spaces,  and  approximately 
2,300  square  feet  of  ground-floor  retail  space.  The  project  site  is  located  within  the  Polk 
Street  Neighborhood  Commercial  District,  and  a  65-A  Height  and  Bulk  District.  The  Zoning 
Administrator  will  consider  the  request  for  modification  of  rear  yard  requirements 
concurrently  with  the  Planning  Commission's  consideration  of  the  conditional  use 
authorization  at  this  same  hearing. 
(Proposed  for  Continuance  to  October  2,  2008) 

4.  2007.1380D  (A.  STARR:  (415)  558-6362) 
3512  CLAY  STREET  -  north  side  between  Locust  and  Laurel  Streets,  Lot  005  in 
Assessor's  Block  0995  -  Staff-Initiated  Discretionary  Review  of  Building  Permit 
Application  No.  2007.05.24.2211  proposing  to  add  a  basement  garage  by  removing  a 
portion  of  the  rounded  bay  on  the  left  side  of  the  front  fagade  and  excavating  an  area  of 
the  front  setback  of  the  existing  three-story,  single-family  residence  in  an  RH-1 
(Residential,  House,  Single-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  Deny  the  Project. 
(Proposed  for  Continuance  to  October  2,  2008) 

5.  2005.0142E  (B.  BOLLINGER:  (415)  575-9024) 
733  27™  AVENUE  -  The  proposed  project  is  located  at  733  27th  Avenue  (Assessor's 
Block  1617,  Lot  003)  in  the  Outer  Richmond  neighborhood.  Appeal  of  a  Preliminary 
Mitigated  Negative  Declaration.  The  existing  two-story  building  is  approximately  1,848 
square  feet  in  size,  23'-9"  in  height,  and  has  one  off-street  parking  space.  The  proposed 
project  would  construct  a  horizontal  addition  that  would  extend  the  existing  building  about 
six  feet  to  the  north  property  line  and  18  feet  west  into  the  rear  yard  and  a  vertical 
addition  that  would  add  a  third  floor  to  the  existing  building.  The  proposed  horizontal  and 
vertical  additions  would  add  approximately  2,850  square  feet  to  the  existing  1,848- 
square-foot  building  and  would  remain  a  two-unit  residence.  The  proposed  building 
would  be  a  three-story,  approximately  4,698-square-foot  building  with  two  off-street 
parking.  The  project  site  is  within  an  RH-2  (Residential  House,  Two-Family)  zoning 
district  and  within  a  40-X  height  and  bulk  district. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  June  5,  2008) 
(Proposed  for  Continuance  to  October  16,  2008) 

6a.       2007.1399D  (G.  CABREROS:  (415)  558-6169) 

3157  STEINER  STREET  -  west  side  between  Greenwich  and  Filbert  Streets,  Lot  002  in 
Assessor's  Block  0514  -  Mandatory  Discretionary  Review,  pursuant  to  Planning  Code 
Section  317,  of  Building  Permit  Application  No.  2007.05.25.2336  proposing  the  de  facto 
demolition  of  a  two-story,  single-family  residence  and  new  construction  of  a  three-story, 
two-unit  building  in  an  RH-2  (Residential,  House,  Two-Family)  Zoning  District  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve 
(Proposed  for  Continuance  to  October  16,  2008) 

6b.       2008.0716D  (G.  CABREROS:  (415)  558-6169) 

3157  STEINER  STREET  -  west  side  between  Greenwich  and  Filbert  Streets,  Lot  002  in 
Assessor's  Block  0514  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.05.25.2336  proposing  the  de  facto  demolition  of  a  two-story,  single- 
family  residence  and  new  construction  of  three-story,  two-unit  building  in  an  RH-2 
(Residential,  House,  Two-Family)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve. 
(Proposed  for  Continuance  to  October  16,  2008) 
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B.        GENERAL  PUBLIC  COMMENT  -  15  MINUTES 


At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 


C         REGULAR  CALENDAR 


7.  2008.091 0U  (A.  RODGERS:  (415)558-6396) 
REQUIRING  AIR  QUALITY  ASSESSMENT  AND  VENTILATION  FOR  CERTAIN  URBAN 
INFILL  RESIDENTIAL  DEVELOPMENTS  BOARD  FILE  NO.  080934  -  This  Ordinance 
introduced  by  Supervisor  Ammiano  would  amend  the  San  Francisco  Health  Code 
by  adding  a  new  Article  38  to  require  air  quality  assessment  and  ventilation  for 
certain  urban  infill  residential  developments  within  the  "Potential  Roadway 
Exposure  Zone"  as  determined  by  the  Director  of  Public  Health;  amending  the  San 
Francisco  Building  Code  by  adding  a  third  paragraph  to  Section  1203.5  and  amending 
the  San  Francisco  Mechanical  Code  by  adding  new  Section  419  to  require  special 
ventilation  systems  for  certain  urban  infill  residential  developments;  making 
environmental  findings;  adopting  findings  of  local  conditions  pursuant  to  California  Health 
and  Safety  Code  Section  17958.7,  and  directing  the  Clerk  of  the  Board  of  Supervisors  to 
forward  this  Ordinance  to  the  California  Building  Standards  Commission. 

Preliminary  Recommendation:  Pending. 

8.  2008.0781T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  PLANNING  CODE  BY  AMENDING  SECTION  722:  NORTH  BEACH 
NEIGHBORHOOD  COMMERCIAL  DISTRICT  fBOARD  FILE  NO.  08-06961  -  Ordinance 
introduced  by  Supervisor  Peskin  amending  the  San  Francisco  Planning  Code  by 
adding  new  Section  780.3,  to  create  the  North  Beach  Special  Use  District;  amending 
Section  781.6,  to  include  Limited  Financial  Services  and  Business  or  Professional 
Services  in  the  North  Beach  Financial  Subdistrict;  amending  Section  722.1  and  the 
Zoning  Control  Table  in  Section  722  to  reflect  the  new  controls  for  the  North  Beach 
Neighborhood  Commercial  District,  including  limiting  the  establishment  of  new  bars  and 
restaurants  in  the  North  Beach  Neighborhood  Commercial  District  in  locations  occupied 
by  basic  neighborhood  sales  or  services,  and  allowing  restaurants  to  obtain  liquor 
licenses  if  they  operate  as  bona-fide  eating  places;  adding  new  Section  790.93,  to  create 
the  new  zoning  category  of  Specialty  Food,  Self-Service;  adding  new  Section  790.142,  to 
create  a  new  definition  of  Bona  Fide  Eating  Place;  amending  Section  790.102  to  allow 
general  grocery  stores  to  occupy  less  that  5,000  gross  square  feet,  to  modify  the 
definition  of  specialty  grocery  stores,  and  to  clarify  that  off-sale  beer,  wine  and  liquor 
sales  are  allowed  within  accessory  limits  in  general  and  specialty  grocery  stores; 
amending  Sections  790.34,  790.55,  790.90,  790.91,  312.  303,  218.2,  703.2,  803.2, 
803.3,  121.2,  and  186.1,  to  reflect  the  changes  created  by  the  new  Sections  790.93, 
790.102,  and  790.142,  and  to  make  conforming  amendments;  amending  Sections  710.1, 
711.1,  712.1,  713.1,  714.1,  715.1,  716.1,  717.1,  718.1,  719.1,  720.1,  721.1,  722.1,  723.1, 
724.1,  725.1,  726.1,  727.1,  728.1,  729.1,  730.1,  731.1,  732.1,  733.1,  to  refer  to  new 
Section  790.93;  and  adopting  findings,  including  environmental  findings,  Section  302 
findings,  and  findings  of  consistency  with  the  General  Plan  and  the  Priority  Policies  of 
Planning  Code  Section  101.1. 

Preliminary  Recommendation:  Approval. 

9.  2007.1426C  (S.YOUNG:  (415)  558-6346) 
1800  HAIGHT  STREET  -  northwest  corner  of  Haight  and  Shrader  Streets;  Lot  004  in 
Assessors  Block  1228  -  Request  for  Conditional  Use  Authorization  under  Sections 
719.56  and  303  of  the  Planning  Code  to  legalize  the  establishment  of  a  public  parking 
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facility  (dba  Haight  Street  Parking  Lot)  on  an  approximately  79.5  feet  by  100  feet  vacant 
portion  of  the  subject  lot,  the  remainder  of  which  is  occupied  by  a  one-story  medical  and 
commercial  building.  The  proposal  will  provide  up  to  20  parking  spaces  during  the  hours 
of  operation  of  7  a.m.  to  2  a.m.;  of  which,  10  parking  spaces  will  be  designated  for  use  if 
needed  by  the  medical  clinic  (dba  RAI  Care  Center)  and  retail  store  (dba  Skates  on 
Haight)  on  the  subject  lot  between  the  hours  of  7  a.m.  to  9  p.m.  Vehicular  access  to  the 
parking  lot  currently  is  from  Shrader  Street.  The  subject  property  is  within  the  Haight 
Street  Neighborhood  Commercial  District,  the  Haight  Street  Alcohol  Restricted  Use 
Subdistrict,  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  conditions. 
(Continued  from  Regular  Meeting  of  September  11,  2008) 

10.  2008.0793C  (S.YOUNG:  (415)  558-6346) 
6901  GEARY  BOULEVARD  -  -  southwest  corner  of  Geary  Boulevard  and  33rd  Avenue; 
Lot  001  in  Assessor's  Block  1511  -  Request  for  Conditional  Use  Authorization  under 
Sections  710.44,  710.27,  703.4,  303(c),  and  303(i)  of  the  Planning  Code  to  legalize  the 
establishment  of  a  "formula  retail  use"  that  is  also  a  "small-self  service  restaurant"  (dba  Q 
Cafe,  which  is  operating  as  a  'Quickly'  Asian  fusion  style  cafe  franchise)  within  an  NC-1 
(Neighborhood  Commercial  Cluster)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
The  proposal  will  not  involve  tenant  improvements  to  the  existing  commercial  space  or  an 
expansion  of  the  existing  building  envelope. 

Preliminary  Recommendation:  Approval  with  conditions. 

11.  2008.0783JZ  (E.WATTY:  (415)558-6620) 
4550  MISSION  STREET  -  southwest  corner  at  Harrington  Street,  Lot  001  in  Assessor's 
Block  3148  [Board  File  No.  080883]  -  On  June  24,  2008,  Supervisor  Sandoval 
introduced  an  Ordinance  creating  the  Mission-Harrington  Special  Use  District  for  the 
Subject  Property.  The  Planning  Commission  will  consider  a  Planning  Code  Text 
Amendment  that  would  establish  the  Mission-Harrington  Special  Use  District  (SUD) 
under  new  Section  780.3  and  by  amending  the  Table  at  Section  712  to  refer  to  this  new 
Special  Use  District  pursuant  to  Planning  Code  Sections  302  and  306.3.  The  Planning 
Commission  will  also  consider  Planning  Code  Map  Amendments  pursuant  to  Planning 
Code  Section  302  and  306.3  that  would  include:  (1)  rezoning  Block  3148  /  Lot  001  from 
NC-3  to  the  Mission-Harrington  SUD;  (2)  designating  the  entire  site  described  above  with 
the  new  Mission-Harrington  SUD  and  rezoning  the  entire  site  from  a  40-X  Height  and 
Bulk  District  to  a  56-X  Height  and  Bulk  District,  on  Planning  Code  Map  Sheets  ZN11, 
SU11  and  HT11,  respectively.  The  proposed  Ordinance  is  before  the  Commission  so  that 
it  may  recommend  adoption,  rejection,  or  adoption  with  modifications  to  the  Board  of 
Supervisors,  and  adopt  findings,  including  environmental  findings  and  findings  of 
consistency  with  the  General  Plan  and  the  Priority  Policies  of  Planning  Code  Section 
101.1.  This  item  also  includes  an  informational  presentation  to  allow  for  discussion  of  the 
proposed  development  on  this  site.  The  tentative  plans  include  a  project  that  would  be 
Code-complying  under  the  Mission-Harrington  Special  Use  District,  being  5  stories  in 
height  with  20  market-rate  units  and  4  affordable  units,  while  providing  no  off-street 
parking  for  the  commercial  space  that  exceeds  5,000  square  feet. 

Preliminary  Recommendation:  Recommend  adoption  to  the  Board  of  Supervisors. 

12.  2007.0427E  (J.  DEAN;  (415)  575-9028) 
SAN  JOAQUIN  REGIONAL  WATER  QUALITY  IMPROVEMENT  PROJECT  - 
Informational  Presentation  and  Public  Hearing  on  the  Draft  Environmental  Impact 
Report  The  San  Francisco  Public  Utilities  Commission  (SFPUC)  proposes  the  San 
Joaquin  Regional  Water  Quality  Improvement  Project  to  improve  water  disinfection 
capabilities  at  the  SFPUC's  Tesla  Portal  site  and  the  Thomas  Shaft  site,  both  within 
unincorporated  San  Joaquin  County.  The  Tesla  Portal  site  is  located  about  7.5  miles 
south  of  the  City  of  Tracy,  at  the  western  terminus  of  West  Vernalis  Road.  The  Thomas 
Shaft  site  is  located  about  7  miles  southwest  of  the  City  of  Tracy,  near  the  end  of  Thomas 
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Shaft  Road  approximately  1.5  miles  south  from  its  intersection  with  Corral  Hollow  Road. 
At  the  Tesla  Portal  site,  the  Tesla  Treatment  Facility  is  proposed,  which  entails 
replacement  of  the  existing  Tesla  Portal  Hypochlorite  Station  with  a  new  Chemical 
Process  Building  and  Office/Control  Building,  and  the  construction  of  an  ultraviolet  (UV) 
facility,  which  would  disinfect  water  using  a  series  of  UV  light  arrays.  At  the  Thomas  Shaft 
site,  the  Lawrence  Livermore  Water  Quality  Improvements  would  upgrade  the  existing 
water  treatment  facility  with  a  UV  system.  Both  facilities  are  proposed  to  meet  disinfection 
requirements  of  the  Surface  Water  Treatment  Rule  and  the  Long  Term  2  Enhanced 
Surface  Water  Treatment  Rule.  An  additional  public  hearing  will  be  held  in  the  project 
vicinity  on  September  16,  2008.  The  SFPUC  will  provide  information  to  the  Planning 
Commission  about  the  proposed  project  and  the  Draft  Environmental  Impact  Report. 
Written  comments  will  be  accepted  at  the  Planning  Department's  offices  until  the 
close  of  business  on  October  8,  2008. 
Preliminary  Recommendation:  No  Action  Required 

6:30  P.M. 

**ltem  13,  Western  SOMA  Community  Plan,  is  a  special  call  item  that  will  be  called 
at  6:30  p.m.  If  items  listed  prior  to  6:30  p.m.  have  not  been  called  by  6:30  p.m.,  they 
may  be  considered  after  item  13.** 

1 3.       2008. 0877 EMTZ  (P.  LORD:  (41 5)  558-631 1 ) 

WESTERN  SOMA  COMMUNITY  PLAN  -  BUILDING  A  COMPLETE  NEIGHBORHOOD, 
DRAFT  FOR  CITIZENS  REVIEW  -  Consideration  of  a  Draft  Resolution  Regarding  the 
Western  SoMa  Community  Plan  -  Draft  for  Citizens  Review  (August  14,  2008)  for  the 
Western  SoMa  SUD;  recognizing  the  tremendous  three-year  efforts  of  the  Citizen's  Task 
Force;  and  authorizing  department  staff  to  undertake  environmental  review  and  to  review 
and  refine  the  Draft  Plan. 

(Continued  from  Regular  Meeting  of  August  14,  2008) 

14a.     2007.0667VDDD  _  (T.  FRYE:  (415)  575-6822) 

1408  SHOTWELL  STREET  -  west  side  of  Shotwell  between  Mirabel  and  Montezuma 
Streets,  Assessor's  Block  5519;  Lot  002  -  Request  of  Discretionary  Review,  both  for 
BPA  #  2007.03.14.6222  to  construct  a  vertical  addition,  including  a  new  rear  roof  deck, 
on  a  single-family  home  within  an  RH-1  (Residential,  Single-Family)  District  with  a  40-X 
Height  and  Bulk  District  and  within  the  Bernal  Heights  Special  Use  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  proposed. 

(Continued  from  Regular  Meeting  of  September  11,  2008) 

14b.     2007.0667VDDD  (T.  FRYE:  (415)  575-6822) 

1408  SHOTWELL  STREET  -  west  side  of  Shotwell  between  Mirabel  and  Montezuma 
Streets,  Assessor's  Block  5519;  Lot  002.-  Request  for  Variance  pursuant  to  Section  242 
of  the  Planning  Code  from  off-street  parking,  mass  reduction,  and  rear  yard  requirements 
to  construct  a  vertical  addition,  including  a  new  rear  roof  deck  on  a  single-family  home 
within  an  RH-1  (Residential,  Single-Family)  District  with  a  40-X  Height  and  Bulk  District 
and  within  the  Bernal  Heights  Special  Use  District. 
(Continued  from  Regular  Meeting  of  September  11,  2008) 

15.       2007.0468DD  (T.  WANG:  (415)  558-6335) 

497  VALLEY  STREET  -  on  the  southeast  corner  of  Valley  and  Castro  Streets;  Lot  030  in 
Assessor's  Block  6621  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.01.10.1441,  proposing  to  construct  a  new  three-story  over 
basement,  single-family  dwelling  in  an  RH-2  (Residential,  House,  Two-Family)  District 
and  a  40-X  Height  and  Bulk  District. 
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Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  the  project  with 

modifications. 

D.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

16.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

E.  DIRECTOR'S  REPORT 

17.  Director's  Announcements 

1 8.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

F.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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1:30  PM 

Regular  Meeting  SEP  1  5  2008 

SAN  FRANCISCO 

President:  Christina  R.  Olague  p,  im  ,n  ,  irrarv 

Vice-President:  Ron  Miguel  HUdLiU  LIBRARY 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin 
Moore;  Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  

CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Zoning  Administrator  will  consider  a  request  for  continuance  to  a  later  date.  The 
Zoning  Administrator  may  choose  to  continue  the  item  to  the  date  proposed  below,  to 
continue  the  item  to  another  date,  or  to  hear  the  item  on  this  calendar. 

2006.1485V  (G.  CABREROS:  (415)  558-6169) 

2734  BAKER  STREET  -  east  side  between  Filbert  and  Union  Streets,  Lot  051  in 
Assessor's  Block  0947  -  Request  for  a  rear  yard  variance  pursuant  to  Planning 
Code  Section  134  proposing  to  construct  a  one-story-over-basement  rear 
addition  to  an  existing  three-story,  two-unit  building  in  an  RH-2  (Residential, 
House,  Two  Family)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
(Proposed  for  continuance  to  October  16,  2008) 
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Special  Meeting  SAN  FRANCISCO 
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President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 

Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
1650  MISSION  STREET,  4TH  FLOOR  RECEPTION 


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv@sfgov.orQ 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (41 5)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (41 5)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(5>sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www.sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1 )  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  wuh  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Planning  Commission 


Thursday,  September  25,  2008 


10:00  A.M. 


ROLL  CALL: 


President: 

Vice-President: 

Commissioners: 


Christina  R.  Olague 
Ron  Miguel 

Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A. 


SPECIAL  CALENDAR 


SUSTAINABILITY 


(C.  NIKITAS:  (415)  558-6306) 


Informational  presentations  by  the  Mayor's  Director  of  Climate  Protection  Initiatives 
and  staff  of  the  Departments  of  the  Environment,  of  Building  Inspection,  of  Public  Works, 
the  San  Francisco  Public  Utilities  Commission,  the  Port  of  San  Francisco,  and  the 
Planning  Department,  to  provide  an  overview  of  the  City's  efforts  to  promote  sustainability 
and  meet  San  Francisco's  goals  for  mitigating  climate  change,  and  to  discuss  means  of 
intra-agency  coordination  and  public  outreach. 


Adjournment: 
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Notice  of  Meeting 
& 

Calendar 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  September  25,  200§ocyMENTs  DEpj 
1:30  PM 

Regular  Meeting  SEP  2  2  2008 

SAN  FRANCISCO 

President:  Christina  R.  Olague  ai  ipi  m  i  iddadv 

Vice-President:  Ron  Miguel  '  Ut5LI°  LIBR*HY 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery(S).sfpov.orQ 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Plannins  Commission 


Thursday,  September  25,  2008 


1:30  PM 


ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1a.       2008.0614D  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  251h  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  The  proposal  is  to  demolish  an  existing  two-family  dwelling 
and  construct  a  new  three-family  dwelling.  Planning  Code  Section  317  requires 
Mandatory    Discretionary    Review    of    Demolition    Permit    Application  No. 
2007.03.21.6793  to  demolish  an  existing  two-family  dwelling. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  September  11,  2008) 
(Proposed  for  Continuance  to  October  16,  2008) 


1b.       2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  of  units  in  association  with  demolition. 
Planning  Code  Section  317  requires  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.03.21.6789  for  the  new  construction  of  a  three-family  dwelling  in 
association  with  the  demolition. 

(Continued  from  Regular  Meeting  of  September  11,  2008) 
(Proposed  for  continuance  to  October  16,  2008) 


1c.       2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  a  three-family  dwelling  in  association 
with  demolition.  Front  setback,  rear  yard,  and  off-street  parking  Variances  are  required 
and  will  be  considered  by  the  Zoning  Administrator. 
(Continued  from  Regular  Meeting  of  September  11,  2008) 
(Proposed  for  continuance  to  October  16,  2008) 

2.        2006.0432E  (P.  SIEFERS:  (415)  575-9045) 

299  VALENCIA  STREET  -  Lot  014  of  Assessor's  Block  3532,  bounded  by  Valencia,  14*h 
Street,  Clinton  Park  Street  (an  alley),  and  Stevenson  Street  (an  alley)  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration.  The  proposed  project  would  include 
demolition  of  the  existing  paved  parking  lot  which  covers  the  11,020  square  foot  site,  a 
222  square  foot  office  shed,  formerly  a  used  car  sales  office,  and  a  billboard  sign 
extending  above  the  west  side  of  the  site  and  construction  of  a  five-story,  mixed  use 
building  with  4,917  square  feet  of  ground  floor  retail  and  36  dwelling  units.  The  building 
would  contain  12  one-bedroom  units  and  24  two-bedroom  units,  of  which  four  (4)  are 
required  to  be  below  market  rate.  The  application  was  filed  prior  to  the  March  23,  2006 
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date  within  the  Planning  Code  that  triggers  an  increase  in  the  required  percentage  of 
below  market  units  from  12  percent  to  15  percent.  The  applicant  proposes  a  total  of  36 
motorized  vehicle  parking  spaces  accessed  via  Stevenson  Street,  only  thirty  of  which  are 
permitted  with  a  use  permit  under  recently  enacted  Market-Octavia  Plan  and  zoning 
controls.  Ground  floor  retail  would  be  divided  into  three  spaces  ranging  from  1,479 
square  feet  to  1,958  square  feet  and  would  be  accessed  via  Valencia  Street,  14th  Street 
and  the  corner  where  these  two  streets  intersect.  Bicycle  parking  for  18  bicycles  would 
be  provided  in  the  garage  and  accessible  through  the  lobby.  The  project  sponsor  would 
seek  approval  from  the  SFMTA  for  one  on-street  loading  space  to  be  located  adjacent  to 
the  elevator  along  14th  Street  which  could  accommodate  a  service  van  or  a  small  truck. 
No  on-site  freight  or  delivery  spaces  are  proposed. 
(Continued  from  Regular  Meeting  of  July  24,  2008) 
(Proposed  for  continuance  to  October  2,  2008) 

3a.       2007.0676D  (E.WATTY:  (415)  558-6620) 

270  GRANADA  AVENUE  -  east  side  between  Ocean  and  Holloway  Avenues,  Lot  046  in 
Assessor's  Block  6942  -  Mandatory  Discretionary  Review  pursuant  to  Planning  Code 
Section  317,  of  Building  Permit  Application  No.  2007.04.24.9480,  proposing  the 
demolition  of  a  one-story,  single-family  dwelling,  located  in  a  RH-2  (Residential,  House, 
Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
demolition. 

(Continued  from  Regular  Meeting  of  September  4,  2008) 
(Proposed  for  continuance  to  October  2,  2008) 

3b.       2008.0752D  (E.WATTY:  (415)558-6620) 

270  GRANADA  AVENUE  -  east  side  between  Ocean  and  Holloway  Avenues,  Lot  046  in 
Assessor's  Block  6942  -  Mandatory  Discretionary  Review  pursuant  to  Planning  Code 
Section  317,  of  Building  Permit  Application  No.  2007.04.24.9487,  proposing  the 
construction  of  a  new  three-story,  two-family  dwelling,  located  in  a  RH-2  (Residential, 
House,  Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  new 
construction  as  proposed. 

(Continued  from  Regular  Meeting  of  September  4,  2008) 
(Proposed  for  continuance  to  October  2,  2008) 

4.  2008.0987D  (A.  BEN-PAZI:  (415)  575-9077) 
652  KEARNY  STREET  -  east  side  between  Clay  and  Commercial  Streets,  Lot  036  in 
Assessor's  Block  0227  -  Staff-Initiated  Discretionary  Review  of  Building  Permit 
Application  No.  2008.03.05.6385,  proposing  a  7-Eleven  store  in  the  ground  floor  of  an 
existing  two-story  commercial  building  in  the  Chinatown  Community  Business  District  and 
a  50-N  Height  and  Bulk  District. 

(Proposed  for  continuance  to  October  16,  2008) 

5.  2008.0939Z  (T.  SULLIVAN-LENANE:  (41 5)  558-6257) 
401-421  SHIELDS  STREET  -  southwest  corner  at  Ramsell  Street,  Lots  001,  046,  047, 
048  in  Assessor's  Block  7074  -  The  Planning  Commission  will  consider  a  Planning 
Code  Map  Amendment  pursuant  to  Planning  Code  Section  302  and  306.3  that  would 
include:  (1)  rezoning  Block  7074  /  Lots  001,  046,  047,  and  048  from  P  (Public  Use)  to 
RH-1  (Residential,  Single-Family)  on  Planning  Code  Map  Sheet  ZN12.  The  proposed 
Ordinance  is  before  the  Commission  so  that  it  may  recommend  adoption,  rejection,  or 
adoption  with  modifications  to  the  Board  of  Supervisors,  and  adopt  findings,  including 
environmental  findings  and  findings  of  consistency  with  the  General  Plan  and  the  Priority 
Policies  of  Planning  Code  Section  101.1. 

Preliminary  Recommendation:  Approval. 
(Proposed  for  continuance  to  October  16,  2008) 
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6. 


2006.0070T 


(C.  NIKITAS:  (415)  558-6306) 


LEGISLATION  TO  CONTROL  THE  LOSS  OF  DWELLING  UNITS  -  Code 
Implementation  Document  -  Proposed  procedures  and  criteria  to  implement  newly- 
adopted  Code  Section  317  requiring  Planning  Commission  hearings  for  the  removal  of 
certain  dwelling  and  live-work  units.  The  document  also  sets  numerical  criteria,  some  of 
which  are  subject  to  administrative  adjustment  in  response  to  changing  economic 
conditions. 

Preliminary  Recommendation:  Adoption 
(Continued  from  Regular  Meeting  of  August  7,  2008) 
(Proposed  for  continuance  to  October  23,  2008) 

7.        2005.091 1E:  (L.  KIENKER  (415)  575-9036) 

616  DIVISADERO  STREET  aka  Harding  Theater  -  east  side  between  Hayes  and  Grove 
Streets,  Lot  002 J  in  Assessor's  Block  1202  -  Appeal  of  Preliminary  Mitigated  Negative 
Declaration.  The  proposed  project  is  to  adaptively  reuse  the  Harding  Theater  as  a 
mixed-use  commercial  building,  called  "The  Harding,"  divided  into  at  least  four  tenant 
spaces,  replacement  installation  of  the  1930's  marquee  and  blade  sign,  demolition  of  the 
theater  backstage  and,  on  the  undeveloped  portion  of  the  lot  facing  Hayes  Street,  new 
construction  of  a  five-story,  eight-unit  condominium,  called  "Harding  Place,"  with  up  to  a 
project  total  of  19  off-street  parking  spaces  accessed  from  Hayes  Street,  and  the 
approximately  13,700-sf  lot  subdivided  into  a  separate  parcel  for  each  building.  This 
project  is  located  within  the  NC-2  (Small-scale  Neighborhood  Commercial)  District  and 
65-A  Height  and  Bulk  District 

(The  Preliminary  Mitigated  Negative  Declaration  has  been  rescinded.  The  Appeal  is 
no  longer  applicable.) 

8a.       2005.091 1CV  (G.  CABREROS:  (415)  558-6169) 

616  DIVISADERO  STREET  -  east  side  between  Hayes  and  Grove  Streets,  Lot  002J  in 
Assessors  Block  1202  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  303,  711.11  and  711.21  to  allow  development  of  a  lot  greater 
than  9,999  square  feet  and  to  allow  non-residential  uses  greater  than  3,999  square  feet 
for  the  alteration  and  re-use  of  an  existing  building  (the  vacant  Harding  Theater)  into  four 
commercial  spaces  and  for  the  new  construction  of  a  five-story,  eight-unit  building 
fronting  Hayes  Street  within  the  NC-2  (Small-Scale  Neighborhood  Commercial)  District, 
the  Divisadero  Street  Alcohol  Restricted  Use  District  and  a  65-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  July  17,  2008) 
(Proposed  for  continuance  to  November  6,  2008) 

8b.       2005.091 1CV  (G.  CABREROS:  (415)  558-6169) 

616  DIVISADERO  STREET  -  east  side  between  Hayes  and  Grove  Streets,  Lot  002J  in 
Assessor's  Block  1202  -  Request  for  Rear  Yard  and  Dwelling  Unit  Exposure 
Variances  from  Planning  Code  Sections  134  and  140  to  allow  the  new  construction  of  a 
five-story,  eight-unit  residential  building  fronting  Hayes  Street  (1278  Hayes  Street) 
proposing  a  15-foot  rear  yard  where  a  25-percent  rear  yard  measuring  29  feet  is  required. 
Four  units  would  face  onto  the  proposed  reduced  rear  yard  and  therefore  do  not  meet  the 
dwelling  unit  exposure  requirement.  The  proposed  residential  building  is  within  the  NC-2 
(Small-Scale  Neighborhood  Commercial)  District,  the  Divisadero  Street  Alcohol 
Restricted  Use  District  and  a  65-A  Height  and  Bulk  District. 
(Proposed  for  continuance  to  November  6,  2008) 
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COMMISSIONERS'  QUESTIONS  AND  MATTERS 
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Commission  Comments/Questions 
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•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

10.  Director's  Announcements 

1 1 .  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

D.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

E.  REGULAR  CALENDAR 

12.  2008.0782T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  RELATING  TO  PLANNING  CODE  SECTIONS  725.1  AND  725.42  OF 
THE  UNION  STREET  NEIGHBORHOOD  COMMERCIAL  DISTRICT  [BOARD  FILE  NO. 
08-08721  -  Ordinance  introduced  by  Supervisor  Alioto-Pier  amending  Planning 
Code  Sections  725.1  and  725.42  of  the  Union  Street  Neighborhood  Commercial 
District  to  provide  for  a  limited  number  of  new  full-service  restaurant  and  liquor  licenses 
that  satisfy  specific  requirements  and  obtain  conditional  use  authorization,  making 
environmental  findings  and  findings  of  consistency  with  the  General  Plan  and  priority 
policies  of  Planning  Code  Section  101.1. 

Preliminary  Recommendation:  Approval 

(Continued  from  Regular  Meeting  of  September  18,  2008) 

13.  2008.0850B  (C.  NIKITAS:  (415)  558-6306) 
Mission  Bay  Blocks  26.  27,  29-32,  33-34,  and  41-43  -  Proposed  creation  of  the 
Alexandria  Life  Sciences  and  Technology  Mission  Bay  Development  District,  for 
design  review  and  office  allocation  pursuant  to  Planning  Code  Section  321,  including 
previously  authorized  projects  and  future  projects,  to  limit  the  total  office  space  and 
create  a  pooled  allocation  within  the  District.  The  sites  are  located  in  Mission  Bay  South 
under  a  single  ownership. 

(Continued  from  Regular  Meeting  of  August  7,  2008) 
Preliminary  Recommendation:  Approval  with  conditions. 

14.  2008.0484B  (E.JACKSON:  (415)  558-6363) 
600  TERRY  FRANCOIS  BOULEVARD  -  corner  of  South  Street  and  Terry  Francois 
Boulevard,  aka  Mission  Bay  South  Block  30;  aka  Lot  001  in  Assessor's  Block  8722  - 
Application  for  design  review  and  office  allocation  pursuant  to  Planning  Code  Section 
321  to  construct  a  new,  approximately  332,395  gross  square  foot  laboratory/office 
building,  6  stories  and  approximately  90  feet  in  height,  requesting  up  to  312,932  square 
feet  of  office  space.  Off-street  parking  will  be  provided  off-site,  in  a  parking  garage  to  be 
provided  on  Block  29.  The  site  is  located  in  the  Mission  Bay  Commercial-Industrial-Retail 
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Zoning  District  with  an  HZ-5  Height  and  Bulk  designation. 
(Continued  from  Regular  Meeting  of  August  7,  2008) 
Preliminary  Recommendation:  Approval  with  conditions 

15.  2008.0483B  (E.JACKSON:  (415)  558-6363) 
650  TERRY  FRANCOIS  BOULEVARD  -  southeast  corner,  aka  Mission  Bay  South  Block 
32;  aka  Lot  001  in  Assessor's  Block  8722  -  Application  for  design  review  and  office 
allocation  pursuant  to  Planning  Code  Section  321  to  construct  a  new,  approximately 
305,673  gross  square  foot  laboratory/office  building,  6  stories  and  approximately  90  feet  in 
height,  requesting  up  to  291,367  square  feet  of  office  space.  Off-street  parking  will  be 
provided  off-site,  in  a  parking  garage  to  be  provided  on  Block  29B.  The  site  is  located  in 
the  Mission  Bay  Commercial-Industrial-Retail  Zoning  District  with  an  HZ-5  Height  and  Bulk 
designation. 

(Continued  from  Regular  Meeting  of  August  7,  2008) 
Preliminary  Recommendation:  Approval  with  conditions 

16.  2008.0690B  (E.JACKSON:  (415)558-6363) 
1450  OWENS  STREET  -  north  of  16th  Street,  aka  Mission  Bay  South  Blocks  41-43,  Parcel 
7;  aka  Lot  006  in  Assessor's  Block  8709  -  Application  for  design  review  and  office 
allocation  pursuant  to  Planning  Code  Section  321  to  construct  a  new,  approximately 
61,581  gross  square  foot  laboratory/office  building,  2  stories  and  approximately  39  feet  in 
height,  requesting  up  to  61,581  square  feet  of  office  space.  Off-street  parking  will  be 
provided  off-site,  in  a  parking  garage  to  be  provided  on  Parcel  6.  The  site  is  located  in  the 
Mission  Bay  Commercial-Industrial  Zoning  District  with  an  HZ-7  Height  and  Bulk 
designation. 

(Continued  from  Regular  Meeting  of  August  7,  2008) 
Preliminary  Recommendation:  Approval  with  conditions 

5:30  P.  M. 

NOTE:  Items  listed  below  may  be  called  after  5:30  p.m.  but  can  not  be  heard  or  considered  before  5:30  p.m. 

17.  2008.0847D  (T.  FRYE:  (415)  575-6822) 
1200  19th  STREET  -  northwest  corner  of  19th  and  Mississippi  Street,  Assessor's  Block 
4038;  Lot  009  -  Request  of  Discretionary  Review  for  Building  Permit  Application  No. 
2003.10.09.7072  to  construct  a  new  2-unit,  3-story  plus  penthouse  residential  building 
within  an  RH-2  (Residential,  Two-Family)  District  with  a  40-X  Height  and  Bulk 
Designation. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
(Continued  from  Regular  Meeting  of  September  11,  2008) 

18.  2008.0572D  (S.  LAI:  (415)  575-9087) 
437  HOFFMAN  AVENUE  -  east  side  between  24th  and  25th  Streets,  Lots  024,  in 
Assessor's  Block  6503  -  Mandatory  Discretionary  Review,  pursuant  to  Planning  Code 
Section  317,  of  Building  Permit  Application  No.  2008.06.27.5494  proposing  the  dwelling 
unit  merger  from  two  dwelling  units  into  one  single-family  home.  The  property  is  located 
within  a  RH-2  (Residential  House,  Two-Family)  District  and  a  40-X  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  disapprove 

F.         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
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reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  September  25,  2008 
1:30  PM 

Regular  Meeting 

President:  Christina  R.  Olague 
Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin 
Moore; 
Hisashi  Sugaya 

Commission  Secretary:  Linda  D.  Avery 

3:30  §m  p.  m. 


NOTE:  Items  listed  below  may  be  called  after  3:30 p.m.  but  can  not  be  heard  or 
considered  before  3:30 p.m. 


17.      2008.0847D  (T.  FRYE:  (415)  575-6822) 

1200  19™  STREET  -  northwest  corner  of  19th  and  Mississippi  Street,  Assessor's 
Block  4038;  Lot  009  -  Request  of  Discretionary  Review  for  Building  Permit 
Application  No.  2003.10.09.7072  to  construct  a  new  2-unit,  3-story  plus 
penthouse  residential  building  within  an  RH-2  (Residential,  Two-Family)  District 
with  a  40-X  Height  and  Bulk  Designation. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve 
the  project 

(Continued  from  Regular  Meeting  of  September  1 1 ,  2008) 

This  item  was  continued  on  September  11,  2008  to  October  16,  2008. 


2008.0572D  (S.  LAI:  (415)  575-9087) 

437  HOFFMAN  AVENUE  -  east  side  between  24th  and  25th  Streets,  Lots  024,  in 
Assessor's  Block  6503  -  Mandatory  Discretionary  Review,  pursuant  to 
Planning  Code  Section  317,  of  Building  Permit  Application  No.  2008.06.27.5494 
proposing  the  dwelling  unit  merger  from  two  dwelling  units  into  one  single-family 
home.  The  property  is  located  within  a  RH-2  (Residential  House,  Two-Family) 
District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  disapprove 


SAN  FRANCISCO 
PLANNING  COMMISSION 

Notice  of  Meeting 

Calendar 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  October  2,  2008   documents  dept 
1:30  PM 

Regular  Meeting  SEP  2  6  2008 

SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery(S)sfQov.oro 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21.  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (41 5)  558-631 8  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 


\  <-//,  ,'  oj  Ufctmu  and  (  alendar 


San  Francisco  Planning.  Commission 


Thursday,  October  2,  2008 


1:30  PM 


ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 

A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may  choose  to 
continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or  to  hear  the  item  on 
this  calendar. 


1.  2007.1380D  (A.  STARR:  (415)  558-6362) 
3512  CLAY  STREET  -  north  side  between  Locust  and  Laurel  Streets,  Lot  005  in 
Assessor's  Block  0995  -  Staff-Initiated  Discretionary  Review  of  Building  Permit 
Application  No.  2007.05.24.2211  proposing  to  add  a  basement  garage  by  removing  a 
portion  of  the  rounded  bay  on  the  left  side  of  the  front  facade  and  excavating  an  area  of 
the  front  setback  of  the  existing  three-story,  single-family  residence  in  an  RH-1 
(Residential,  House,  Single-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  Deny  the  Project. 
(Continued  from  the  Regular  Meeting  of  September  18,  2008) 

(Proposed  for  Continuance  to  October  23,  2008) 

2.  2008.0982D  (A.  STARR:  415-558-6362) 
2967  PINE  STREET  -  south  side  between  Lyon  and  Baker  Streets;  Lot  030  in  Assessor's 
Block  1047-  Request  for  Discretionary  Review  of  Building  Permit  Application  No. 
2008.04.11.9498  proposing  to  add  vertical  and  horizontal  additions  to  this  two-story 
single-family  building  in  an  RH-2  (Residential,  House,  2-Family)  District  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve 
(Proposed  for  Continuance  to  October  23,  2008) 

3a.       2007.0676D  (E.WATTY:  (415)  558-6620) 

270  GRANADA  AVENUE  -  east  side  between  Ocean  and  Holloway  Avenues,  Lot  046  in 
Assessor's  Block  6942  -  Mandatory  Discretionary  Review  pursuant  to  Planning  Code 
Section  317,  of  Building  Permit  Application  No.  2007.04.24.9480,  proposing  the 
demolition  of  a  one-story,  single-family  dwelling,  located  in  a  RH-2  (Residential,  House, 
Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
demolition. 

(Continued  from  Regular  Meeting  of  September  25,  2008) 
(Proposed  for  Continuance  to  October  23,  2008) 

3b.       2008.0752D  _  (E.WATTY:  (415)  558-6620) 

270  GRANADA  AVENUE  -  east  side  between  Ocean  and  Holloway  Avenues,  Lot  046  in 
Assessor's  Block  6942  -  Mandatory  Discretionary  Review  pursuant  to  Planning  Code 
Section  317,  of  Building  Permit  Application  No.  2007.04.24.9487,  proposing  the 
construction  of  a  new  three-story,  two-family  dwelling,  located  in  a  RH-2  (Residential, 
House,  Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  new 
construction  as  proposed. 

(Continued  from  Regular  Meeting  of  September  25,  2008) 
(Proposed  for  Continuance  to  October  23,  2008) 
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4a.       2007.0684DV  (P.  LAVALLEY:  (415)  575-9084) 

260  RIPLEY  STREET  -  south  side  between  Alabama  Street  and  Peralta  Avenue;  Lot  053 
in  Assessor's  Block  5550  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.07.09.6311,  proposing  to  construct  a  two-story  over  basement 
horizontal  addition  at  the  rear,  two-story  over  basement  addition  at  front,  and  extend 
existing  dormers  of  a  two-story  over  basement,  single-family  dwelling  within  an  RH-2 
(Residential,  House,  Two-Family)  District,  40-X  Height  and  Bulk  District,  and  within  the 
Bernal  Heights  Special  Use  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  project  as 
proposed 

(Proposed  for  Continuance  to  October  23,  2008) 

4a.       2007.0684DV  (P.  LAVALLEY:  (415)  558-6348) 

260  RIPLEY  STREET  -  south  side  between  Alabama  Street  and  Peralta  Avenue;  Lot  053 
in  Assessor's  Block  5550  -  Request  for  Variance  pursuant  to  Section  242  of  the 
Planning  Code  from  off-street  parking  to  construct  a  two-story  over  basement  horizontal 
addition  at  the  rear,  two-story  over  basement  addition  at  front,  and  extend  existing 
dormers  of  a  two-story  over  basement,  single-family  dwelling  within  an  RH-2  (Residential, 
House,  Two-Family)  District,  40-X  Height  and  Bulk  District,  and  within  the  Bernal  Heights 
Special  Use  District. 

(Proposed  for  Continuance  to  October  23,  2008) 

5.  2008.0881D  (S.  PERDUE:  (415)  558-6625) 
2824  FILBERT  STREET  -  north  side  between  Lyon  and  Baker  Streets;  Lot  012  in 
Assessor's  Block  0941  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.1113.8015,  proposing  to  alter  the  front  facade,  to  modify  a  portion 
of  the  roof,  and  to  construct  a  horizontal  addition  in  the  rear  yard  of  the  two-story,  single- 
family  residence  within  an  RH-1  (Residential,  House,  Single-Family)  District  and  a  40-X 
Height/Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
application. 

(Proposed  for  Continuance  to  October  23,  2008) 

6.  2008.0980T  (A.  RODGERS:  (415)  558-6396) 
PROVIDING  FOR  A  FIVE  FOOT  SPECIAL  HEIGHT  EXCEPTION  FOR  ACTIVE 
GROUND  FLOOR  USES  IN  NEIGHBORHOOD  COMMERCIAL  DISTRICTS  BOARD 
FILE  NO.  081100  -  This  Ordinance  introduced  by  Supervisor  Sandoval  would 
Section  263.20  to  provide  for  a  special  height  exception  for  ground  floor  uses  in 
the  Neighborhood  Commercial  Districts;  amending  Sections  703.1,  710.1,  711.1, 
712.1,  713.1,  714.1,  715.1,  716.1,  717.1,  718.1,  719.1,  720.1,  721.1,  722.1,  723.1,  724.1, 
725.1,  726.1,  727.1,  728.1,  729.1,  731.1,  731.1,  732.1,  to  refer  to  this  special  height 
exception;  adopting  findings,  including  environmental  findings  and  findings  of  consistency 
with  the  priority  policies  of  Planning  Code  Section  101.1  and  the  General  Plan. 
Preliminary  Recommendation:  Approval 

(Continued  from  the  Regular  Meeting  of  September  18,  2008) 
(Proposed  for  Continuance  to  October  16,  2008) 

7.  2008.1057T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  PLANNING  CODE  SECTION  226  TO  REQUIRE  THAT  STEAM  OR 
FOSSIL-FUEL  POWER  PLANTS  IN  M-1  AND  M-2  ZONING  DISTRICTS  OBTAIN  A 
CONDITIONAL  USE  AUTHORIZATION  [Board  File  No.  08-0696  -  Ordinance 
introduced  by  Supervisor  Maxwell  that  would  amend  Planning  Code  Section  226  to 
require  that  steam  or  fossil-fuel  power  plans  in  M-1  and  M-2  zoning  districts  obtain 
conditional  use  authorization;  adding  Section  226.1  requiring  additional  findings; 
amending  the  Administrative  Code  to  add  Chapter  29A  to  require  the  Board  of 
Supervisors  consider  the  criteria  of  the  Planning  Code  Section  226.1(c)  prior  to  taking 
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City  fossil  fuel  power  plan  approval  actions;  making  findings  of  consistency  with  the 
General  Plan  and  the  Priority  Policies  of  Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Approval  with  Modifications. 
(Proposed  for  Continuance  to  October  16,  2008) 

8.  2006.0432E  (R.  COOPER:  (415)  575-9027) 
299  VALENCIA  STREET  -  Lot  014  of  Assessor's  Block  3532,  bounded  by  Valencia,  14fh 
Street,  Clinton  Park  Street  (an  alley),  and  Stevenson  Street  (an  alley)  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration.  The  proposed  project  would  include 
demolition  of  the  existing  paved  parking  lot  which  covers  the  11,020  square  foot  site,  a 
222  square  foot  office  shed,  formerly  a  used  car  sales  office,  and  a  billboard  sign 
extending  above  the  west  side  of  the  site  and  construction  of  a  five-story,  mixed  use 
building  with  4,917  square  feet  of  ground  floor  retail  and  36  dwelling  units.  The  building 
would  contain  12  one-bedroom  units  and  24  two-bedroom  units,  of  which  four  (4)  are 
required  to  be  below  market  rate.  The  application  was  filed  prior  to  the  March  23,  2006 
date  within  the  Planning  Code  that  triggers  an  increase  in  the  required  percentage  of 
below  market  units  from  12  percent  to  15  percent.  The  applicant  proposes  a  total  of  36 
motorized  vehicle  parking  spaces  accessed  via  Stevenson  Street,  only  thirty  of  which  are 
permitted  with  a  use  permit  under  recently  enacted  Market-Octavia  Plan  and  zoning 
controls.  Ground  floor  retail  would  be  divided  into  three  spaces  ranging  from  1,479 
square  feet  to  1,958  square  feet  and  would  be  accessed  via  Valencia  Street,  14th  Street 
and  the  corner  where  these  two  streets  intersect.  Bicycle  parking  for  18  bicycles  would 
be  provided  in  the  garage  and  accessible  through  the  lobby.  The  project  sponsor  would 
seek  approval  from  the  SFMTA  for  one  on-street  loading  space  to  be  located  adjacent  to 
the  elevator  along  14th  Street  which  could  accommodate  a  service  van  or  a  small  truck. 
No  on-site  freight  or  delivery  spaces  are  proposed. 

(Continued  from  Regular  Meeting  of  July  24,  2008) 
(Proposed  for  Continuance  to  October  16,  2008) 

9.  2006.0432CV  (C.  TEAGUE:  (415)575-9081) 
299  VALENCIA  STREET  -  northeast  corner  of  intersection  with  14th  Street,  Lot  014  in 
Assessor's  Block  3532  -  Request  for  Conditional  Use  Authorization  and  to  obtain  a 
Variance  pursuant  to  Planning  Code  Sections  121.1,  134,  140,  151.1,  and  303  for  a 
large-lot  mixed-use  development  providing  the  maximum  permissible  amount  of  off-street 
parking  in  a  NCT-3  (Moderate  Scale  Neighborhood  Commercial  Transit  District)  and  a 
50-X  Height  and  Bulk  District.  The  site  is  currently  used  for  surface  parking.  The  proposal 
is  to  construct  a  5-story,  approximately  55  feet  tall,  mixed-use  building  with  ground  floor 
commercial  space,  36  dwelling  units,  and  30  off-street  parking  spaces.  The  project  would 
not  meet  the  minimum  requirements  for  rear  yard  and  exposure. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  October  16,  2008) 

B.        CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

10a.     2007.1014ACV  (T.  FRYE:  (415)  575-6822) 

1011  TENNESSEE  STREET  -  west  side  of  Tennessee  street  between  20th  and  22nd 
Street,  Assessor's  Block  4108;  Lots  003G  -  Request  for  a  Certificate  of 
Appropriateness  to  construct  a  new  three-unit  residential  building  on  a  vacant  parcel 
within  the  Dogpatch  Historic  District.  A  contributing  building  to  the  Dogpatch  Historic 
District  was  originally  located  at  the  site  and  was  destroyed  by  fire  in  January  2007.  The 
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site  is  located  within  an  M-2  (Heavy  Industrial)  District  with  a  50-X  Height  and  Bulk  limit. 
The  Landmarks  Preservation  Advisory  Board  approved  the  recommendation  to  the 
Planning  Commission  for  the  Certificate  of  Appropriateness  at  their  February  20,  2008 

hearing. 

Preliminary  Recommendation:  Approve  with  conditions  as  amended  by  the  LPAB. 

10b.      2007.1014ACV  (T.  FRYE:  (415)  575-6822) 

1011  TENNESSEE  STREET  -  west  side  of  Tennessee  Street  between  20th  and  22nd 
Street,  Assessor's  Block  4108;  Lots  003G  -  Request  for  a  Conditional  Use  approval 
pursuant  to  Section  215  of  the  Planning  Code  to  construct  a  new  three-unit  residential 
building  within  an  M-2  (Heavy  Industrial)  District.  The  site  is  a  vacant  parcel  within  the 
Dogpatch  Historic  District.  A  contributing  building  to  the  Dogpatch  Historic  District  was 
originally  located  at  the  site  and  was  destroyed  by  fire  in  January  2007.  The  site  is 
located  within  with  a  50-X  Height  and  Bulk  limit. 
Preliminary  Recommendation:  Approve  with  Conditions. 

10c.      2007.1334ACV  (T.  FRYE:  (415)  575-6822) 

1011  TENNESSEE  STREET  -  west  side  of  Tennessee  street  south  of  22nd  Street, 
Assessor's  Block  4172;  Lots  053  -  Request  for  Variance  pursuant  to  Sections  134  and 
140  of  the  Planning  Code  from  hear  related  rear  yard  and  exposure  variance  requests. 
The  site  is  located  within  an  M-2  (Heavy  Industrial)  District  with  a  50-X  Height  and  Bulk 
limit 

11.  2007.1481C  (M.  SMITH:  (415)  558-6322) 
4035-4037  18™  STREET  -  south  side  of  18th  Street,  between  Noe  and  Hartford  Streets, 
Lot  082  in  Assessor's  Block  3583  -  Request  for  Conditional  Use  Authorization 
pursuant  to  Planning  Code  Section  161  (j)  to  allow  two  dwelling  units  on  the  property 
without  off-street  parking  in  a  Neighborhood  Commercial  District.  The  proposal  is  to 
remove  the  one  existing  off-street  parking  space  and  add  a  dwelling  unit  by  constructing 
a  vertical  and  rear  horizontal  addition  on  a  mixed-use  building.  The  resulting  building 
would  have  three  stories  of  occupancy,  full  lot  coverage  at  the  ground  floor,  two  dwelling 
units,  one  ground  floor  commercial  space,  and  no  off-street  parking.  The  property  is 
located  within  the  Castro  NCD  (Neighborhood  Commercial  District)  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 

12.  2006.0864C  (E.  OROPEZA:  (415)  558-6381) 
2245  GENEVA  AVENUE  -  north  side  between  Santos  and  Pasadena  Streets;  Lots  008J, 
008I  and  008H  in  Assessor's  Block  6322  -  Request  for  Conditional  Use  Authorization 
pursuant  to  Planning  Code  Section  161(j)  for  the  reduction  of  off-street  parking  spaces  for 
proposed  dwelling  units.  The  project  proposes  the  construction  of  a  3-story,  3-unit 
mixed-used  building  on  each  lot  within  the  NC-1  (Neighborhood  Commercial,  Cluster) 
District  and  a  40  -X  height  and  Bulk  District.  A  total  of  nine  dwelling  units  are  proposed. 
Nine  off-street  parking  spaces  are  required.  No  off-street  parking  spaces  are  proposed. 
Preliminary  Recommendation:  Approval  with  conditions. 

(Continued  from  Regular  Meeting  of  September  1 1 ,  2008) 

C.         COMMISSIONERS'  QUESTIONS  AND  MATTERS 

13..      Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
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could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

D.        DIRECTOR'S  REPORT 

14.  Director's  Announcements 

1 5.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

16.  (A.  RODGERS:  (415)  558.6395) 
19™  AVENUE  CUMULATIVE  IMPACT  STUDY  [BOARD  FILE  NO.  08-10051  - 
Informational  Item  -  Discussion  of  the  Planning  Department  and  Municipal 
Transportation  Authority  response  to  Supervisor  Elsbernd  and  Supervisor  Chu's 
Resolution  urging  the  Planning  Department  and  Municipal  Transportation  Authority  to 
conduct,  and  continually  update,  a  comprehensive  cumulative  transportation  impact  study 
encompassing  all  the  reasonably  foreseeable  developments  along  the  19th  Avenue 
corridor  from  19th  Avenue  and  Vicente  south  to  the  county  line,  and  expressing  the 
Board  of  Supervisors'  intent  that  individual  environmental  reviews  of  any  projects  along 
this  corridor  must  incorporate  this  on-going  and  comprehensive  cumulative  impacts 
analysis  to  be  considered  adequate. 

17.  (M.  LUELLEN:  (415)  558-6478) 
PRESIDIO  MAIN  POST  -  The  Planning  Commission  will  discuss  the  Presidio  Trust's 
Draft  Environmental   Impact  Statement  supplementing  the  2002   Presidio  Trust 
Management  Plan.  The  Commission  will  also  consider  the  adoption  of  a  comment  letter 
to  the  Presidio  Trust  regarding  the  proposed  changes. 


E.        GENERAL  PUBLIC  COMMENT  -  15  MINUTES 


At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public  that  are 
within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With  respect  to  agenda  items, 
your  opportunity  to  address  the  Commission  will  be  afforded  when  the  item  is  reached  in  the  meeting.  Each 
member  of  the  public  may  address  the  Commission  for  up  to  three  minutes. 

F.        REGULAR  CALENDAR 


1 8.  (B.  WYCKO:  (41 5)  575-9048) 
COMMUNITY  PLAN  EXEMPTIONS  -  Informational  item  to  discuss  approach  for 
streamlining  of  environmental  review  for  proposed  projects  within  adopted  plan  areas. 

19.  (S.  EXLINE:  (415)  558-6332) 
RECREATION  AND  OPEN  SPACE  ELEMENT  UPDATE  -  Informational  -  The 
Recreation  and  Open  Space  Element  was  last  updated  in  1986  and  staff  has  been 
working  closely  with  the  Mayor's  Office,  and  the  Recreation  and  Parks  Department  as 
well  as  many  city  agencies  to  update  it  as  a  comprehensive  city  plan  for  open  space. 
Staff  will  provide  a  brief  update  and  progress  report  on  this  General  Plan  Element 
including  timelines,  outreach  process  and  how  to  get  involved. 

20.  2008.0877EMTZ  (P.  LORD:  (415)  558-6311) 
PDR  LOSS  AND  REPLACEMENT  POLICIES  FOR  WESTERN  SOMA  SUP  AND  1:1 
REPLACEMENT  AREAS  THROUGHOUT  THE  EASTERN  NEIGHBORHOODS  PLAN 
AREAS  -  Consider  a  Motion  modifying  PDR  loss  and  replacement  policies  for  the 
Western  SoMa  Special  Use  District  and  clarification  of  the  Eastern  Neighborhoods  Plan 
Area  PDR  Loss  and  Replacement  policies  in  1:1  replacement  areas. 

(Continued  from  Regular  Meeting  of  September  18,  2008) 
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21.  2008.0850B  (C.  NIKITAS:  (415)  558-6306) 
MISSION  BAY  BLOCKS  26,  27,  29-32,  33-34,  AND  41-43  -  Proposed  creation  of  the 
Alexandria  Life  Sciences  and  Technology  Mission  Bay  Development  District,  for 
design  review  and  office  allocation  pursuant  to  Planning  Code  Section  321,  including 
previously  authorized  projects  and  future  projects,  to  limit  the  total  office  space  and 
create  a  pooled  allocation  within  the  District.  The  sites  are  located  in  Mission  Bay  South 
under  a  single  ownership. 

Preliminary  Recommendation:  Approval  with  conditions. 
(Continued  from  Regular  Meeting  of  September  25,  2008) 

22.  2008.0484B  (E.JACKSON:  (415)  558-6363) 
600  TERRY  FRANCOIS  BOULEVARD  -  corner  of  South  Street  and  Terry  Francois 
Boulevard,  aka  Mission  Bay  South  Block  30;  aka  Lot  001  in  Assessor's  Block  8722  - 
Application  for  design  review  and  office  allocation  pursuant  to  Planning  Code  Section 
321  to  construct  a  new,  approximately  332,395  gross  square  foot  laboratory/office 
building,  6  stories  and  approximately  90  feet  in  height,  requesting  up  to  312,932  square 
feet  of  office  space.  Off-street  parking  will  be  provided  off-site,  in  a  parking  garage  to  be 
provided  on  Block  29.  The  site  is  located  in  the  Mission  Bay  Commercial-lndustrial-Retail 
Zoning  District  with  an  HZ-5  Height  and  Bulk  designation. 

Preliminary  Recommendation:  Approval  with  conditions 
(Continued  from  Regular  Meeting  of  September  25,  2008) 

23.  2008.0483B  (E.JACKSON:  (415)  558-6363) 
650  TERRY  FRANCOIS  BOULEVARD  -  southeast  corner,  aka  Mission  Bay  South  Block 
32;  aka  Lot  001  in  Assessor's  Block  8722  -  Application  for  design  review  and  office 
allocation  pursuant  to  Planning  Code  Section  321  to  construct  a  new,  approximately 
305,673  gross  square  foot  laboratory/office  building,  6  stories  and  approximately  90  feet  in 
height,  requesting  up  to  291,367  square  feet  of  office  space.  Off-street  parking  will  be 
provided  off-site,  in  a  parking  garage  to  be  provided  on  Biock  29B.  The  site  is  located  in 
the  Mission  Bay  Commercial-lndustrial-Retail  Zoning  District  with  an  HZ-5  Height  and  Bulk 
designation. 

Preliminary  Recommendation:  Approval  with  conditions 
(Continued  from  Regular  Meeting  of  September  25,  2008) 

24.  2008.0690B  (E.JACKSON:  (415)  558-6363) 
1450  OWENS  STREET  -  north  of  16th  Street,  aka  Mission  Bay  South  Blocks  41-43,  Parcel 
7;  aka  Lot  006  in  Assessor's  Block  8709  -  Application  for  design  review  and  office 
allocation  pursuant  to  Planning  Code  Section  321  to  construct  a  new,  approximately 
61,581  gross  square  foot  laboratory/office  building,  2  stories  and  approximately  39  feet  in 
height,  requesting  up  to  61,581  square  feet  of  office  space.  Off-street  parking  will  be 
provided  off-site,  in  a  parking  garage  to  be  provided  on  Parcel  6.  The  site  is  located  in  the 
Mission  Bay  Commercial-Industrial  Zoning  District  with  an  HZ-7  Height  and  Bulk 
designation. 

Preliminary  Recommendation:  Approval  with  conditions 
(Continued  from  Regular  Meeting  of  September  25,  2008) 

25.  2008.09261  (D.  SIDER:  (415)  558-6697) 
REPEAT  VIOLATIONS  OF  GENERAL  ADVERTISING  SIGN  PROVISIONS  - 
Consideration  of  an  ordinance  initiated  by  Supervisor  Alioto-Pier  under  Board  File  No. 
081002  which  would  amend  Planning  Code  Section  610  by  adding  Subsection  (f)  in  order 
to  establish  provisions  to  address  repeat  violations  of  general  advertising  sign 
requirements  by  a  single  entity  on  the  same  property. 

Preliminary  Recommendation:  Approval 
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26.       2008.0875C  (S.  LAI:  (415)  575-9087) 

1334  OCEAN  AVENUE  -  northern  side  between  Granada  and  Plymouth  Avenues;  Lot 
015  of  Assessor's  Block  3198  -  Request  for  Conditional  Use  Authorization,  pursuant 
to  Planning  Code  Sections  711.54  and  303,  to  legalize  a  change  of  use  from  a  salon  to  a 
massage  establishment  (d.b.a.  "Health  Feet  Spa"),  located  in  the  NC-2  (Neighborhood 
Commercial,  Small-Scale)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Pending. 

27a.     2006.0826CV  (K.  GUY:  (415)  558-6163) 

1946  POLK  STREET  (AKA  1591  PACIFIC  AVENUE)  -  southeast  corner  at  Pacific 
Avenue,  Lot  024  of  Assessor's  Block  0596  -  Request  for  Conditional  Use  Authorization 
to  allow  development  on  a  lot  exceeding  10,000  square  feet,  to  reduce  parking 
requirements,  and  to  grant  an  exception  to  bulk  requirements.  The  proposed  project  is  to 
demolish  an  existing  1.5-story  retail  building  and  surface  parking  lot  and  construct  a  new 
6-story  mixed-use  building  containing  approximately  39  dwelling  units,  approximately  38 
parking  spaces,  and  approximately  2,300  square  feet  of  ground-floor  retail  space.  The 
project  site  is  located  within  the  Polk  Street  Neighborhood  Commercial  District,  and  a  65-A 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  the  Regular  Meeting  of  September  18,  2008) 

27b.     2006.0826CV  (K.  GUY:  (415)  558-6163) 

1946  POLK  STREET  (AKA  1591  PACIFIC  AVENUE)  -  -  southeast  corner  at  Pacific 
Avenue,  Lot  024  of  Assessor's  Block  0596  -  Request  for  a  Modification  of  Rear  Yard 
Requirements  within  a  Neighborhood  Commercial  District.  The  proposed  project  is  to 
demolish  an  existing  1.5-story  retail  building  and  surface  parking  lot  and  construct  a  new 
6-story  mixed-use  building  containing  approximately  39  dwelling  units,  approximately  38 
parking  spaces,  and  approximately  2,300  square  feet  of  ground-floor  retail  space.  The 
project  site  is  located  within  the  Polk  Street  Neighborhood  Commercial  District,  and  a  65- 
A  Height  and  Bulk  District.  The  Zoning  Administrator  will  consider  the  request  for 
modification  of  rear  yard  requirements  concurrently  with  the  Planning  Commission's 
consideration  of  the  conditional  use  authorization  at  this  same  hearing. 
(Continued  from  the  Regular  Meeting  of  September  18,  2008) 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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SAN  FRANCISCO 
PLANNING  COMMISSION 

Regular  Meeting 
Thursday,  October  9,  2008 

NOTICE  IS  HEREBY  GIVEN  that  the  Regular  Meeting  of  the  San  Francisco 
Planning  Commission  for  Thursday  October  9,  2008,  has  been  cancelled.  The 
next  Regular  Meeting  of  the  Planning  Commission  will  be  held  on,  Thursday, 
October  16,  2008. 


Linda  D.  Avery 
Commission  Secretary 


PLANNING  COMMISSION  ROSTER 

PRESIDENT  CHRISTINA  OLAGUE 

VICE-PRESIDENT  RON  MIGUEL 

COMMISSIONER  MICHAEL  J.  ANTONINI 

COMMISSIONER  GWYNETH  BORDEN 

COMMISSIONER  WILLIAM  L  LEE 

COMMISSIONER  KATHRIN  MOORE 

COMMISSIONER  HISASHI  SUGAYA 
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& 


Calendar  ,010"08A08:4?  RCVD 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  October  16,  2008  D0CUMENTS  DEPT 
1:30  PM 

Regular  Meeting  OCT  1  0  2008 

SAN  FRANCISCO  . 
President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
1650  MISSION  STREET,  4TH  FLOOR  RECEPTION 


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1 :00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfpov.ora 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,   Suite   3900,   San   Francisco,   CA  94102;   telephone   (415)   581-2300;   fax  (415)   581-2317;   and  web  site 

http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(S)sfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 

the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1a.       2006.1294BKMXZ  (K.GUY:  (415)558-6163) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessor's  Block  3715  -  Request  for  Allocation  of  Square  Footage  under  the  Annual 
Office  Development  Limitation  Program.  The  proposed  project  is  to  demolish  an 
existing  office  building  and  the  construct  a  new  10-story  over  basement  building 
containing  approximately  50,000  square  feet  of  office  uses,  approximately  850  square 
feet  of  retail  space,  and  approximately  14  parking  spaces.  The  project  site  is  located 
within  the  C-3-0  Zoning  District,  and  the  84-X  Height  and  Bulk  District. 
(Proposed  for  Continuance  to  November  6,  2008) 


1b.       2006.1294BKMXZ  (K.GUY:  (415)558-6163) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessor's  Block  3715  -  Review  under  Planning  Code  Section  295  Regarding 
Shadow  Impacts  to  Public  Parks.  The  proposed  project  is  to  demolish  an  existing  office 
building  and  the  construct  a  new  10-story  over  basement  building  containing 
approximately  50,000  square  feet  of  office  uses,  approximately  850  square  feet  of  retail 
space,  and  approximately  14  parking  spaces.  The  project  site  is  located  within  the  C-3-0 
Zoning  District,  and  the  84-X  Height  and  Bulk  District. 
(Proposed  for  Continuance  to  November  6,  2008) 

1c.       2006.1294BKMXZ  (K.GUY:  (415)558-6163) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessor  s  Block  3715  -  Request  for  a  General  Plan  Amendment  to  amend  certain 
exhibits  of  the  General  Plan  to  reclassify  the  subject  property  from  the  84-X  to  the 
130-  Height  and  Bulk  District.  The  proposed  project  is  to  demolish  an  existing  office 
building  and  the  construct  a  new  10-story  over  basement  building  containing 
approximately  50,000  square  feet  of  office  uses,  approximately  850  square  feet  of  retail 
space,  and  approximately  14  parking  spaces.  The  project  site  is  located  within  the  C-3-0 
Zoning  District,  and  the  84-X  Height  and  Bulk  District. 
(Proposed  for  Continuance  to  November  6,  2008) 

1d.       2006.1294BKMXZ  (K.  GUY:  (415)  558-6163) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessor's  Block  3715  -  Determination  of  Compliance  under  Planning  Code  Section 
309  (the  Downtown  Plan),  with  exceptions  to  the  requirements  for  "Freight  Loading 
Maneuvering"  and  "Reduction  of  Ground-Level  Wind  Currents  in  C-3  Districts".  The 
proposed  project  is  to  demolish  an  existing  office  building  and  the  construct  a  new  10- 
story  over  basement  building  containing  approximately  50,000  square  feet  of  office  uses, 
approximately  850  square  feet  of  retail  space,  and  approximately  14  parking  spaces.  The 
project  site  is  located  within  the  C-3-0  Zoning  District,  and  the  84-X  Height  and  Bulk 
District. 

(Proposed  for  Continuance  to  November  6,  2008) 
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1e.       2006.1 294 BKMXZ  (K.GUY:  (415)  558-6163) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessor  s  Block  3715  -  Request  to  Reclassify  the  subject  property  from  the  84-X  to 
the  130-  Height  and  Bulk  District.  The  proposed  project  is  to  demolish  an  existing  office 
building  and  the  construct  a  new  10-story  over  basement  building  containing 
approximately  50,000  square  feet  of  office  uses,  approximately  850  square  feet  of  retail 
space,  and  approximately  14  parking  spaces.  The  project  site  is  located  within  the  C-3-0 
Zoning  District,  and  the  84-X  Height  and  Bulk  District.  The  Planning  Department  has 
made  an  initial  determination  that  37,901  square  feet  of  the  proposed  office  uses  would 
be  subject  to  the  requirements  of  the  Downtown  Park  Special  Fund,  Transit  Impact 
Development  Fund,  and  Housing  for  Large-Scale  Development. 
Preliminary  Recommendation:  Disapproval. 
(Proposed  for  Continuance  to  November  6,  2008) 

2.  2008.0939Z  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
401-421  SHIELDS  STREET  -  southwest  corner  at  Ramsell  Street,  Lots  001,  046,  047, 
048  in  Assessor's  Block  7074  -  The  Planning  Commission  will  consider  a  Planning 
Code  Map  Amendment  pursuant  to  Planning  Code  Section  302  and  306.3  that  would 
include:  (1)  rezoning  Block  7074  /  Lots  001,  046,  047,  and  048  from  P  (Public  Use)  to 
RH-1  (Residential,  Single-Family)  on  Planning  Code  Map  Sheet  ZN12.  The  proposed 
Ordinance  is  before  the  Commission  so  that  it  may  recommend  adoption,  rejection,  or 
adoption  with  modifications  to  the  Board  of  Supervisors,  and  adopt  findings,  including 
environmental  findings  and  findings  of  consistency  with  the  General  Plan  and  the  Priority 
Policies  of  Planning  Code  Section  101.1. 

Preliminary  Recommendation:  Approval. 

(Continued  from  Regular  Meeting  of  September  25,  2008) 

(Proposed  for  Continuance  to  November  6,  2008) 

3.  2007.1269C  (B.  BENDIX:  (415)  575-9089) 
3398  22ND  STREET  -  northeast  corner  at  Guerrero  and  22nd  Streets,  Lot  028  in 
Assessor's  Block  3617  -  Request  for  Conditional  Use  (CU)  authorization  pursuant  to 
Planning  Code  Sections  145.2,  303  and  710.26  to  legalize  a  walk-up  facility  (ATM),  dba 
"Swipe  USA",  that  is  not  recessed  3-feet  from  the  property  line,  in  an  NC-1 
(Neighborhood  Commercial  Cluster)  Zoning  District  with  an  40-X  Height  and  Bulk 
designation. 

Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  November  6,  2008) 

4a.       2008.0614D  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  The  proposal  is  to  demolish  an  existing  two-family  dwelling 
and  construct  a  new  three-family  dwelling.  Planning  Code  Section  317  requires 
Mandatory    Discretionary    Review    of    Demolition    Permit    Application  No. 
2007.03.21.6793  to  demolish  an  existing  two-family  dwelling. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  September  25,  2008) 
(Proposed  for  Continuance  to  November  6,  2008) 

4b.       2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  of  units  in  association  with  demolition. 
Planning  Code  Section  317  requires  Mandatory  Discretionary  Review  of  Building  Permit 
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Application  No.  2007.03.21.6789  for  the  new  construction  of  a  three-family  dwelling  in 
association  with  the  demolition. 

(Continued  from  Regular  Meeting  of  September  25,  2008) 
(Proposed  for  Continuance  to  November  6,  2008) 

4c.       2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  a  three-family  dwelling  in  association 
with  demolition.  Front  setback,  rear  yard,  and  off-street  parking  Variances  are  required 
and  will  be  considered  by  the  Zoning  Administrator. 
(Continued  from  Regular  Meeting  of  September  25,  2008) 
(Proposed  for  Continuance  to  November  6,  2008) 

5.        2008.0501DDD  (G.  CABREROS:  (415)  558-6169) 

79  -  26th  AVENUE  -  between  Sea  Cliff  Avenue  and  El  Camino  del  Mar;  Lot  008  in 
Assessor's  Block  1305  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.10.27.6264,  proposing  to  construct  a  partial  fourth  floor  and  three- 
story  rear  addition  to  the  existing  three-story,  single-family  residence  within  an  RH-1(D) 
(Residential,  House,  One-Family,  Detached)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  with 
modifications. 

(Continued  from  Regular  Meeting  of  September  4,  2008) 
(Proposed  for  Continuance  to  November  6,  2008) 

6a.       2007.0921  D  (A.  STARR:  415-558-6362) 

673-675  44th  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587-  Mandatory  Discretionary  Review  of  Building  Permit  Application 
No.  2007.09.20.3151  (demolition);  proposing  to  demolish  the  existing  two-story,  two- 
family  dwelling,  subdivide  the  lot  and  construct  two,  four-story,  two-family  buildings  in  an 
RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  Project 
(Proposed  for  Continuance  to  November  6,  2008) 

6b.       2008.1155D  (A.  STARR:  415-558-6362) 

673-675  44th  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587-  Mandatory  Discretionary  Review  of  Building  Permit  Application 
No.  2007.09.20.3152  (new  construction);  proposing  to  demolish  the  existing  two-story, 
two-family  dwelling,  subdivide  the  lot  and  construct  two,  four-story,  two-family  buildings 
in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  Project 
(Proposed  for  Continuance  to  November  6,  2008) 

6c.       2008.1156D  (A.  STARR:  415-558-6362) 

673-675  44th  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587  -  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.09.20.3157  (new  construction);  proposing  to  demolish  the  existing 
two-story,  two-family  dwelling,  subdivide  the  lot  and  construct  two,  four-story,  two-family 
buildings  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  Project 
(Proposed  for  Continuance  to  November  6,  2008) 
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7. 


(L.  SCOTT:  (415)  558-6317) 


CODE  ENFORCEMENT  PRIORITIES  UPDATE  -  Review  of  history,  accomplishments, 
challenges  of  Planning  Code  Enforcement  work,  report  on  survey  to  neighborhood 
organizations  and  public  on  code  enforcement  issues,  proposed  update  to  Code 
Enforcement  Priorities. 
(Continued  from  September  11,  2008) 
(Proposed  for  Continuance  to  November  6,  2008) 


299  VALENCIA  STREET  -  Assessor's  Block  3532,  Lot  014,  on  the  block  bounded  by 
Valencia,  14th,  Clinton  Park,  and  Stevenson  Streets,  in  the  Mission  District  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration.  The  proposed  project  would  include 
demolition  of  the  existing  paved  parking  lot,  a  222  square  foot  office  shed  and  a  billboard, 
and  construction  of  a  five-story  residential  building  with  36  dwelling  units,  4,917  square 
feet  of  ground  floor  retail  and  30  off-street  parking  spaces  accessed  via  Valencia  Street. 
The  site  is  in  the  NCT-3  (Moderate  Scale  Neighborhood  Commercial  Transit)  zoning 
district  and  a  50-X  height  and  bulk  district.  The  project  would  require  a  Conditional  Use 
Authorization. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  October  2,  2008) 

NOTE:  On  October  2,  2008  the  Commission  continued  this  item  to  November  6, 
2008. 

9.  2006.0432CV  (C.  TEAGUE:  (415)  575-9081) 
299  VALENCIA  STREET  -  -  northeast  corner  of  intersection  with  14th  Street,  Lot  014  in 
Assessor's  Block  3532  -  Request  for  Conditional  Use  Authorization  and  to  obtain  a 
Variance  pursuant  to  Planning  Code  Sections  121.1,  134,  135,  140,  151.1,  and  303  for  a 
large-lot  mixed-use  development  providing  the  maximum  permissible  amount  of  off-street 
parking  in  a  NCT-3  (Moderate  Scale  Neighborhood  Commercial  Transit  District)  and  a 
50-X  Height  and  Bulk  District.  The  site  is  currently  used  for  surface  parking.  The  proposal 
is  to  construct  a  5-story,  approximately  55  feet  tall,  mixed-use  building  with  ground  floor 
commercial  space,  36  dwelling  units,  and  30  off-street  parking  spaces.  The  project  would 
not  meet  the  minimum  requirements  for  rear  yard,  open  space,  and  exposure. 
Preliminary  Recommendation:  Approval  with  Conditions 

(Continued  from  Regular  Meeting  of  October  2,  2008) 

NOTE:  On  October  2,  2008  the  Commission  continued  this  item  to  November  6,  2008. 

1 0.  (L.  LANGLOIS:  (41 5)  575-9083) 
INDIA  BASIN  INDUSTRIAL  PARK  INTERIM  POLICIES  -  Adoption  of  policies  that  will 
bridge  the  end  of  the  sunsetting  of  the  India  Basin  Industrial  Plan  Redevelopment  Area 
and  the  establishment  of  permanent  zoning 

(Proposed  for  Indefinite  Continuance) 

B.         CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 


8 


2006.0432E 


(R.  COOPER:  (415)  575-9027) 


11 


2008.1455C  (A.  HOLLISTER:  (415)  575-9078) 

230  JONES  STREET  -  east  side  between  Eddy  and  Turk  Streets,  Lot  013  in  Assessor's 
Block  0339  -  Request  for  Conditional  Use  Authorization  to  legalize  an  existing 
institutional  use  (City  Impact  Ministries)  currently  occupying  and  utilizing  the  subject 
building.  Specifically,  Conditional  Use  authorization  is  required  for  an  institutional  use  to 
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operate  above  the  ground  floor  in  the  subject  zoning  district.  Interior  tenant 
improvements  would  occur  throughout  the  subject  building  to  bring  the  building  into 
compliance  with  applicable  City  codes.  No  physical  expansion  of  the  existing  building  is 
proposed.  This  site  is  within  a  RC-4,  Residential-Commercial  Combined,  High  Density 
Zoning  District,  the  North  of  Market  Residential  Special  Use  District,  Subarea  No.  1 ,  and 
an  80-1 20-T  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 

12.  2008.0965C  (M.SMITH:  (415)558-6322) 
499  CASTRO  STREET  (A.K.A.  4092-4096  18th  STREET)  -  northeast  corner  at  18{h 
Street,  Lot  057  in  Assessor  s  Block  3582  -  Request  for  Conditional  Use  Authorization 
pursuant  to  Planning  Code  Sections  715.50  and  303  to  establish  a  Limited  Financial 
Service  by  installing  two  ATMs  (Automated  Teller  Machines)  (dba  "Washington  Mutual") 
at  the  ground  floor  of  a  mixed-use  building.  The  ATMs  would  be  recessed  three-feet  from 
the  sidewalk.  The  property  is  located  within  the  Castro  NCD  (Neighborhood  Commercial 
District)  and  a  65-B  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 

13.  2007.0816D  (C.  TEAGUE:  (415)  575-9081) 
894  FOLSOM  STREET  -  north  side  between  5th  and  6th  Streets;  Lot  28  in  Assessor's 
Block  3733  -  Mandatory  Discretionary  Review  of  Building  Permit  Application  No. 
2006.12.28.0659,  per  Planning  Commission  Resolution  16202,  to  add  a  2nd-story 
dwelling  unit  to  the  existing  commercial  structure  in  an  Industrial  Protection  Zone  in  a 
RSD  (Residential/Service  Mixed  Use  District)  Zoning  District  and  40-X/85-B  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  proposed 

C.        COMMISSIONERS'  QUESTIONS  AND  MATTERS 

Adoption  of  Commission  Minutes  -  Charter  Section  4.104  requires  all  commissioners  to 
vote  yes  or  no  on  all  matters  unless  that  commissioner  is  excused  by  a  vote  of  the 
Commission.  Commissioners  may  not  be  automatically  excluded  from  a  vote  on  the 
minutes  because  they  did  not  attend  the  meeting. 

14.  Consideration  of  Adoption: 

•  Draft  Minutes  of  Regular  Meeting  of  May  22,  2008 

•  Draft  Minutes  of  Special  Meeting  of  June  1 2,  2008 

•  Draft  Minutes  of  Special  Meeting  of  June  1 9,  2008 

•  Draft  Minutes  of  Special  Meeting  of  July  3,  2008I 

•  Draft  Minutes  of  Special  Meeting  of  July  10,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  July  24,  2008 

•  Draft  Minutes  of  Special  Meeting  of  July  31 ,  2008 

•  Draft  Minutes  of  Special  Meeting  of  August  8,  2008 

•  Draft  Minutes  of  Special  Meeting  of  August  14,  2008 

•  Draft  Minutes  of  Regular  Meeting  of  September  1 1 ,  2008 

15.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
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could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

D.  DIRECTOR'S  REPORT 

16.  Director's  Announcements 

1 7.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

1 8  (M.  LUELLEN:  (41 5)  558-6478) 

PRESIDIO  MAIN  POST  -  The  Planning  Commission  will  discuss  the  Presidio  Trust's 
Draft  Environmental   Impact  Statement  supplementing  the  2002   Presidio  Trust 
Management  Plan.  The  Commission  will  also  consider  the  adoption  of  a  comment  letter 
to  the  Presidio  Trust  regarding  the  proposed  changes. 
(Continued  from  Regular  Meeting  of  October  2,  2008) 

E.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

F.  REGULAR  CALENDAR 

19.  2008.1057T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  PLANNING  CODE  SECTION  226  TO  REQUIRE  THAT  STEAM  OR 
FOSSIL-FUEL  POWER  PLANTS  IN  M-1  AND  M-2  ZONING  DISTRICTS  OBTAIN  A 
CONDITIONAL  USE  AUTHORIZATION  fBoard  File  No.  08-0696  -  INFORMATIONAL 
ONLY;  ACTION  ON  ITEM  WILL  OCCUR  AT  10/23/08  COMMISSION  HEARING  -- 
Ordinance  introduced  by  Supervisor  Maxwell  that  would  amend  Planning  Code 
Section  226  to  require  that  steam  or  fossil-fuel  power  plans  in  M-1  and  M-2  zoning 
districts  obtain  conditional  use  authorization;  adding  Section  226.1  requiring 
additional  findings;  amending  the  Administrative  Code  to  add  Chapter  29A  to  require  the 
Board  of  Supervisors  consider  the  criteria  of  the  Planning  Code  Section  226.1(c)  prior  to 
taking  City  fossil  fuel  power  plan  approval  actions;  making  findings  of  consistency  with 
the  General  Plan  and  the  Priority  Policies  of  Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Approval  with  Modifications. 

(Continued  from  the  Regular  Meeting  of  October  2,  2008) 

20.  2008.0980T  (A.  RODGERS:  (415)  558-6395) 
PROVIDING  FOR  A  FIVE  FOOT  SPECIAL  HEIGHT  EXCEPTION  FOR  ACTIVE 
GROUND  FLOOR  USES  IN  NEIGHBORHOOD  COMMERCIAL  DISTRICTS  BOARD 
FILE  NO.  081100  -  This  Ordinance  introduced  by  Supervisor  Sandoval  would 
Section  263.20  to  provide  for  a  special  height  exception  for  ground  floor  uses  in 
the  Neighborhood  Commercial  Districts;  amending  Sections  703.1,  710.1,  711.1, 
712.1,  713.1,  714.1,  715.1,  716.1,  717.1,  718.1,  719.1,  720.1,  721.1,  722.1,  723.1,  724.1, 
725.1,  726.1,  727.1,  728.1,  729.1,  730.1,  731.1,  732.1,  to  refer  to  this  special  height 
exception;  adopting  findings,  including  environmental  findings  and  findings  of  consistency 
with  the  priority  policies  of  Planning  Code  Section  101.1  and  the  General  Plan. 
Preliminary  Recommendation:  Approval 

(Continued  from  the  Regular  Meeting  of  October  2,  2008) 
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21.       2006.0441  E  (J.  BATTIS:  (415)  575-9022) 

721  BEACH  STREET  -  Lot  017  of  Assessor's  Block  0025,  is  located  within  the  block 
bounded  by  Beach  Street  to  the  north,  Hyde  Street  to  the  east,  North  Point  Street  to  the 
south,  and  Larkin  Street  to  the  west  in  the  Fisherman's  Wharf  neighborhood  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration  for  demolition  of  the  existing  558-gross 
square  foot  (gsf),  one-story  commercial  building  constructed  circa  1912  and  construction 
of  a  new  40-foot-high,  12,857-gsf  mixed-use  building  consisting  of  four  residential  units 
within  6,299  gsf  on  the  third,  fourth,  and  partial-fifth  floors  and  6,558  gsf  of  retail  space  on 
the  ground  and  second  floors.  The  existing  structure  provides  no  off-street  parking  and 
no  off-street  parking  is  proposed.  The  3,644-gsf  site  is  within  the  Northeastern  Waterfront 
Planning  Area,  Fisherman's  Wharf  Subarea,  is  within  the  Waterfront  Special  Use  District 
No.  2,  is  within  a  C-2  (Community  Business  District)  use  district,  and  is  within  a  40-X 
height  and  bulk  district.  The  project  would  require  a  variance  from  the  off-street  parking 
requirement. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  September  4,  2008) 


22.       2006.0441V  (G.  CABREROS:  (415)  558-6169) 

721  BEACH  STREET  -  north  side  between  Hyde  and  Larkin  Streets,  Lot  017  in 
Assessor's  Block  0025  -  Request  for  a  Parking  Variance  from  the  residential  parking 
provisions  pursuant  to  Planning  Code  Section  151  to  allow  the  new  construction  of  a 
mixed-use  building  containing  four  dwelling  units  above  ground  floor  retail  space  without 
the  four  required  residential  parking  spaces  in  a  C-2  (Community  Business)  District, 
Waterfront  Special  Use  District  No.  2  and  a  40-X  Height  and  Bulk  District 
(Continued  from  Regular  Meeting  of  September  4,  2008) 


23.  2007.1397C  (J.  IONIN:  (415)  558-6309) 
1266  9th  AVENUE  -  east  side  between  Lincoln  Way  and  Irving  Street,  Assessor's  Block 
1742,  Lot  043  -  Request  for  Conditional  Use  Authorization  under  Planning  Code 
Sections  730.11  and  730.21  is  required  for  the  demolition  of  a  vacant  funeral  home 
(formerly  occupied  by  Sullivan  Funeral  Home)  and  removal  of  the  surface  parking  lot;  and 
construction  of  a  four-story,  approximately  25,000  square  foot  building  with  ground-floor 
commercial,  15  residential  units  above,  and  a  15-space  subterranean  garage.  The 
project  lies  within  the  Inner  Sunset  Neighborhood  Commercial  District,  and  within  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 

24.  2007.0491  C  (B.  BENDIX:  (415)  575-9089) 
1829  MARKET  STREET  -  south  side,  between  Guerrero  and  Pearl  Streets,  Lot  114  in 
Assessor's  Block  3502  -  Request  for  Conditional  Use  (CU)  authorization  pursuant  to 
Planning  Code  Sections  145.2,  303  and  731.26  to  legalize  a  walk-up  facility  (ATM), 
operated  by  Swipe  USA,  that  is  not  recessed  3-feet  from  the  property  line,  in  an  NCT-3 
(Moderate-Scale  Neighborhood  Commercial  Transit)  Zoning  District  with  an  85-X  Height 
and  Bulk  designation. 

Preliminary  Recommendation:  Approval  with  Conditions 


5:30  P.  M. 

NOTE:  Items  listed  below  may  be  called  after  5:30  p.m.  but  can  not  be  heard  or  considered  before  5:30  p.m. 


25a.     2008.0868D  (G.  CABREROS:  (415)  558-6169) 

2734  BAKER  STREET  -  east  side  of  street  between  Filbert  and  Union  Streets, 
Assessor's  Block  0947;  Lot  051  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.05.24.2394  to  construct  a  one-story-over-crawl-space  rear  addition 
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14  feet  beyond  the  rear  wall  of  the  existing  three-story,  two-unit  building  within  an  RH-2 

(Residential,  Two-Family)  District  with  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 

25b.      2006.1485V  (G.  CABREROS:  (415)  558-6169) 

2734  BAKER  STREET  -  east  side  between  Filbert  and  Union  Streets,  Lot  051  in 
Assessor's  Block  0947  -  Request  for  a  rear  yard  variance  pursuant  to  Planning  Code 
Section  134  proposing  to  construct  a  one-story-over-basement  rear  addition  to  an 
existing  three-story,  two-unit  building  in  an  RH-2  (Residential,  House,  Two  Family) 
Zoning  District  and  a  40-X  Height  and  Bulk  District. 
(Continued  from  Regular  Meeting  of  September  18,  2008) 

26a.      2007.1399D  (G.  CABREROS:  (415)  558-6169) 

3157  STEINER  STREET  -  west  side  between  Greenwich  and  Filbert  Streets,  Lot  002  in 
Assessor's  Block  0514  -  Mandatory  Discretionary  Review,  pursuant  to  Planning  Code 
Section  317,  of  Building  Permit  Application  No.  2007.05.25.2336  proposing  the  de  facto 
demolition  of  a  two-story,  single-family  residence  and  new  construction  of  a  three-story, 
two-unit  building  in  an  RH-2  (Residential,  House,  Two-Family)  Zoning  District  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve 
(Continued  from  Regular  Meeting  of  September  18,  2008) 


26b.     2008.0716DD  (G.  CABREROS:  (415)  558-6169) 

3157  STEINER  STREET  -  west  side  between  Greenwich  and  Filbert  Streets,  Lot  002  in 
Assessor's  Block  0514  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.05.25.2336  proposing  the  de  facto  demolition  of  a  two-story,  single- 
family  residence  and  new  construction  of  three-story,  two-unit  building  in  an  RH-2 
(Residential,  House,  Two-Family)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve. 
(Continued  from  Regular  Meeting  of  September  18,  2008) 

27.  2008.0847D  (T.  FRYE:  (415)  575-6822) 
1200  19™  STREET  -  northwest  corner  of  19th  and  Mississippi  Street,  Assessor's  Block 
4038;  Lot  009  -  Request  of  Discretionary  Review  for  Building  Permit  Application  No. 
2003.10.09.7072  to  construct  a  new  2-unit,  3-story  plus  penthouse  residential  building 
within  an  RH-2  (Residential,  Two-Family)  District  with  a  40-X  Height  and  Bulk 
Designation. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
(Continued  from  Regular  Meeting  of  September  1 1 ,  2008) 

28.  2008.0099D  (A.  PUTRA:  (415)  575-9079) 
3444  ULLOA  STREET  -  north  side  between  35th  Avenue  and  36th  Avenue;  Lot  022  in 
Assessor's  Block  2390  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.07.11.6470,  proposing  construction  of  a  two-story  addition  at  the 
rear  of  an  existing  two-story,  single-family  house  in  an  RH-1  (Residential,  House,  One- 
Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  project 
as  proposed. 

(Continued  from  Regular  Meeting  of  September  4,  2008) 

29.  2008.0644D  (M.  SMITH:  (415)  558-6322) 
2425  WAWONA  STREET  -  south  side  between  35,h  and  36th  Avenues,  Lot  033  in 
Assessor's  Block  2504A  -  Request  for  Discretionary  Review  of  Building  Permit 
Application   No.   2007.12.11.0254,   proposing   to  construct  a  one-story  vertical 
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addition  that  is  set  back  15-feet  on  the  roof  of  a  single-family  dwelling,   located  in  a 
RH-1  (Residential,  House,  One-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve 

30.       2008.0881  D  and  2008.0941  D  (S.  PERDUE:  (415)  558-6625) 

1864  GREEN  STREET  -  north  side  between  Laguna  and  Octavia  Streets;  Lot  015  in 
Assessor's  Block  0543  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2008.01.31.3732,  proposing  to  raise  the  building  approximately  1.5'  to 
provide  for  a  3-car  garage  and  to  construct  a  full-height  rear  addition  at  the  3-unit,  3-story 
residence  located  within  an  RH-3  (Residential,  House,  Three-Family)  District  and  a  40-X 
Height/Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
application. 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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1:30  PM 

o     ,    J    *  OCT  1  7  2008 

Regular  Meeting 

SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery&sfciov. org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (41 5)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 
6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr  Carlton  B  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Nonega  and  the  F  Line  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  atwww.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1.  2008.0881  D  (S.  PERDUE:  (415)  558-6625) 
2824  FILBERT  STREET  -  north  side  between  Lyon  and  Baker  Streets;  Lot  012  in 
Assessor's  Block  0941  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.1113.8015,  proposing  to  alter  the  front  facade,  to  modify  a  portion 
of  the  roof,  and  to  construct  a  horizontal  addition  in  the  rear  yard  of  the  two-story,  single- 
family  residence  within  an  RH-1  (Residential,  House,  Single-Family)  District  and  a  40-X 
Height/Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
application. 

(Continued  from  Regular  Meeting  of  October  2,  2008) 
(Proposed  for  Continuance  to  November  13,  2008) 

2.  2007.1 147T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  ARTICLES  10  AND  11  AND  ADDING  A  NEW  SECTION  309.3  OF 
THE  PLANNING  CODE  -  Ordinance  introduced  by  Mayor  Newsom  amending 
Articles  10  and  11  and  adding  a  new  Section  309.3  of  the  Planning  Code, 
contingent  on  voter  approval  in  the  November  4,  2008  general  election  of  the 
proposed  Charter  amendment  creating  an  Historic  Preservation  Commission,  to 
provide  additional  criteria  for  Planning  Commission  review  of  Historic  Preservation 
Commission  decisions,  to  provide  for  Section  309  review  at  the  discretion  of  the  Planning 
Department  Director  of  certain  projects  requiring  Certificates  of  Appropriateness  under 
Article  10  of  the  Planning  Code,  and  to  create  a  rebuttable  presumption  of  compatibility 
for  certain  projects  requiring  Certificates  of  Appropriateness  under  Article  10  of  the 
Planning  Code;  adopting  findings,  including  environmental  findings  and  findings  required 
by  Section  101.1  of  the  Planning  Code. 

Preliminary  Recommendation:  Pending 
(Proposed  for  Continuance  to  November  6,  2008) 

3a.       2007.1383EKVX  (J.  MILLER:  (415)  558-6344) 

474  NATOMA  STREET  -  north  side  between  Sixth  and  Mary  Streets,  a  through-lot  to 
Minna  Street  -  Review  under  Planning  Code  Section  309  of  new  construction  of  a  four-  to 
nine-story,  85-foot-tall,  all-affordable  residential  building  containing  approximately  55 
ownership  dwelling  units  and  14  off-street  parking  spaces,  requiring  the  granting  of 
exceptions  for  rear-yard  area  and  building  bulk,  on  Lot  101  in  Assessor's  Block  3725,  in  a 
C-3-S  (Downtown  Support  Commercial)  District  and  a  120-F  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  November  13,  2008) 

3b.       2007.1383EKVX  (J.  MILLER:  (415)  558-6344) 

474  NATOMA  STREET  -  north  side  between  Sixth  and  Mary  Streets,  a  through-lot  to 
Minna  Street  -  Request  for  Variance  of  dwelling-unit-exposure  standards  (Planning  Code 
Section  140)  and  usable  open  space  standards  (Planning  Code  Section  135)  in 
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conjunction  with  the  construction  of  a  new  55-unit  residential  building,  on  Lot  101  in 

Assessor's  Block  3725,  in  a  C-3-S  (Downtown  Support  Commercial)  District  and  a  120-F 

Height  and  Bulk  District. 

Preliminary  Recommendation:  Grant. 

(Proposed  for  Continuance  to  November  13,  2008) 

4.  2006.0070T  (C.  NIKITAS:  (415)  558-6306) 
LEGISLATION  TO  CONTROL  THE  LOSS  OF  DWELLING  UNITS  -  Code 
Implementation  Document  -  Proposed  procedures  and  criteria  to  implement  newly- 
adopted  Code  Section  317  requiring  Planning  Commission  hearings  for  the  removal  of 
certain  dwelling  and  live-work  units.  The  document  also  sets  numerical  criteria,  some  of 
which  are  subject  to  administrative  adjustment  in  response  to  changing  economic 
conditions. 

Preliminary  Recommendation:  Adoption 

(Continued  from  Regular  Meeting  of  September  25,  2008) 

(Proposed  for  continuance  to  November  20,  2008) 

5.  2008.0739TZ:  (L.  LANGLOIS:  (415)  575-9083 
INDIA  BASIN  INDUSTRIAL  PARK  -  an  area  generally  bounded  by  Cargo  Way  to  the 
north,  Jennings  Street  to  the  east,  the  southern  property-lines  of  the  parcels  facing 
Galvez  or  Fairfax  Streets  on  their  south  sides  to  the  south,  and  Third  Street  to  the  west. 
Assessor's  Block/Lots  5203/023,  025,  035,  037,  038,  040,  041,  043,  045,  055,  058,  060, 
061;  Block  /  Lots:  4579/019,  023,  024,  025,  026,  030,  031;  Block/  Lots:  4602A/016;  Block/ 
Lots:  5235/012,  015;  Block/  Lots:  5236./017,  018;  Block/  Lots:  5237/012,  013,  014,  015, 
01 5A,  033,  034,  035,  036,  037,  038,  039;  Block/  Lots:  5239/024,  025;  Block/  Lots: 
5240/041,  042,  043;  Block/  Lots:  5241/005,  006,  007,  009,  010,  012,  013,  017,  018; 
Block/  Lots:  5242/001,  002,  007,  031;  Block/  Lots:  5253/001,  036;  Block/  Lots:  5254/  020, 
021,  030,  032,  036,  037  Proposal  to  establish  interim  policies  for  the  India  Basin 
Industrial  Park.  The  India  Basin  Industrial  Park  Redevelopment  Area  will  expire  January 
20,  2009.  In  anticipation  of  this  expiration,  interim  policies  are  being  proposed  that  would 
bridge  the  sun  setting  of  land  use  controls  under  the  Redevelopment  Plan  to  the 
establishment  of  permanent  controls  under  the  Planning  Code.  These  anticipated  new 
controls  would  maintain  the  existing  industrial  uses  and  nonresidential  activities,  provide 
for  future  employment  opportunities,  and  help  to  prevent  future  land  use  conflicts. 
Blocks  4570,  5203,  and  5236  are  within  M-2  (Heavy  Industrial)  Use  Districts.  Blocks 
5237,  5239,  and  5240  and  within  M-1  (Light  Industrial)  Use  Districts.  The  portions  of 
blocks  4602A,  and  5254  that  are  within  the  subject  area  are  within  M-1  (Light  Industrial) 
Use  Districts.  Block  5235  are  partially  within  an  M-2  Use  District  and  an  M-1  Use  District. 
The  entire  subject  area  is  within  a  65-J  Height  and  Bulk  District  and  within  the  India  Basin 
Industrial  Park  Redevelopment  Area. 

Preliminary  Recommendation:  Approval 
(Proposed  for  Indefinite  Continuance) 

B.         CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

6a        2007.0670CV  (C.  JAROSLAWSKY:  (415)  558-6348) 

701  PORTOLA  AVENUE  -  south  side  of  Portola  Drive,  on  the  southeast  corner  of  the 
intersection  with  Fowler  Avenue,  Block  2901 C,  Lot  001  -  Request  for  Conditional  Use 
Authorization,  pursuant  to  Planning  Code  Sections  121  and  703,  to  allow  development 
on  a  lot  greater  than  5,000  square  feet,  a  use  size  greater  than  3,000  square  feet  and  a 
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formula  retail  use.  The  proposal  is  to  demolish  an  existing  automobile  service  station  and 
construct  a  new  10,000  square  foot  Walgreens,  relocating  from  689  Portola  Drive.  The 
property  is  located  within  the  NC-1  (Neighborhood  Commercial,  Cluster)  District  with  26- 
X  height  and  bulk  and  within  the  Miraloma  Heights  area  of  San  Francisco. 
Preliminary  Recommendation:  Approval  with  Conditions. 

6b.       2007.0670CV  (C.  JAROSLAWSKY:  (415)  558-6348) 

701  PORTOLA  DRIVE  -  south  side  of  Portola  Drive,  on  the  southeast  corner  of  the 
intersection  with  Fowler  Avenue,  Block  2901 C,  Lot  001-  Request  for  Variance  to  allow 
an  exception  from  retail  parking  provisions  pursuant  to  Planning  Code  Section  151  to 
allow  the  new  construction  of  a  retail  building  without  required  parking  spaces  and 
Planning  Code  Section  134  to  allow  a  reduced  rear  yard.  The  property  is  located  within 
the  NC-1  (Neighborhood  Commercial,  Cluster)  District  with  26-X  height  and  bulk  and 
within  the  Miraloma  Heights  area  of  San  Francisco. 

7.  2008.01 79C  (C.  JAROSLAWSKY:  (415)  558-6348) 
4222  18TH  STREET  -  north  side  of  18th  Street,  between  Collingwood  and  Diamond 
Streets,  Block  2648,  Lot  017  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Section  161(j)  to  convert  the  existing,  on-site  garage  area  of  a  two-unit, 
mixed-use  building  to  a  commercial/retail  space.  The  property  is  within  the  Castro  Street 
Neighborhood  Commercial  District  and  a  40-X  height  and  bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions. 

8.  2008.0956C  (C.  JAROSLAWSKY:  (415)  558-6348) 
4128  24th  STREET  -  the  north  side  of  24th  Street,  between  Diamond  and  Castro  Streets, 
Block  2831,  Lot  009  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Section  728  to  convert  the  existing,  ground  floor  office  space  to  a  full- 
service  restaurant,  totaling  approximately  350  square  feet  (dba  "Noe  Soup:).  The  full 
service  restaurant  would  employ  two  persons  and  operate  from  11:00  a.m.  to  7:00  p.m. 
six  days  a  week.  The  property  is  within  the  24th  Street  -  Noe  Valley  Neighborhood 
Commercial  and  a  40-X  height  and  bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions. 

9.  2008.0686C  (E.  WATTY:  (415)  558-6620) 
3931-3933  -  24™  STREET  -  south  side  between  Sanchez  and  Noe  Streets;  Lot  035  in 
Assessor's  Block  6508  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Section  303,  1610),  728.52,  and  790.116,  to  allow  the  construction  of  one 
new  dwelling-unit  with  no  off-street  parking,  and  to  allow  a  personal  service  on  the 
second  floor  in  the  24th  Street  -  Noe  Valley  Neighborhood  Commercial  District  and  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 

10.  2008.1033C  (E.  OROPEZA:  (415)  558-6381) 
59  30TH  STREET  (AKA  801  SAN  JOSE  AVENUE)  -  on  the  southeast  corner  of  San 
Jose  Avenue  and  30th  Street  and;  Lot  044  in  Assessor's  Block  6660  -  Request  for 
Conditional  Use  Authorization  pursuant  to  Planning  Code  Section  303,  to  amend  a 
Condition  of  Approval  placed  upon  the  property  per  Planning  Commission  Motion  No. 
16968,  all  within  the  RH-2  (Residential  House,  Two-Family)  District,  The  Mission  Street 
Fast-food  Subdistrict  and  a  40-X  height  and  Bulk  District.  The  existing  restaurant,  dba 
"Stefanos  Restaurant,"  proposes  the  addition  of  a  Type  41,  Beer  and  Wine  License  to  the 
subject  property. 

Preliminary  Recommendation:  Approval  with  conditions. 

11.  2008.0426C  (E.  OROPEZA:  (415)  558-6381) 
3166-3170  23RD  STREET  -  between  Shotwell  Street  and  South  Van  Ness  Avenue;  Lot 
022  in  Assessor's  Block  3638  -  Request  for  Conditional  Use  Authorization  to  allow  the 
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continuation  of  the  nonconforming  uses  located  at  3166-3170  23rd  Street  pursuant  to 
Planning  Code  Section  185(e),  all  within  the  RH-3  (Residential  House,  Three-Family) 
District  and  a  40-X  height  and  Bulk  District.  The  project  proposes  the  offices  of  "Dawson 
and  Clinton"  and  an  art  gallery  within  the  subject  building. 
Preliminary  Recommendation:  Approval  with  conditions 

C.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

12.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

D.  DIRECTOR'S  REPORT 

13.  Director's  Announcements 

14.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

E.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

F.  1.      REGULAR  CALENDAR 

15.  (A.  KEIFER:  (415)  575-9065) 
UPPER  MARKET  COMMUNITY  VISION  AND  RECOMMENDATIONS  (FURTHER 
IMPLEMENTATION  OF  THE  MARKET  &  OCTAVIA  AREA  PLAN  FUNDAMENTAL 
DESIGN  PRINCIPLES)  -  The  San  Francisco  Planning  Department  has  published  two 
documents  for  the  Upper  Market  Corridor,  they  are  the  "Upper  Market  Community  Vision 
and  Recommendations"  and  the  "Upper  Market  Development  Design  Guidelines  ".  The 
plan  area  generally  includes  properties  fronting  Market  Street  between  Octavia  Boulevard 
on  the  east  and  Castro  Street  on  the  west. 

Prior  to  initiating  community  workshops,  the  Department  and  its  consultant  team  explored 
existing  conditions  in  the  neighborhood.  The  Department  conducted  outreach  meetings 
with  representatives  of  the  Castro  and  nearby  neighborhood  organizations.  The 
Department  held  three  community  workshops.  The  themes  of  the  workshops  focused  on: 
1  )  Community  Vision  (September  2007);  2.)  Community  Design  Framework  (October 
2007),  and  3.)  Design  Strategies  (December  2007).  The  outcome  of  the  workshops  are 
two  documents  that  contains  a  program  for  public  realm  improvements  and  design 
guidelines  for  private  development  that  incorporate  the  identity,  character,  economic  and 
social  composition  of  the  Upper  Market  area  and  its  surrounding  neighborhoods 

The  documents  respond  to  physical,  social,  and  economic  conditions  in  the  Project  area, 
and  establish  a  plan  for  public  and  private  improvements  in  the  Project  Area.  The  Upper 
Market  Community  Vision  and  Recommendations  document  identifies  existing  physical, 
infrastructure  and  economic  conditions  in  the  Upper  Market  neighborhood,  considers 
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historical  context  and  identifies  key  neighborhood  assets,  challenges  and  opportunities  to 
revitalize  the  neighborhood.  It  includes  an  Urban  Design  Framework  section  that: 
describes  planning  strategies  that  may  be  used  to  guide  urban  design  improvements 
along  the  upper  Market  Street  corridor.  The  Upper  Market  Community  Vision  and 
Recommendations  document  also  proposes  improvements  to  the  public  realm,  including 
public  spaces,  sidewalks,  and  plazas. 

The  Upper  Market  Development  Design  Guidelines  incorporates  principles  that  may  be 
used  to  guide  design  character  for  new  buildings,  and  provides  an  overview  of  the  steps 
that  may  be  taken  to  achieve  neighborhood  improvements. 

These  two  documents: 

•Identifies  the  community's  five  highest  priority  public  infrastructure  improvement  projects, 
•Actions  that  neighborhood  residents,  business  owners  and  community  organizations 
may  take  to  support  improvements,  and 

•The  Upper  Market  Development  Design  Guidelines  outlines  design  guidelines  that  may 
be  used  by  both  developers  and  city  planners 

•The  Upper  Market  Community  Vision  and  Recommendations  also  identifies  potential 
funding  sources  for  street  and  sidewalk  improvements. " 

Preliminary  Recommendation:  Acknowledgement  of  the  Upper  Market  Community  Vision 
and  Recommendations  and  Endorsement  of  the  Upper  Market  Development  Design 
Guidelines." 

16.  2008.10471  (A.  RODGERS:  (415)  558-6395) 
REQUIREMENT  OF  CONDITIONAL  USE  AUTHORIZATION  FOR  ANY  PERMIT 
APPLICATION  TO  REMOVE  DWELLING  UNITS.  BOARD  FILE  NO.  081088.  This 
Ordinance  introduced  by  Supervisor  McGoldrick  would  amend  Ordinance 
amending  the  Planning  Code  by  amending  Section  317  to  require  Conditional  Use 
authorization  for  any  elimination  of  existing  dwelling  units  through  mergers,  conversions, 
or  demolitions  of  residential  units;  making  environmental  findings;  and  findings  of 
consistency  with  the  City's  General  Plan  and  Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Disapproval. 

17.  2008.1103T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  PLANNING  CODE  SECTION  209.9:  CONDITIONAL  USE 
REQUIREMENT  FOR  FORMULA  RETAIL  USES  IN  RC-3  &  RC-4  ZONING  DISTRICTS 
[BOARD  FILE  NO.  08-08-12321  -  Ordinance  introduced  by  Supervisor  McGoldrick 
amending  San  Francisco  Planning  Code  Section  209.9  to  require  a  Conditional  Use 
Authorization  for  all  formula  retail  uses  in  the  Residential-Commercial  RC-3  &  RC-4 
Zoning  Districts;  and  adopting  findings,  including  environmental  findings  and  findings  of 
consistency  with  the  General  Plan  and  the  Priority  Policies  of  Planning  Code  Section 
101.1. 

Preliminary  Recommendation:  Approval 

18.  2008.1057T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  PLANNING  CODE  SECTION  226  TO  REQUIRE  THAT  STEAM  OR 
FOSSIL-FUEL  POWER  PLANTS  IN  M-1  AND  M-2  ZONING  DISTRICTS  OBTAIN  A 
CONDITIONAL  USE  AUTHORIZATION  fBoard  File  No.  08-0696  -  Ordinance 
introduced  by  Supervisor  Maxwell  that  would  amend  Planning  Code  Section  226  to 
require  that  steam  or  fossil-fuel  power  plans  in  M-1  and  M-2  zoning  districts  obtain 
conditional  use  authorization;  adding  Section  226.1  requiring  additional  findings; 
amending  the  Administrative  Code  to  add  Chapter  29A  to  require  the  Board  of 
Supervisors  consider  the  criteria  of  the  Planning  Code  Section  226.1(c)  prior  to  taking 
City  fossil  fuel  power  plan  approval  actions;  making  findings  of  consistency  with  the 
General  Plan  and  the  Priority  Policies  of  Planning  Code  Section  101.1. 
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Preliminary  Recommendation:  Approval  with  Modifications. 
(Continued  from  the  Regular  Meeting  of  October  16,  2008) 

19        2008.1096T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

AMENDMENTS  TO  PLANNING  CODE  SECTION  803.6:  PROHIBITION  OF  FORMULA 
RETAIL  USES  IN  CHINATOWN  MIXED  USE  DISTRICTS  [BOARD  FILE  NO.  08-12341  - 
Ordinance  introduced  by  Supervisor  Peskin  amending  San  Francisco  Planning 
Code  Section  803.6  to  prohibit  formula  retail  uses  in  the  Chinatown  Mixed  Use 
Districts  (Sections  810.1,  811.1,  and  812.1)  and  amending  Section  803.2  to  refer  to 
this  prohibition;  and  adopting  findings,  including  environmental  findings  and  findings  of 
consistency  with  the  General  Plan  and  the  Priority  Policies  of  Planning  Code  Section 
101.1. 

Preliminary  Recommendation:  Approval  with  Modifications 

20.  2008.0987D  (A.  BEN-PAZI:  (415)  575-9077) 
652  KEARNY  STREET  -  east  side  between  Clay  and  Commercial  Streets,  Lot  036  in 
Assessor's  Block  0227  -  Staff-Initiated  Discretionary  Review  of  Building  Permit 
Application  No.  2008.03.05.6385,  proposing  a  7-Eleven  store  in  the  ground  floor  of  an 
existing  two-story  commercial  building  in  the  Chinatown  Community  Business  District  and 
a  50-N  Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  DR  and  disapprove  the  project 
(Continued  from  Regular  Meeting  of  September  25,  2008) 

21.  2007.1481C  (M.  SMITH:  (415)  558-6322) 
4035-4037  18™  STREET  -  south  side  of  18th  Street,  between  Noe  and  Hartford  Streets, 
Lot  082  in  Assessor's  Block  3583  -  Request  for  Conditional  Use  Authorization 
pursuant  to  Planning  Code  Section  161(j)  to  allow  two  dwelling  units  on  the  property 
without  off-street  parking  in  a  Neighborhood  Commercial  District.  The  proposal  is  to 
remove  the  one  existing  off-street  parking  space  and  add  a  dwelling  unit  by  constructing 
a  vertical  and  rear  horizontal  addition  on  a  mixed-use  building.  The  resulting  building 
would  have  three  stories  of  occupancy,  full  lot  coverage  at  the  ground  floor,  two  dwelling 
units,  one  ground  floor  commercial  space,  and  no  off-street  parking.  The  property  is 
located  within  the  Castro  NCD  (Neighborhood  Commercial  District)  and  a  40-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  October  2,  2008) 

22a.      2005.1018EKVX  (J.  MILLER:  (41 5)  558-6344) 

570  JESSIE  STREET  -  north  side,  cul-de-sac  end  west  of  Sixth  Street  -  Review  under 
Planning  Code  Section  309  of  new  construction  of  an  eight  story  75-foot-tall,  residential 
building  containing  approximately  47  dwelling  units,  23  off-street  parking  spaces  and 
three  car-share  spaces,  requiring  the  granting  of  exceptions  for  rear-yard  area  and  off- 
street  parking,  on  Lot  086  in  Assessor's  Block  3703,  in  a  C-3-G  Downtown  General 
Commercial)  District  and  a  120-F  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  conditions. 

23b      2005.1 01 8EKVX  (J.  MILLER:  (415)  558-6344) 

570  JESSIE  STREET  -  north  side,  cul-de-sac  end  west  of  Sixth  Street  -  Request  for 
Variance  of  projections  over  streets  and  alleys  (Planning  Code  Section  136(c))  and 
dwelling-unit  exposure  (Planning  Code  Section  140)  in  conjunction  with  the  construction 
of  a  new  47-unit  residential  building,  on  Lot  086  in  Assessor's  Block  3703,  in  a  C-3-G 
(Downtown  General  Commercial)  District  and  a  120-F  Height  and  Bulk  District. 
Preliminary  Recommendation:  Grant. 
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G.1 .      PUBLIC  COMMENT  ON  AN  AGENDA  ITEM  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 


At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 

H.1       CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 


24.       2007.0206E  (V.  WISE:  (415)  575-9049) 

1  LA  AVANZADA  STREET/SUTRO  TOWER  DIGITAL  TELEVISION  Project  - 
CERTIFICATION  OF  FINAL  ENVIRONMENTAL  IMPACT  REPORT  (EIR).  The  proposed 
project  would  involve  conversion  of  the  television  antennas  on  Sutro  Tower  from  the 
current  combination  of  analog  and  digital  to  an  all-digital  system.  Project  components 
would  include:  1)  replacement  of  nine  existing  analog  main  antennas  at  the  top  of  Sutro 
Tower  with  no  more  than  five  digital  main  antennas;  2)  structural  upgrades  to  the  tower  to 
enable  the  tower  to  meet  Building  Code  wind  resistance  requirements  for  an  "essential 
facility"  and  to  accommodate  the  placement  of  new  digital  television  equipment  on  the 
tower;  3)  removal  of  four  digital  main  television  antennas;  4)  removal  of  nine  analog 
auxiliary  television  antennas  and  installation  of  three  digital  auxiliary  antennas;  5) 
alteration,  replacement,  or  addition  of  small  ancillary  and  accessory  antennas  and 
equipment  associated  with  the  operation  of  Sutro  Tower  broadcasters;  and  6)  addition  of 
auxiliary  equipment,  and  electrical,  elevator,  and  public  safety  improvements  associated 
with  the  proposed  project.  The  project  would  result  in  an  overall  net  reduction  of 
approximately  14  television  antennas,  from  22  to  8  antennas.  There  would  be  no 
expansion  of  the  tower  itself  or  the  ancillary  buildings  at  the  base  of  the  tower.  The 
project  site  is  located  at  Assessor's  Block  2724  Lot  003,  in  an  RH-1(D)  zoning  district  and 
a  40-X  Height  and  Bulk  district. 

Preliminary  Recommendation:  Certify  the  Final  Environmental  Impact  Report 

Note:  The  public  review  period  for  the  Draft  Environmental  Impact  Report  ended  at 

5:00  pm,  July  1,  2008.  The  Planning  Commission  does  not  conduct  public  review 

of  Final  EIRs.  Public  comments  on  the  certification  may  be  presented  to  the 

Planning  Commission  during  the  Public  Comment  portion  of  the  Commission 

calendar. 


F.2.      REGULAR  CALENDAR 


25.       2007.0206D  (R.  CRAWFORD:  (415)  558-6358) 

SUTRO  TOWER,  1  AVANZADA  STREET  AKA  250  PALO  ALTO  DRIVE)  -  Assessor's 
Block  2724  Lot  003  -  Mandatory  Discretionary  Review  of  Building  Permit  Application 
No.  2007  1220  0972  to  replace  the  existing  analog  television  antennas  on  Sutro  Tower 
with  digital  television  antennas  and  add  14  new  panel  antennas  for  wireless  data 
services.  The  total  number  of  television  antennas  at  Sutro  Tower  would  be  reduced  from 
22  to  8  at  the  SUTRO  TOWER  Broadcast  facility.  This  project  lies  within  the  RH-1, 
Residential  House,  One  Family  District  and  within  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  Approve  with  Conditions. 

G.2.      PUBLIC  COMMENT  ON  AN  AGENDA  ITEM  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes. 
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H.2.      CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 


26        2006  0460E  (S.  JONES:  (41 5)  575-9034) 

690  STANYAN  STREET  -  Certification  of  Final  Environmental  Impact  Report.  The 

proposed  project  would  include:  (1)  demolition  of  the  existing  24-foot-high,  23,600-sq.ft. 
retail  building  and  removal  of  the  existing  42-space  parking  lot;  and  (2)  construction  of  a 
four-story,  1 15,400-sq.ft.  building  with  a  34,400-sq.ft.  ground-floor  Whole  Foods  grocery 
store  and  62  residential  units,  and  a  3-level,  176-space  subterranean  garage.  The  0.8- 
acre  project  site  (Assessor's  Block  1228/Lots  005-006)  is  on  the  northeast  corner  of  the 
intersection  of  Haight  and  Stanyan  Streets  in  the  Haight  Ashbury  neighborhood.  The  site 
is  in  the  Haight  Street  Neighborhood  Commercial  zoning  district  (Haight  NCD)  and 
divided  between  the  40-X  and  50-X  height  and  bulk  districts.  The  proposed  project  would 
require  a  Conditional  Use  Authorization  for  a  Planned  Unit  Development  (PUD) 
addressing  height,  unit  exposure,  open  space,  rear  yard,  parking,  building  on  a  parcel 
larger  than  5,000  sq.ft.,  and  a  commercial  use  larger  than  2,500  sq.ft. 

Preliminary  Recommendation:  Certify  the  Final  Environmental  Impact  Report 

Note:  The  public  review  period  for  the  Draft  Environmental  Impact  Report  ended  at 
5:00  pm,  March  10,  2008.  The  Planning  Commission  does  not  conduct  public 
review  of  Final  EIRs.  Public  comments  on  the  certification  may  be  presented  to  the 
Planning  Commission  during  the  Public  Comment  portion  of  the  Commission 
calendar. 


F.3.      REGULAR  CALENDAR 


27.       2006.0460EC  (J.  IONIN:  (415)  558-6309) 

690  STANYAN  STREET  -  northeast  corner  at  Haight  Street,  Assessor's  Block  1228,  Lots 
005  and  006  -  Consideration  of  Adoption  of  CEQA  Findings  and  Request  for 
Conditional  Use  Authorization  for  a  Planned  Unit  Development  under  Planning  Code 
Sections  303  and  304  is  required  for  the  demolition  of  a  vacant  24-foot-high,  23,600 
square  foot  retail  building  (formerly  occupied  by  Cala  Foods  grocery)  and  removal  ofthe 
existing  42-space  surface  parking  lot;  and  construction  of  a  four-story,  approximately 
115,400  square  foot  building  with  an  approximately  34,400  square  foot  Whole  Foods 
grocery  store  on  the  ground-floor  with  62  residential  units  above,  and  a  three-level,  176- 
space  subterranean  garage.  The  project  lies  within  the  Haight  Street  Neighborhood 
Commercial  District,  the  Haight  Alcoholic  Beverage  Special  Use  Subdistrict,  and  within  a 
40-X  and  a  50-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions  and  Modifications 

7:00  p.m. 

NOTE:  Items  listed  below  may  be  considered  after  7:00  p.m.  but  cannot  be  heard  or  considered  before  7:00 
p.m. 


28.        2007.1380D  (A.  STARR:  (415)  558-6362) 

3512  CLAY  STREET  -  north  side  between  Locust  and  Laurel  Streets,  Lot  005  in 
Assessor's  Block  0995  -  Staff-Initiated  Discretionary  Review  of  Building  Permit 
Application  No.  2007.05.24.2211  proposing  to  add  a  basement  garage  by  removing  a 
portion  of  the  rounded  bay  on  the  left  side  of  the  front  facade  and  excavating  an  area  of 
the  front  setback  of  the  existing  three-story,  single-family  residence  in  an  RH-1 
(Residential,  House,  Single-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  Deny  the  Project. 
(Continued  from  Regular  Meeting  of  October  2,  2008) 


Notice  of  Mcetine  and  Calendar 


Pave  10 


San  Francisco  Planning  Commission 


Thursday,  October  23.  2008 


29.       2008.0982D  (A.  STARR:  41 5-558-6362) 

2967  PINE  STREET  -  south  side  between  Lyon  and  Baker  Streets;  Lot  030  in  Assessor's 
Block  1047-  Request  for  Discretionary  Review  of  Building  Permit  Application  No. 
2008.04.11.9498  proposing  to  add  vertical  and  horizontal  additions  to  this  two-story 
single-family  building  in  an  RH-2  (Residential,  House,  2-Family)  District  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve 
(Continued  from  Regular  Meeting  of  October  2,  2008) 

30a.     2007.0676D  (E.WATTY:  (415)558-6620) 

270  GRANADA  AVENUE  -  east  side  between  Ocean  and  Holloway  Avenues,  Lot  046  in 
Assessor's  Block  6942  -  Mandatory  Discretionary  Review  pursuant  to  Planning  Code 
Section  317,  of  Building  Permit  Application  No.  2007.04.24.9480,  proposing  the 
demolition  of  a  one-story,  single-family  dwelling,  located  in  a  RH-2  (Residential,  House, 
Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
demolition. 

(Continued  from  Regular  Meeting  of  October  2,  2008) 

30b.      2008.0752D  (E.WATTY:  (415)  558-6620) 

270  GRANADA  AVENUE  -  east  side  between  Ocean  and  Holloway  Avenues,  Lot  046  in 
Assessor's  Block  6942  -  Mandatory  Discretionary  Review  pursuant  to  Planning  Code 
Section  317,  of  Building  Permit  Application  No.  2007.04.24.9487,  proposing  the 
construction  of  a  new  three-story,  two-family  dwelling,  located  in  a  RH-2  (Residential, 
House,  Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the  new 
construction  as  proposed. 

(Continued  from  Regular  Meeting  of  October  2,  2008) 

31a.     2007.0684DV  (P.  LAVALLEY:  (415)  575-9084) 

260  RIPLEY  STREET  -  south  side  between  Alabama  Street  and  Peralta  Avenue;  Lot  053 
in  Assessor's  Block  5550  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.07.09.6311,  proposing  to  construct  a  two-story  over  basement 
horizontal  addition  at  the  rear,  two-story  over  basement  addition  at  front,  and  extend 
existing  dormers  of  a  two-story  over  basement,  single-family  dwelling  within  an  RH-2 
(Residential,  House,  Two-Family)  District,  40-X  Height  and  Bulk  District,  and  within  the 
Bernal  Heights  Special  Use  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  project  as 
modified 

(Continued  from  Regular  Meeting  of  October  2,  2008) 

31b.      2007.0684DV  (P.  LAVALLEY:  (415)  558-9084) 

260  RIPLEY  STREET  -  south  side  between  Alabama  Street  and  Peralta  Avenue;  Lot  053 
in  Assessor's  Block  5550  -  Request  for  Variance  pursuant  to  Section  242  of  the 
Planning  Code  from  off-street  parking  to  construct  a  two-story  over  basement  horizontal 
addition  at  the  rear,  two-story  over  basement  addition  at  front,  and  extend  existing 
dormers  of  a  two-story  over  basement,  single-family  dwelling  within  an  RH-2  (Residential, 
House,  Two-Family)  District,  40-X  Height  and  Bulk  District,  and  within  the  Bernal  Heights 
Special  Use  District. 

(Continued  from  Regular  Meeting  of  October  2,  2008) 

I.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
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item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 
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1:30  PM 

Special  Meeting  OCT  2  4  2008 

_    .A   t  ^  .  t.    p  _ .  SAN  FRANCISCO 

President:  Christina  R.  Olague  p(  irrarv 

Vice-President:  Ron  Miguel  ruBLlo  LlbnAK  Y 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery&sfQOv.orp 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1 )  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Plannins  Commission 


Thursday.  October  30,  2008 


1:30  PM 


ROLL  CALL: 


President: 

Vice-President: 

Commissioners: 


Christina  R.  Olague 
Ron  Miguel 

Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A. 


SPECIAL  CALENDAR 


1. 


(D.  DWYER  (415)  575-9031) 


BICYCLE  PLAN  ENVIRONMENTAL  IMPACT  REPORT  -  Informational  item  to  discuss 
current  status  of  environmental  review  for  the  Bicycle  Plan  -  The  Director  of 
Planning  will  lead  this  discussion  on  a  monthly  basis  until  the  certification  of  the  Bicycle 
Plan  EIR.  The  Municipal  Transportation  Agency  Board  is  also  holding  concurrent  monthly 
briefings  on  the  status  of  the  Bicycle  Plan. 

2.        2005.01 59E  (D.  SOKOLOVE:  (415)  575-9046) 

WATER  SYSTEM  IMPROVEMENT  PROGRAM  (WSIP)  -  San  Francisco  Public  Utilities 
Commission  (SFPUC)  Service  Area:  Alameda,  Santa  Clara,  San  Francisco,  San  Joaquin, 
San  Mateo,  Stanislaus,  and  Tuolumne  Counties  -  Informational  Presentation  and 
Certification  of  Final  Environmental  Impact  Report.  The  Planning  Commission  will 
consider  certifying  the  Final  Program  EIR  for  the  WSIP.  The  WSIP  is  proposed  to 
increase  the  reliability  of  the  regional  water  system,  which  provides  drinking  water  to 
2.4  million  people  in  San  Francisco,  San  Mateo,  Santa  Clara,  Alameda,  and  Tuolumne 
Counties.  The  WSIP  is  a  program  to  implement  the  service  goals  and  system 
performance  objectives  established  by  the  SFPUC  for  the  regional  water  system  in  the 
areas  of  water  quality,  seismic  reliability,  delivery  reliability,  and  water  supply.  The  WSIP 
would  implement  a  proposed  water  supply  option,  modify  system  operations,  and 
construct  a  series  of  facility  improvement  projects.  The  Planning  Department  and  the 
SFPUC  will  provide  information  to  the  Planning  Commission  about  the  proposed  WSIP 
and  Program  Environmental  Impact  Report  (PEIR).  The  public  comment  period  for  the 
PEIR  extended  from  June  29,  2007  through  October  15,  2007. 
Preliminary  Recommendation:  Certify  the  PEIR 


Adjournment: 
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SAN  FRANCISCO 
PLANNING  COMMISSION 

Notice  of  Meeting 
& 

Calendar 

Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  November  6,  2008  D0CUments  dept 
1:30  PM 

Regular  Meeting  0CT  3  2008 

SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

  Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.avery&sfciov.  org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 


San  Irancisco  Planning  Commission 


Thursday.  November  6  ,  2008 


days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www.  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (41 5)  554-7724,  by  fax  at  (41 5)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1 )  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  v/ith  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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San  Francisco  Planning  Commission 


Thursday,  November  6  ,  2008 


1:30  PM 


ROLL  CALL: 


President: 

Vice-President: 

Commissioners: 


Christina  R.  Olague 
Ron  Miguel 

Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


616  DIVISADERO  STREET  -  east  side  between  Hayes  and  Grove  Streets,  Lot  002J  in 
Assessor's  Block  1202  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  303,  711.11  and  711.21  to  allow  development  of  a  lot  greater 
than  9,999  square  feet  and  to  allow  non-residential  uses  greater  than  3,999  square  feet 
for  the  alteration  and  re-use  of  an  existing  building  (the  vacant  Harding  Theater)  into  four 
commercial  spaces  and  for  the  new  construction  of  a  five-story,  eight-unit  building 
fronting  Hayes  Street  within  the  NC-2  (Small-Scale  Neighborhood  Commercial)  District, 
the  Divisadero  Street  Alcohol  Restricted  Use  District  and  a  65-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  September  25,  2008) 
(Proposed  for  Continuance  to  November  13,  2008) 

1b.       2005.091 1CV  (G.  CABREROS:  (415)  558-6169) 

616  DIVISADERO  STREET  -  east  side  between  Hayes  and  Grove  Streets,  Lot  002J  in 
Assessor's  Block  1202  -  Request  for  Rear  Yard  and  Dwelling  Unit  Exposure 
Variances  from  Planning  Code  Sections  134  and  140  to  allow  the  new  construction  of  a 
five-story,  eight-unit  residential  building  fronting  Hayes  Street  (1278  Hayes  Street) 
proposing  a  15-foot  rear  yard  where  a  25-percent  rear  yard  measuring  29  feet  is  required. 
Four  units  would  face  onto  the  proposed  reduced  rear  yard  and  therefore  do  not  meet  the 
dwelling  unit  exposure  requirement.  The  proposed  residential  building  is  within  the  NC-2 
(Small-Scale  Neighborhood  Commercial)  District,  the  Divisadero  Street  Alcohol 
Restricted  Use  District  and  a  65-A  Height  and  Bulk  District. 
(Continued  from  Regular  Meeting  of  September  25,  2008) 
(Proposed  for  Continuance  to  November  13,  2008) 

2.         2008.0939Z  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

401-421  SHIELDS  STREET  -  southwest  corner  at  Ramsell  Street,  Lots  001,  046,  047, 
048  in  Assessor's  Block  7074  -  The  Planning  Commission  will  consider  a  Planning 
Code  Map  Amendment  pursuant  to  Planning  Code  Section  302  and  306.3  that  would 
include:  (1)  rezoning  Block  7074  /  Lots  001,  046,  047,  and  048  from  P  (Public  Use)  to 
RH-1  (Residential,  Single-Family)  on  Planning  Code  Map  Sheet  ZN12.  The  proposed 
Ordinance  is  before  the  Commission  so  that  it  may  recommend  adoption,  rejection,  or 
adoption  with  modifications  to  the  Board  of  Supervisors,  and  adopt  findings,  including 
environmental  findings  and  findings  of  consistency  with  the  General  Plan  and  the  Priority 
Policies  of  Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Approval. 
(Continued  from  Regular  Meeting  of  October  16,  2008) 
(Proposed  for  Continuance  to  November  20,  2008) 


1a. 


2005.091 1CV 


(G.  CABREROS:  (415)  558-6169) 
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3.  2008.0988CV  (A.  BEN-PAZI:  (415)  575=9077) 
335  OAK  STREET  (AKA  230  LILY  STREET)  -  south  side  between  Octavia  and  Laguna 
Streets,  Lot  025  in  Assessors  Block  0839  -  Request  for  1)  Conditional  Use 
Authorization  to  allow  dwellings  at  a  density  ratio  exceeding  one  dwelling  unit  per  400 
square  feet  of  lot  area  and  2)  Variance  from  usable  open  space  requirements,  within  an 
RTO  (Residential,  Transit-Oriented  Neighborhood)  Zoning  District  and  a  40-X  Height  and 
Bulk  District.  There  are  two  existing  six-unit  residential  buildings  at  the  project  site,  with  a 
total  of  12  dwelling  units.  The  proposed  project  would  create  two  new  dwelling  units  in  the 
basement  of  each  existing  residential  building,  for  a  total  of  four  new  dwelling  units.  No 
physical  expansion  of  the  building  is  proposed.  The  existing  buildings  do  not  provide  the 
Usable  Open  Space  required  for  the  existing  and  proposed  new  dwelling  units  at  the 
project  site.  The  Zoning  Administrator  will  consider  the  request  for  Variance  from  Usable 
Open  Space  requirements  concurrently  with  the  Planning  Commission's  consideration  of 
the  conditional  use  authorization  at  this  same  hearing. 

Preliminary  recommendation:  Approval  with  Conditions. 
(Proposed  for  Continuance  to  November  20,  2008) 

4.  (L.  SCOTT:  (415)  558-6317) 
CODE     ENFORCEMENT     PRIORITIES     UPDATE-     Review         of  history, 
accomplishments,  challenges  of  Planning  Code  Enforcement  work,  report  on  survey 
to  neighborhood  organizations  and  public  on  code  enforcement  issues,  proposed 
update  to  Code  Enforcement  Priorities. 

(Continued  from  October  16,  2008) 

(Proposed  for  Continuance  to  December  18,  2008) 

5a.       2008.0614D  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  The  proposal  is  to  demolish  an  existing  two-family  dwelling 
and  construct  a  new  three-family  dwelling.  Planning  Code  Section  317  requires 
Mandatory    Discretionary    Review    of    Demolition    Permit    Application  No. 
2007.03.21.6793  to  demolish  an  existing  two-family  dwelling. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  October  16,  2008) 
(Proposed  for  Indefinite  Continuance) 

5b.       2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.   Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  of  units  in  association  with  demolition. 
Planning  Code  Section  317  requires  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.03.21.6789  for  the  new  construction  of  a  three-family  dwelling  in 
association  with  the  demolition. 
(Continued  from  Regular  Meeting  of  October  16,  2008) 
(Proposed  for  Indefinite  Continuance) 

5c        2007.0040DV  (B.  FU:  (415)  558-6613) 

1366  SAN  BRUNO  AVENUE  -  west  side,  between  24th  and  25th  Streets;  Lot  007  in 
Assessor's  Block  4263,  in  a  RH-3  (Residential,  Three-Family  House)  District  with  a  40-X 
Height  and  Bulk  Designation.  Planning  Code  Section  317  requires  Mandatory 
Discretionary  Review  for  the  new  construction  a  three-family  dwelling  in  association 
with  demolition  Front  setback,  rear  yard,  and  off-street  parking  Variances  are  required 
and  will  be  considered  by  the  Zoning  Administrator. 
(Continued  from  Regular  Meeting  of  October  16,  2008) 
(Proposed  for  Indefinite  Continuance) 
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B.        COMMISSIONERS'  QUESTIONS  AND  MATTERS 


Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 


C.        DIRECTOR'S  REPORT 


7.        Director's  Announcements 


8.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

9.  2007.01 89D  (C.  JAROSLAWSKY:  (415)  558-6348) 
337  LISBON  STREET  -  Informational  Update  -  The  Commission  took  Discretionary 
Review  of  Permit  #2006.05.02.0421  at  its  hearing  of  September  4,  2008  and  required 
that  the  replacement  structure  be  modified  to  provide  a  gable  roof  instead  of  a  flat  roof, 
and  that  the  final  plans  include  the  identification  of  finish  materials  and  colors  be 
submitted  for  review  by  the  Commission. 

Preliminary  Recommendation:  Review  Only.  No  Action  Required. 

10.  (C.  NIKITAS:  (415)  558-6306) 
UPDATE  ON  THE  DIRECTOR'S  BULLETIN  FOR  APPLICATION  PROCESSING 
PRIORITY  POLICY  -  Informational  Update  on  recent  changes  governing  the  order  and 
priority  of  the  review  of  Planning  Applications,  as  modified  by  revised  Director's  Bulletin 
2006-02. 


D.        GENERAL  PUBLIC  COMMENT  -  15  MINUTES 


At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 


E.        REGULAR  CALENDAR 


2007.1 147T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

AMENDMENTS  TO  ARTICLES  10  AND  11  AND  ADDING  A  NEW  SECTION  309.3  OF 
THE  PLANNING  CODE  -  Ordinance  introduced  by  Mayor  Newsom  amending 
Articles  10  and  11  and  adding  a  new  Section  309.3  of  the  Planning  Code, 
contingent  on  voter  approval  in  the  November  4,  2008  general  election  of  the 
proposed  Charter  amendment  creating  an  Historic  Preservation  Commission,  to 
provide  additional  criteria  for  Planning  Commission  review  of  Historic  Preservation 
Commission  decisions,  to  provide  for  Section  309  review  at  the  discretion  of  the  Planning 
Department  Director  of  certain  projects  requiring  Certificates  of  Appropriateness  under 
Article  10  of  the  Planning  Code,  and  to  create  a  rebuttable  presumption  of  compatibility 
for  certain  projects  requiring  Certificates  of  Appropriateness  under  Article  10  of  the 
Planning  Code;  adopting  findings,  including  environmental  findings  and  findings  required 
by  Section  101.1  of  the  Planning  Code. 
Preliminary  Recommendation:  Pending. 
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(Continued  from  Regular  Meeting  of  October  23,  2008) 

2008.11671  (A.  RODGERS:  (415)  558-6395) 

CONDITIONAL  USE  AUTHORIZATION  FOR  NEW  DEVELOPMENT  IN  THE  BERNAL 
SOUTH  SLOPE  AREA  BOARD  FILE  NO.  081247  -  This  Ordinance  introduced  by 
Supervisor  Ammiano  would  amend  Section  242  to  require  conditional  use 
authorization  for  new  development  in  the  Bernal  South  Slope  Area  including  Block 
5810,  lots  016,  017,  and  020  to  023;  Block  5811,  lots  023  to  028;  Block  5825,  lots  007  to 
015;  Block  5826,  lots  002,  003,  005  to  011,  and  013  to  016;  Block  5827,  lots  007  to  011 
and  016  to  022;  and  Block  5828,  lots  004  to  010;  adopting  findings,  including 
environmental  findings  and  findings  of  consistency  with  the  priority  policies  of  Planning 
Code  Section  101.1  and  the  General  Plan. 
Preliminary  Recommendation:  Approval. 

2008. 1 1 03T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

AMENDMENTS  TO  PLANNING  CODE  SECTION  209.9:  CONDITIONAL  USE 
REQUIREMENT  FOR  FORMULA  RETAIL  USES  IN  RC-3  &  RC-4  ZONING  DISTRICTS 
[BOARD  FILE  NO.  08-08-12321  -  Ordinance  introduced  by  Supervisor  McGoldrick 
amending  San  Francisco  Planning  Code  Section  209.9  to  require  a  Conditional  Use 
Authorization  for  all  formula  retail  uses  in  the  Residential-Commercial  RC-3  &  RC-4 
Zoning  Districts;  and  adopting  findings,  including  environmental  findings  and  findings  of 
consistency  with  the  General  Plan  and  the  Priority  Policies  of  Planning  Code  Section 
101.1. 

Preliminary  Recommendation:  Approval 

(Continued  from  Regular  Meeting  of  October  23,  2008) 


14.  (J.  NAVARRETE:  (415)  575-9040) 

BI-COUNTY  TRANSPORTATION  STUDY  -  Informational  -  The  San  Francisco  County 
Transportation  Authority,  in  partnership  with  several  agencies  from  San  Mateo  and  San 
Francisco,  is  leading  a  Bi-County  Transportation  Study  to  evaluate  the  potential 
transportation  improvements  needed  to  address  anticipated  land  use  growth  on  both 
sides  of  the  county  line.  The  partner  agencies  are  conducting  this  study  as  a  way  to 
evaluate  comprehensively  the  regional  transportation  impacts  of  the  pending  proposals 
for  significant  new  development  in  the  Bi-County  area  and  to  develop  a  list  of  regional 
transportation  investments  that  can  support  this  growth. 

15        2006.1294E:  (D.  LEWIS:  (415)  575-9095) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  in 
Assessor  s  Block  3715  -  Appeal  of  Preliminary  Mitigated  Negative  Declaration  for  a 

project  proposing  the  demolition  of  an  existing  two-story  office  building  and  construction 
of  a  new  123-foot-tall,  10-story  building  containing  approximately  50,000  gross  square 
feet  of  office  space  and  about  700  square  feet  of  retail  use  on  the  ground  floor.  Parking 
for  14  cars  would  be  provided  with  a  mechanical  stacker  system  at  the  ground  floor, 
accessed  from  Steuart  Street.  The  project  is  located  in  a  C-3-0  (Downtown  Office 
Commercial)  Use  District  and  an  84-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  October  23,  2008) 


16        2006  1294BKMXZ  (K.  GUY:  (41 5)  558-6163) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessor  s  Block  3715  -  Determination  of  Compliance  under  Planning  Code  Section 
309  (the  Downtown  Plan),  with  exceptions  to  the  requirements  for  "Freight  Loading 
Maneuvering"  and  "Reduction  of  Ground-Level  Wind  Currents  in  C-3  Districts".  The 
proposed  project  is  to  demolish  an  existing  office  building  and  the  construct  a  new  10- 
story  over  basement  building  containing  approximately  50,000  square  feet  of  office  uses, 
approximately  850  square  feet  of  retail  space,  and  approximately  14  parking  spaces.  The 
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project  site  is  located  within  the  C-3-0  Zoning  District,  and  the  84-X  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Disapproval 
(Continued  from  Regular  Meeting  of  October  16,  2008) 

17.  2006.0432E  (R.  COOPER:  (415)  575-9027) 
299  VALENCIA  STREET  -  Assessor's  Block  3532,  Lot  014,  on  the  block  bounded  by 
Valencia,  14th,  Clinton  Park,  and  Stevenson  Streets,  in  the  Mission  District  -  Appeal  of 
Preliminary  Mitigated  Negative  Declaration.  The  proposed  project  would  include 
demolition  of  the  existing  paved  parking  lot,  a  222  square  foot  office  shed  and  a  billboard, 
and  construction  of  a  five-story  residential  building  with  36  dwelling  units,  4,917  square 
feet  of  ground  floor  retail  and  30  off-street  parking  spaces  accessed  via  Valencia  Street. 
The  site  is  in  the  NCT-3  (Moderate  Scale  Neighborhood  Commercial  Transit)  zoning 
district  and  a  50-X  height  and  bulk  district.  The  project  would  require  a  Conditional  Use 
Authorization. 

(Continued  from  Regular  Meeting  of  October  2,  2008) 

18.  2006.0432CV  (C.  TEAGUE:  (415)  575-9081) 
299  VALENCIA  STREET  -  northeast  corner  of  intersection  with  14th  Street,  Lot  014  in 
Assessor's  Block  3532  -  Request  for  Conditional  Use  Authorization  and  to  obtain  a 
Variance  pursuant  to  Planning  Code  Sections  121.1,  134,  135,  140,  151.1,  and  303  for  a 
large-lot  mixed-use  development  providing  the  maximum  permissible  amount  of  off-street 
parking  in  a  NCT-3  (Moderate  Scale  Neighborhood  Commercial  Transit  District)  and  a 
50-X  Height  and  Bulk  District.  The  site  is  currently  used  for  surface  parking.  The  proposal 
is  to  construct  a  5-story,  approximately  55  feet  tall,  mixed-use  building  with  ground  floor 
commercial  space,  36  dwelling  units,  and  30  off-street  parking  spaces.  The  project  would 
not  meet  the  minimum  requirements  for  rear  yard,  open  space,  and  exposure. 
Preliminary  Recommendation:  Approval  with  Conditions 

(Continued  from  Regular  Meeting  of  October  2,  2008) 


19.  2007.1269C  (B.  BENDIX:  (415)  575-9089) 
3398  22nd  STREET  -  northeast  corner  at  Guerrero  and  22nd  Streets,  Lot  028  in 
Assessor's  Block  3617  -  Request  for  Conditional  Use  (CU)  authorization  pursuant  to 
Planning  Code  Sections  145.2,  303  and  710.26  to  legalize  a  walk-up  facility  (ATM),  dba 
"Swipe  USA",  that  is  not  recessed  3-feet  from  the  property  line,  in  an  NC-1 
(Neighborhood  Commercial  Cluster)  Zoning  District  with  an  40-X  Height  and  Bulk 
designation. 

Preliminary  Recommendation:  Pending 

(Continued  from  Regular  Meeting  of  October  16,  2008) 

20.  2006.0144E  (B.  BOLLINGER:  (415)  575-9024) 
651  DOLORES  STREET  SECOND  CHURCH  OF  CHRIST.  SCIENTIST  -  Assessor's 
Block  3598  Lot  28  -  Public  Hearing  on  the  Draft  Environmental  Impact  Report.  The 

project  site  is  a  single,  15,000-square-foot  parcel,  between  20th  and  Cumberland  Streets, 
across  Dolores  Street  from  Dolores  Park  in  the  Dolores  Heights  neighborhood.  The 
Second  Church  of  Christ,  Scientist,  the  project  sponsor,  proposes  the  demolition  of  the 
existing  church  structure,  an  un-reinforced  masonry  building  (National  Register  Status 
Code  3S,  Here  Today  historic  resource  survey)  on  the  site  and  construction  of  a  new 
approximately  9,000  square  foot  church  building,  13,400  square  feet  of  residential  use  (8 
units)  and  12,200  square  feet  of  parking  (31  spaces).  The  proposed  residential  structures 
would  be  three-  and  four-stories,  with  a  height  of  40  feet  above  grade.  The  new  two-story 
church  building  would  include  a  10.5-foot-high  cupola  atop  a  double-height  worship  area 
on  the  second  story.  Including  the  cupola,  the  church  would  reach  about  51  feet  in  height 
above  grade.  The  proposed  project  also  includes  a  lot  split  which  would  divide  the 
existing  lot  into  two  residential  lots  of  approximately  4,000  square  feet,  each,  and  a 
single,  corner  lot  of  approximately  6,800  square  feet  for  the  new  church  building.  The 
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project  site  is  within  an  RH-3  (Residential,  House,  Three-Family)  district,  and  within  a  40- 
X  Height  and  Bulk  District  Written  comments  will  be  accepted  at  the  Planning 
Department's  offices  until  the  close  of  business  on  November  17,  2008. 

Preliminary  Recommendation:  No  Action  Required 

21a      2004.1059EMIZU  (K.  MCGEE:  (415)  558-6367) 

BALBOA  PARK  STATION  AREA  PLAN-  encompasses  the  entirety  or  portions  of  43 
Assessor's  Blocks  including  those  the  parcels  fronting  Ocean  Avenue  between  Manor 
Drive  and  San  Jose  Avenue,  the  Balboa  Reservoir,  City  College  of  San  Francisco's 
Ocean  Avenue  Campus,  Balboa  Park,  the  Balboa  Park  BART/MUNI  station,  and  the 
MTA's  Green  Yard,  Upper  Yard,  and  Geneva  Yard.  The  Plan  Area  includes  the  following 
Assessor's  Blocks  and  parcels:  AB  3179/  10,  11,  12,  14;  AB  3180/  1,  3;  AB  3191/  10;  AB 
3196/4,  5,  6,  10,  11,  17,  28,  29;  AB  3197/6,  7,  8,  10;  AB  3198/11,  12,  13,  14,  15,  16;  AB 
3199/  17;  AB  3212/  23,  23A,  23B,  23E;  AB  3279/  12,  12A;  AB  3280/  18;  AB  3281/  20B, 
20C,  20D,  20E,  35,  36,  37,  38,  39,  40,  41,  42,  43,  44,  45,  46,  47,  48,  49,  50,  51,  52,  53, 
54,  55,  56;  AB  3282/  27,  27A,  27B,  28,  29,  30,  31,  32,  33,  34,  35,  36,  37,  38,  39,  40;  AB 
3283/  87,  124,  125,  126,  127,  128,  129,  130,  131,  132,  133,  134,  135,  136,  137,  138, 
139,  140,  141,  142,  143,  144,  145,  146,  147,  148,  149,  150,  151,  152,  153,  154,  155, 
156,  157,  158,  159,  160,  161,  162,  163,  164,  165,  166,  167,  168,  169,  170,  171,  172, 
173,  174,  175,  176,  177,  178,  179,  180,  195,  197,  198,  199,  200,  201,  202,  203,  204, 
205,  206,  207,  208,  209,  210,  211,  212,  213,  214,  215,  216,  217,  218,  219,  220,  221, 
222;  AB  6915/  1,  17,  18,  19,  20,  22,  24,  25,  27,  29,  32,  34,  34A,  35,  36,  37;  AB  6933/  32, 
34,  35,  40;  AB  6934/  1,  1A,  22,  25,  27;  AB  6935/  1,  20,  21,  26,  27;  AB  6936/  1,  10,  11, 

12,  13,  14,  15,  16,  17;  AB  6941/  58,  59,  60,  61,  62,  63,  64,  65A,  68;  AB  6942/  50,  54,  55, 
58;  AB  6943/  49,  54;  AB  6944/  1,  40,  43,  44,  46,  47,  48,  49,  50,  51,  52,  53,  54,  55,  56, 
57;  AB  6945/  34,  35,  36,  41,  43,  45;  AB  6946/  1,  30,  32,  33,  34,  35,  36,  37,  51,  53,  55, 
57,  58,  59,  61;  AB  6947/  1,  1A,  1B,  1C,  1D,  1E,  1F,  1G,  2,  2A,  2B,  2C,  2D,  2E,  3A,  3B,  8, 
9,  10,  16,  17,  18,  19;  AB  6948/  12A,  12C,  12E,  12F,  22,  23,  26,  27,  28;  AB  6949/  9,  11, 

13,  15;  AB  6950/4;  AB  6962/6,  6B,  6C,  6D,  6E,  6F,  7;  AB  6964/  7,  8,  9,  9A,  10,  11,  12, 
13,  13A,  14,  25,  27;  AB  6972/  19,  36;  AB  6973/  34,  37,  38,  39;  AB  6974/  1,  1A,  1B,  1C, 
19,  24,  25,  26;  AB  6975/  1,  1A,  2,  2A,  23,  24,  24A,  24B;  AB  6976/  1,  8A,  9,  10,  11,  12, 
13,  16;  AB  7026/  3,  11,  12,  13;  AB  7027A/  9,  10;  AB  7027B/  17,  19,  35,  36. 
Consideration  of  adoption  of  a  Resolution  of  Intention  to  initiate  amendments  to 
the  General  Plan,  Planning  Code  and  Zoning  Map  related  to  approval  of  the  Balboa 
Park  Station  Area  Plan,  pursuant  to  Planning  Code  Sections  302(b)  and  340(c).  ).  This 
hearing  will  also  include  an  Informational  Presentation  on  the  Balboa  Park  Station 
Area  Plan  and  its  related  proposed  Planning  Code  and  Zoning  Map  Amendments. 
The  Balboa  Park  Station  Area  Plan  articulates  a  holistic  vision  for  the  area  by  promoting 
transit,  and  bicycle  use  and  pedestrian  friendly  environments;  by  strengthening  and 
encouraging  vibrant  neighborhood-serving  commercial  areas;  by  providing  and 
maintaining  community  facilities  and  open  space  to  ensure  neighborhood  livability;  and 
by  increasing  both  the  supply  and  variety  of  housing  for  residents.  The  project  requires 
several  actions  by  the  Planning  Commission  and  the  Board  of  Supervisors,  including 
conforming  amendments  to  the  General  Plan,  Planning  Code  and  Zoning  Map.  The 
following  Planning  Commission  actions  are  proposed  at  this  public  hearing: 

21b       2004.1059EMTUZ  (K.  MCGEE:  (415)  558-6367) 

BALBOA  PARK  STATION  AREA  PLAN  -  Pursuant  to  San  Francisco  Charter  Section 
4.105,  Planning  Code  §  340(c)  and  §  306.3,  consideration  of  adopting  Resolution  of 
Intention  to  Initiate  amendments  to  the  San  Francisco  General  Plan,  including  adding  a 
new  area  plan,  the  Balboa  Park  Station  Area  Plan,  and  including  various  amendments  to 
the  General  Plan,  including  the  Transportation  and  Recreation  and  Open  Space 
Elements  related  to  the  Balboa  Park  Station  Area  Plan.  At  the  hearing,  the  Planning 
Commission  may  consider  adopting  a  Resolution  of  Intention  to  initiate  amendments  to 
the  General  Plan,  and  schedule  a  public  hearing  to  consider  adopting  the  proposed 
General  Plan  amendment. 
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Preliminary  Recommendation:  Approval 

21c.      2004.1059EMIUZ  (K.  MCGEE:  (415)  558-6367) 

BALBOA  PARK  STATION  AREA  PLAN  -  Pursuant  to  Planning  Code  §  302(c)  and  § 
306.3,  consideration  of  a  Resolution  of  Intention  to  initiate  amendments  to  the  Planning 
Code.  The  amendments  would  bring  the  Planning  Code  regulations  governing  the  Balboa 
Park  Station  area  into  consistency  with  the  General  Plan,  as  proposed  to  be  amended  to 
include  the  Balboa  Park  Station  Area  Plan.  The  proposed  amendments  would  change 
some  standards  currently  established  by  the  Planning  Code,  including  but  not  limited  to 
those  related  to  land  use,  height  and  bulk,  building  design,  density,  and  parking.  In 
general,  proposed  Planning  Code  text  amendments  will  a)  establish  two  new  zoning 
districts;  and  b)  make  related  revisions  to  existing  sections  of  the  Planning  Code 
necessary  to  implement  the  General  Plan  as  proposed  to  be  amended  pursuant  to 
adoption  of  the  Balboa  Park  Station  Area  Plan.  Amendments  to  the  Planning  Code 
include  revisions  to  the  Planning  Code  adding  Sections;  328. Balboa  Park  Community 
Improvements  Fund,  343. Balboa  Park  Station  Area  Plan  Monitoring  Program, 
733.1.NCT-1-Neighborhood  Commercial  Transit  Cluster  District,  and  737. Ocean  Avenue 
Neighborhood  Commercial  Transit  District,  and  amending  Sections  102.5,  121.1,  121.2, 
121.6,  124,  134,  135,  145.4,  151.1,  155,  201,  607.1,  702.1,  711.1.  Proposed 
amendments  to  the  Planning  Code  can  be  viewed  at 
http://www.balboa.betterneighborhoods.org#schedule. 
Preliminary  Recommendation:  Approval. 

21d.  2004.1059EMTUZ 

BALBOA  PARK  STATION  AREA  PLAN  -  Pursuant  to  Planning  Code  §  302(c)  and  § 
306.3,  consideration  of  a  Resolution  of  Intention  to  Initiate  amendments  to  the  Zoning 
Map  of  the  San  Francisco  Planning  Code,  amending  sheets  ZN11,  ZN12,  HT11,  HT12, 
and  SU12.  Zoning  Map  Sheet  ZN12  will  reclassify  the  following  properties  to  an  Ocean 
Avenue  NCT  District: 

3180001,3180003,3191010,3196004,3196005,3196006,3196010,3196011,3196017,319 
6028,3196029,3197006,3197007,3197008,3197010,3198011,3198012,3198013,691503 
4A,3198014,3198015,3198016,3199017,3279012,3279012A,3280018,3281020B,328102 
0C,3281020D,3281020E,3281035,3281036,3281037,3281038,3281039,3281040,32810 
41,6915037,3281042,3281043,3281044,3281045,3281046,3281047,3281048,3281049,3 
281050,3281051, 3281052,3281053, 3281054,3281055, 3281056,3282027,3282027A,328 
2027B,3282028,3282029,3282030,3282031,3282032,3282033,3282034,3282035,32820 
36,3282037,3282038,3282039,3282040,3283087,3283124,3283125,3283126,3283127,3 
283128,3283129,3283130,3283131,3283132,3283133,3283134,3283135,3283136,3283 
137,3283138,3283139,3283140,3283141,3283142,3283143,3283144,3283145,3283146, 
3283147,3283148,3283149,3283150,3283151,3283152,3283153,3283154,3283155,328 
3156,3283157,3283158,3283159,3283160,3283161,3283162,3283163,3283164,328316 
5,3283166,3283167,3283168,3283169,3283170,3283171,3283172,3283173,3283174,32 
83175,3283176,3283177,3283178,3283179,3283180,3283195,3283197,3283198,32831 
99,3283200,3283201,3283202,3283203,3283204,3283205,3283206,3283207,3283208,3 
283209,328321 0,328321 1 ,328321 2,328321 3,3283214,328321 5,3283216,328321 7,3283 
218,3283219,3283220,3283221,3283222,6915001,6915017,6915018,6915019,6915020, 
691 5022,691 5024,691 5025,691 5027,691 5029,691 5032,691 5034,691 5035,691 5036,693 
3032,6933034,6934001A,6933035,6933040,6934001,6934022,6934025,6934027,69350 
01 ,6935020,6935021 ,6935026,6935027,6936001 ,693601 0,693601 1 ,6936012,693601 3,6 
936014,6936015,6936016,6936017,6941058,6941059,6941060,6942050,6942054,6942 
055,6942058,6943049,6943054,6944001,6944040,6944043,6944044,6945034,6945035, 
6945036,6945041,6945043,6945045,6946030,6944046,6944047,6944048,6944049,694 
4050,6944051 ,6944052,6944053,6944054,6944055,6944056,6944057,6941 061 ,6941 06 
2,6941063,6941064,6941065A,6941068.  Zoning  Map  Sheets  ZN11  and  ZN12  will 
reclassify  the  following  properties  to  an  NCT-1  Zoning  District: 
3212023,3212023A,3212023B,3212023E,6962006B,6962006C,6962006D,6962006E,69 
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62007, 6964007, 6964008, 6964009, 6964009A.696401 0,696401 1,6964012,6964013,6964 
01 3A.6964014, 6964025, 6962006F,  Zoning  Map  Sheets  ZN11  and  ZN12  will  reclassify 
the  following  properties  to  an  NCT-2  District:  6950004,6973038,6973039,  Zoning  Map 
Sheet  HT12  will  reclassify  the  following  properties  to  a  40-X  Height  and  Bulk  District: 
3180001,  6972036,  Zoning  Map  Sheets  HT11  and  HT12  will  reclassify  the  following 
properties  to  a  45-X  Height  and  Bulk  District: 
3191010,3196004,3196005,3196006,3196010,3196011,3196017,3196028,3196029,319 
7006,3197007,3197008,3197010,3198011,3198012,3198013,3198014,3198015,319801 
6,3199017,3212023,3212023A,3212023B,6915037,6915034A,3212023E,3279012,3279 
012A,3280018,3281020B13281020C,3281020D,3281020E,3281035, 3281036, 3281037, 3 
281038,3281039,3281040,3281041,3281042,3281043,3281044,3281045,3281046,3281 
047,3281048,3281049,3281050,3281051,3281052,3281053,3281054,3281055,3281056, 
3282027, 3282027A.3282027B, 3282028, 3282029, 3282030, 3282031, 3282032, 3282033,3 
282034,3282035,3282036,3282037,3282038,3282039,3282040,3283087,3283124,3283 
125,3283126,3283127,3283128,3283129,3283130,3283131,3283132,3283133,3283134, 
3283135,3283136,3283137,3283138,3283139,3283140,3283141,3283142,3283143,328 
3144,3283145,3283146,3283147,3283148,3283149,3283150,3283151,3283152,328315 
3,3283154,3283155,3283156,3283157,3283158,3283159,3283160,3283161,3283162,32 
83163,3283164,3283165,3283166,3283167,3283168,3283169,3283170,3283171,32831 
72,3283173,3283174,3283175,3283176,3283177,3283178,3283179,3283180,3283195,3 
283197,3283198,3283199,3283200,3283201,3283202,3283203,3283204,3283205,3283 
206,3283207,3283208,3283209,3283210,3283211,3283212,3283213,3283214,3283215, 
3283216,3283217,3283218,3283219,3283220,3283221,3283222,6915001,6915017,691 
5018,6915019,6915020,6915022,6915024,6915025,6915027,6915029,6915032,691503 
4,691 5035,691 5036,6933032,6933034,6933035,6933040,6962006F,6934001 , 6934022,6 
934025,6934027,6935001 ,6935020,6935021 ,6935026,6935027,6936001 ,693601 0,6936 
011,6936012,6936013,6936014,6936015,6936016,6936017,6941058,6941059,6941060, 
6950004,6942050,6942054,6942055,6942058,6943049,6943054,6944001,6944040,694 
4043,6944044,6945034,6945036,6945041, 6945043,6945045,6946030,6962006B,69620 
06C,6962006D,6962006E,6962007,6964007,6964008,6964009,6964009A,6964010,696 
401 1,6964012,6964013,6964013A,6964014,6964025,6973038,6973039,6941061, 69410 
62, 6941063, 6941064,6941065A,6941068,6934001A,  Zoning  Map  Sheet  HT12  will 
reclassify  the  following  properties  to  a  55-X  Height  and  Bulk  District:  3180001,  3180003, 
Zoning  Map  Sheet  HT12  will  reclassify  the  following  properties  to  a  65-A  Height  and  Bulk 
District:  3179010,  3180001,  Zoning  Map  Sheet  HT12  will  reclassify  the  following 
properties  to  a  85-B  Height  and  Bulk  District:  6973038,  6973039,  Zoning  Map  Sheet 
SU12  will  reclassify  the  following  properties  to  eliminate  the  Ocean  Avenue  Fast  Food 
Restricted  Used  Subdistrict: 

3180003,3191010,3196004,3196005,3196006,3196010,3196011,3196017,3196028,319 

6029,3197006,3197007,3197008,3197010,3198011, 3198012,319801 3,6915034A,31980 

14, 3198015, 3198016,3199017,3279012, 3279012A,3280018,3281020B,3281020C, 32810 

20D, 3281 020E, 3281 035, 3281 036, 3281 037, 3281038, 3281039, 3281 040, 3281 041, 3281 04 

2,3281043,3281044,3281045,3281046,3281047,3281048,3281049,3281050,3281051,32 

81052, 3281053, 3281054, 3281055,3281056,3282027,3282027A,3282027B,3282028,328 

2029,3282030,3282031,3282032,3282033,3282034,3282035,3282036,3282037,328203 

8,3282039,3282040,3283124,3283125,3283126,3283127,3283128,3283129,3283130,32 

83131,3283132,3283133,3283134,3283135,3283136,3283137,3283138,3283139,32831 

40,3283141,3283142,3283143,3283144,3283145,3283146,3283147,3283148,3283149,3 

283150,3283151,3283152,3283153,3283154,3283155,3283156,3283157,3283158,3283 

159,3283160,3283161,3283162,3283163,3283164,3283165,3283166,3283167,3283168, 

3283169,3283170,3283171,3283172,3283173,3283174,3283175,3283176,3283177,328 

3178,3283179,3283180,3283195,3283197,3283198,3283199,3283200,3283201,328320 

2,3283203,3283204,3283205,3283206,3283207,3283208,3283209,3283210,3283211,32 

83212,3283213,3283214,3283215,3283216,3283217,3283218,3283219,3283220,32832 

21,3283222,6915001,6915017,6915018,6915019,6915020,6915022,6915024,6915025,6 

915027,691 5029,6915032,691 5034,6915035,691 5036.6933032,6933034, 6934001  A.693 
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3035,6933040,6934001,6934022,6934025,6934027,6935020,6935021,6935026,693502 
7,6936001,6936010,6936011,6936012,6936013,6936014,6936015,6936016,6936017,69 
41058,6941059,6941060,6942050,6942054,6942055,6942058,6943049,6943054,69440 
01,6944040,6944043,6944044,6945034,6945035,6945036,6945041,6945043,6945045,6 
946030,6944046,6944047,6944048,6944049,6944050,6944051,6944052,6944053,6944 
054,6944055,6944056,6944057,6941 061 ,6941 062,6941 063,6941 064,6941 065A,6941 06 
8.  At  the  hearing,  the  Planning  Commission  may  consider  adopting  a  Resolution  of 
Intention  to  Initiate  an  amendment  to  the  Zoning  Map  and  schedule  a  public  hearing  to 
consider  adopting  the  proposed  amendment.  Proposed  amendments  to  the  Zoning  Map 
can  be  viewed  at  http://www.balboa.betterneighborhoods.org#schedule. 
Preliminary  Recommendation:  Approval 

22.       2006.1308EMTZRUU  (S.  SHOTLAND:  (415)  558-6308) 

THE  VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  generally  bounded  by  Bayview 
Boulevard  and  Tunnel  Avenue  to  the  north,  Tunnel  Avenue  to  the  East,  the  San 
Francisco/San  Mateo  County  line  to  the  south,  and  the  property  lines  fronting  on 
Bayshore  Boulevard  and  property  lines  of  parcels  fronting  Leland  Avenue  between 
Bayshore  Boulevard  and  Cora  Streets  to  the  west.  The  Redevelopment  Project  Area 
includes  the  following  Assessor's  Blocks  and  parcels: 

AB  5066B  /  03,  04,  04a,  05,  06,  07,  08,  09;  AB  5087/03,  03a,  04,  05;  AB  5099/14; 
AB  5100/02,  03,  07,  10;  AB  5101/ 06,  07;  AB  5102/09,  10,  AB  5107/ 01,  03,  04,  05; 
AB  6237/ 48,  55;  AB  6247/ 02,  03,  04,  05,  06,  07,  08,  09,  10,  11,  12,  13,  14,  15,  16,  17, 
18,  19,42;  AB  6248/ 02,  08,  09,  10,  11,  12,  13,  14,  15,  16,  17,  19,20,21,22,45; 
AB  6249/01,  02,  02A,  12,  13,  14,  15,  16,  17,  18,  19,  20,  21,  22,  23,  24,  25,  26,  27,  28,  29, 
30,  31,  32,  33,  34,  35,  36;  AB  6250  /  01,  17,  18,  19,  20,  21,  22,  23,  24,  28,  29,  30,  31, 
34,  35,  36,  37;  AB  6251/  01,  16,  17,  18,  19,  20,  23;  AB  6252  /  36;  AB  6308/  01,  01A, 
01 D,  02,  02B,  03;  AB  6309B  /  01,  02,  18.  Consideration  of  adoption  of  a  Resolution  of 
Intention  to  initiate  amendments  to  the  General  Plan,  Planning  Code  and  Zoning  Map 
related  to  approval  of  the  Redevelopment  Plan  for  the  Visitacion  Valley  Redevelopment 
Project,  pursuant  to  Planning  Code  Sections  302(b)  and  340(c).  The  Visitacion 
Valley  Redevelopment  Plan  calls  for  a  mixed-use  development  including  residential,  retail 
and  open  space  uses,  including  the  site  for  a  grocery  store  on  the  former  Schlage  Lock 
site,  a  vacant  brownfield  site,  and  limited  infill  development  on  vacant  or  underdeveloped 
lots  fronting  Bayshore  Boulevard  and  Leland  Avenue.  The  project  requires  several 
actions  by  the  Planning  Commission,  the  Redevelopment  Commission  and  the  Board  of 
Supervisors,  including  conforming  amendments  to  the  General  Plan,  Planning  Code  and 
Zoning  Map  of  the  Planning  Code.  The  following  Planning  Commissions  actions  are 
proposed  at  this  public  hearing: 

22a.     2006.1308EMTZ  (S.  SHOTLAND:  (415)  558-6308) 

VISITACION  VALLEY  REDEVELOPMENT  PROJECT  -  Pursuant  to  San  Francisco 
Charter  Section  4.105,  Planning  Code  §  340(c)  and  §  306.3,  consideration  of  adopting 
Resolution  of  Intention  to  Initiate  amendments  to  the  San  Francisco  General  Plan, 
including  amendments  to  the  Arts,  Commerce  and  Industry,  Recreation  and  Open  Space, 
Transportation,  the  Urban  Design  Elements  and  corresponding  revisions  to  the  Land  Use 
Index  of  the  General  Plan,  related  to  the  Visitacion  Valley  Redevelopment  Plan.  At  the 
hearing,  the  Planning  Commission  may  consider  adopting  a  Resolution  of  Intention  to 
initiate  amendments  to  the  General  Plan,  and  schedule  a  public  hearing  to  consider 
adopting  the  proposed  General  Plan  amendment. 
Preliminary  Recommendation:  Approval 

22b.  2006.1308EMJZ  (S.  SHOTLAND:  (415)  558-6308) 
VISITACION  VALLEY  REDEVELOPMENT  PROJECT  -  Pursuant  to  Planning  Code  § 
302(c  )  and  §  306.3,  consideration  of  a  Resolution  of  Intention  to  Initiate  an  amendment 
to  the  San  Francisco  Planning  Code,  adding  Section   of  the  Planning  Code  to 
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establish  the  Schlage  Lock/Visitacion  Valley  Special  Use  District.  At  the  hearing,  the 
Planning  Commission  may  consider  adopting  a  Resolution  of  Intention  to  initiate  an 
amendment  to  the  Planning  Code  that  would  require  all  development  within  the 
Redevelopment  Project  Area  to  be  consistent  with  the  Redevelopment  Plan  and  the 
Visitacion  Valley/Schlage  Lock  Design  for  Development  document  and  schedule  a  public 
hearing  to  consider  the  proposed  amendment. 
Preliminary  Recommendation:  Approval 

22c.      2006.1 308 EMTZ  (S.  SHOTLAND:  (415)  558-6308) 

VISITACION  VALLEY  REDEVELOPMENT  PROJECT  -  Pursuant  to  Planning  Code 
Sections  302(c  ),  and  306.3,  consideration  of  a  Resolution  of  Intention  to  Initiate  an 
amendment  to  the  Zoning  Map  of  the  San  Francisco  Planning  Code,  amending  Sheets 
10SU  classifying  all  property  located  within  the  Visitacion  Valley  Redevelop  Plan  Project 
Area  as  the  Visitacion  Valley  /  Schlage  Lock  Special  Use  District;  and  amending  Sheet 
10H  of  the  Zoning  Map  reclassifying  the  following  properties  from  a  40-X  Height  and 
Bulk)  District  to  a  55-X  (Height  and  Bulk)  District:  AB  6237/48,  66;  AB  6248/  02,  45;  AB 
6249  /  01,  02A,  03,  17,  18,  19,  20,  21,  22,  23;  AB  6308/  01,  01A,  01D,  02,  03,  28;  AB 
6309B/  01,  02,  18.  At  the  hearing,  the  Planning  Commission  may  consider  adopting  a 
Resolution  of  Intention  to  Initiate  an  amendment  to  the  Zoning  Map  and  schedule  a  public 
hearing  to  consider  adopting  the  proposed  amendment. 
Preliminary  Recommendation:  Approval 

23.       2008.0501DDD  (G.  CABREROS:  (415)  558-6169) 

79  -  26th  AVENUE  -  between  Sea  Cliff  Avenue  and  El  Camino  del  Mar;  Lot  008  in 
Assessor's  Block  1305  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.10.27.6264,  proposing  to  construct  a  partial  fourth  floor  and  three- 
story  rear  addition  to  the  existing  three-story,  single-family  residence  within  an  RH-1(D) 
(Residential,  House,  One-Family,  Detached)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  with 
modifications. 

(Continued  from  Regular  Meeting  of  October  16,  2008) 
G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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SAN  FRANCISCO 
President:  Christina  R.  Olague  PUBLIC  LIBRARY  ' 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&.sfaov.  org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau  Call  (41 5)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www  sfgov  org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr  Carlton  B  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-631 8  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice)  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (41 5)  554-7724,  by  fax  at  (41 5)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 


President: 

Vice-President: 

Commissioners: 


Christina  R.  Olague 
Ron  Miguel 

Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A. 


CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may  choose  to 
continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or  to  hear  the  item  on 
this  calendar. 


THE  SAN  FRANCISCO  GENERAL  HOSPITAL  (SFGH)  SEISMIC  COMPLIANCE 
HOSPITAL  REPLACEMENT  PROGRAM  AT  1001  PQTRERO  AVENUE:  BOUNDED  BY 
20TH  STREET  TO  THE  NORTH.  U.S.  HIGHWAY  101  TO  THE  EAST,  23RD  AND  24TH 
STREETS  TO  THE  SOUTH  AND  PQTRERO  AVENUE  TO  THE  WEST,  LOT  001  IN 
Block  4154  -  Conditional  Use  authorization  request  for  a  Planned  Unit  Development 
pursuant  to  Planning  Code  Sections  102.12,  151,  260,  271,  303,  AND  304  to  modify 
where  height  is  measured  and  to  grant  exceptions  to  bulk,  parking,  and  mechanical 
penthouse  coverage  requirements  with  respect  to  a  proposal  to  construct  a  new  7-story- 
over  2-basement-level,  422,000  square-foot,  284-bed  acute  care  hospital  on  Lot  001  in 
Assessor's  Block  4154,  within  the  P  (Public)  District  and  a  105-E  Height  and  Bulk  District. 
The  new  hospital  would  be  constructed  on  the  west  lawn  of  the  SFGH  Campus,  located 
along  Potrero  Avenue,  between  Buildings  20  and  30.  Acute  care  services  currently 
located  in  the  existing  Main  Hospital  (Building  5)  would  be  relocated  to  the  new  hospital, 
and  the  vacated  space  in  the  existing  Main  Hospital  would  be  reused  for  non-acute  care 
medical  and  administrative  uses. 

Preliminary  Recommendation:    Approval  with  Conditions 
(Proposed  for  Continuance  to  November  20,  2008) 

2.  2007.0603CU  (T.  TAM:  (415)  558-6325) 
THE  SAN  FRANCISCO  GENERAL  HOSPITAL  (SFGH)  SEISMIC  COMPLIANCE 
HOSPITAL  REPLACEMENT  PROGRAM  AT  1001  POTRERO  AVENUE:  BOUNDED  BY 
20TH  STREET  TO  THE  NORTH,  U.S.  HIGHWAY  101  TO  THE  EAST.  23RD  AND  24TH 
STREETS  TO  THE  SOUTH  AND  POTRERO  AVENUE  TO  THE  WEST,  LOT  001  IN 
Block  4154  -  Elevator  Penthouse  Height  Exemption  request  to  the  Zoning  Administrator 
pursuant  to  Planning  Code  Section  260(b)(1)(B)  to  allow  construction  of  an  elevator 
penthouse  on  top  of  the  proposed  mechanical  penthouse  of  the  new  7-story-over-2- 
basement-level,  422,000  square-foot,  284-bed  acute  care  hospital  to  comply  with  seismic 
safety  requirements  of  Senate  Bill  1953.  The  proposed  elevator  penthouse  measures 
approximately  22.5  feet  tall  and  34.5  feet  above  the  105  foot  height  limit.  The  SFGH 
Campus,  including  the  proposed  new  hospital  site,  is  in  a  P  (Public)  Use  District  and  a 
105-E  Height  and  Bulk  District. 

Preliminary  Recommendation:   Approval  with  conditions 
(Proposed  for  Continuance  to  November  20,  2008) 

3.  2005.0142E  _  (B.  BOLLINGER:  (415)  575-9024) 
733  27™  AVENUE  -  The  proposed  project  is  located  at  733  27th  Avenue  (Assessor's 
Block  1617,  Lot  003)  in  the  Outer  Richmond  neighborhood.  Appeal  of  a  Preliminary 
Mitigated  Negative  Declaration.  The  existing  two-story  building  is  approximately  1,848 
square  feet  in  size,  23'-9"  in  height,  and  has  one  off-street  parking  space.  The  proposed 
project  would  construct  a  horizontal  addition  that  would  extend  the  existing  building  about 
six  feet  to  the  north  property  line  and  18  feet  west  into  the  rear  yard  and  a  vertical 
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addition  that  would  add  a  third  floor  to  the  existing  building.  The  proposed  horizontal  and 
vertical  additions  would  add  approximately  2,850  square  feet  to  the  existing  1,848- 
square-foot  building  and  would  remain  a  two-unit  residence.  The  proposed  building 
would  be  a  three-story,  approximately  4,698-square-foot  building  with  two  off-street 
parking.  The  project  site  is  within  an  RH-2  (Residential  House,  Two-Family)  zoning 
district  and  within  a  40-X  height  and  bulk  district. 

Preliminary  Recommendation:  Uphold  Preliminary  Mitigated  Negative  Declaration 
(Continued  from  Regular  Meeting  of  September  18,  2008) 
(Proposed  for  Continuance  to  January  22,  2009) 

4.         2007.1355T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

Ordinance  amending  the  San  Francisco  Planning  Code  by  adding  Section  785  to 
establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict  and  to 
amend  Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula 
Retail  Restricted  Use  Subdistrict  [Board  File  No.  07-1561].  Ordinance  introduced  by 
Supervisor  Ammiano  amending  the  San  Francisco  Planning  Code  by  adding  Section  785 
to  establish  the  Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  amending 
Section  703.3  to  prohibit  formula  retail  uses  in  the  Mission/Bernal  Formula  Retail 
Restricted  Use  Subdistrict;  amending  Sectional  Maps  SU  07  and  SU  11  of  the  Zoning 
Map  of  the  City  and  County  of  San  Francisco  to  establish  the  boundaries  of  the 
Mission/Bernal  Formula  Retail  Restricted  Use  Subdistrict;  adopting  finding,  including 
environmental  findings  and  findings  of  consistency  with  the  priority  policies  of  Planning 
Code  Section  101.1  and  the  General  Plan. 
Preliminary  Recommendation:  Approval  with  Modifications 
(Continued  from  Regular  Meeting  of  August  14,  2008) 
(Proposed  for  Indefinite  Continuance) 

5a        2007.0921  D  (A.  STARR:  (415)  558-6362) 

673-675  44th  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587  -  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.09.20.3151  (demolition);  proposing  to  demolish  the  existing  two- 
story,  two-family  dwelling,  subdivide  the  lot  and  construct  two,  four-story,  two-family 
buildings  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  Project 
(Continued  from  Regular  Meeting  of  October  16,  2008) 
(Proposed  for  Continuance  to  December  11,  2008) 

5b        2008.1155D  (A.  STARR:  41 5-558-6362) 

673-675  44th  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587  -  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.09.20.3152  (new  construction);  proposing  to  demolish  the  existing 
two-story,  two-family  dwelling,  subdivide  the  lot  and  construct  two,  four-story,  two-family 
buildings  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  Project 
(Continued  from  Regular  Meeting  of  October  16,  2008) 
(Proposed  for  Continuance  to  December  11,  2008) 

5c        2008.1156D  (A.  STARR:  (41 5)  558-6362) 

673-675  44th  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587  -  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.09.20.3157  (new  construction);  proposing  to  demolish  the  existing 
two-story,  two-family  dwelling,  subdivide  the  lot  and  construct  two,  four-story,  two-family 
buildings  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and 
Bulk  District. 
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Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  Project 
(Continued  from  Regular  Meeting  of  October  16,  2008) 
(Proposed  for  Continuance  to  December  11,  2008) 

5d.       2007.0921  DD  (A.  STARR:  (415)  558-6362) 

673-675  44^  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587  -  Request  for  Discretionary  Review  of  Demolition  Permit 
Application  No.  2007.09.20.3151;  proposing  to  demolish  the  existing  two-story,  two-unit 
building  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve 
(Proposed  for  Continuance  to  December  11,  2008) 

5e.       2008.1213D  (A.  STARR:  (415)  558-6362) 

673-675  44th  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  Nos.  2007.09.20.3152  and  2007.09.20.3157;  proposing  to  construct  two  new, 
four-story,  two-unit  buildings  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a 
40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve 
(Proposed  for  Continuance  to  December  11,  2008) 

B.        CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

6.  2008.0880G  _  _  (A.  HEITTER:  (415)-558-6602) 
608  FOLSOM  STREET  -  north  side  of  Folsom  Street  between  Hawthorne  and  2nd 
Streets,  Assessor's  Block  3735,  Lot  009  -  Consideration  of  adoption  of  a  resolution 
recommending  approval  on  a  proposal  to  change  the  designation  of  the  subject 
property  from  Category  V  (Unrated)  to  Category  III  (Contributory)  per  Article  11  of  the 
Planning  Code.  The  subject  property  is  a  two-story  commercial  structure  constructed  in 
the  Classical  Revival  style  in  1922  by  the  San  Francisco-based  firm  O'Brien  Brothers  for 
real  estate  developer  Louis  Lurie  and  occupied  by  E.R.  Squibb  and  Sons  pharmaceutical 
company  until  1946.  The  property  is  within  a  C-3-S  (Downtown  Support)  District  and  a 
320-I  Height  and  Bulk  District,  and  is  not  within  a  Conservation  District. 

Preliminary  Recommendation:  Approval 

7.  2008.0853C  (A.  PUTRA:  (415)  575-9079) 
1119  TARAVAL  STREET  -  south  side  of  Taraval  Street  between  21st  and  22nd  Avenues, 
Assessors  Block  2404;  Lot  001  -  Requests  for  Conditional  Use  Authorization, 
pursuant  to  Planning  Code  Sections  711.44,  781.1,  and  303  to  establish  a  small,  self- 
service  restaurant  (dba  Yogurt  Go  Go)  in  an  NC-2  (Small  Scale,  Neighborhood 
Commercial)  District,  within  the  Taraval  Street  Restaurant  and  Fast-food  Sub-district,  and 
65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
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8  2008  1083X  (C.  TEAGUE:  (415)  575-9081) 

340  FREMONT  STREET  -  south  side  between  Harrison  and  Folsom  Streets,  Lot  006  in 
Assessor's  Block  3748  -  Request  under  Planning  Code  Sections  309.1  and  827  for 
the  authorization  of  a  change  in  previously  approved  conditions  of  approval  to 

extend  the  performance  period  within  the  RH  DTR  (Rincon  Hill  Downtown  Residential 
Mixed  Use)  District  with  a  85/250-R  Height  And  Bulk  Designation.  The  project  consists  of 
an  approximately  400-foot  tall  residential  building  with  332  dwelling  units  and  up  to  332 
off-street  parking  spaces 

Preliminary  Recommendation:  Approval  with  Conditions 


9a        2007  1383EKXCV  (J.  MILLER:  (41 5)  558-6344) 

474  NATOMA  STREET  -  north  side  between  Sixth  and  Mary  Streets,  a  through-lot  to 
Minna  Street  -  Review  under  Planning  Code  Section  309  of  new  construction  of  a 
four-  to  nine-story,  85-foot-tall,  all-affordable  residential  building  containing 
approximately  55  ownership  dwelling  units  and  14  off-street  parking  spaces,  requiring  the 
granting  of  exceptions  for  rear-yard  area  and  building  bulk,  on  Lot  101  in  Assessor's 
Block  3725,  in  a  C-3-G  (Downtown  General  Commercial)  District  and  a  120-F  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 


9b        2007.1383EKXCV  (J.  MILLER:  (415)  558-6344) 

474  NATOMA  STREET  -  north  side  between  Sixth  and  Mary  Streets,  a  through-lot  to 
Minna  Street  -  Request  for  authorization  of  Conditional  Use  pursuant  to  Planning 
Code  Section  124(f)  for  additional  floor  area  (up  to  an  FAR  of  5.25:1)  above  the  base 
FAR  of  5.0:1  of  floor  area  to  be  devoted  to  affordable  housing  in  conjunction  with  the 
construction  of  a  four-to  nine-story,  85-foot-tall,  all-affordable  residential  building 
containing  approximately  55  ownership  dwelling  units  and  14  off-street  parking  spaces, 
Lot  101  in  Assessor's  Block  3725,  in  a  C-3-G  (Downtown  General  Commercial)  District 
and  a  120-F  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 


9c.        2007.1383CEKXCV  (J.  MILLER:  (415)  558-6344) 

474  NATOMA  STREET  -  north  side  between  Sixth  and  Mary  Streets,  a  through-lot  to 
Minna  Street  -  Request  for  Variance  of  the  dwelling-unit-exposure  standards  (Planning 
Code  Section  140)  and  usable  open  space  standards  (Planning  Code  Section  135)  in 
conjunction  with  the  construction  of  a  new,  55-unit  residential  building,  on  Lot  101  in 
Assessor's  Block  3725,  in  a  C-3-G  (Downtown  General  Commercial)  District  and  a  120-F 
Height  and  Bulk  District. 


10a.      2006.1294BKMXZ  (K.  GUY:  (415)  558-6163) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessor  s  Block  3715  -  Consideration  of  a  Resolution  of  Intent  to  initiate  an 
amendment  to  "Map  5  -  Proposed  Height  and  Bulk  Districts"  within  the  Downtown 
Plan  of  the  General  Plan  to  reflect  the  reclassification  of  height  from  84-X  to  130-X. 
The  proposed  project  is  to  demolish  an  existing  office  building  and  construct  a  new  10- 
story  over  basement  building  containing  approximately  54,290  square  feet  of  office  uses, 
ground  floor  retail  space,  and  no  parking.  The  project  site  is  located  within  the  C-3-0 
Zoning  District,  and  the  84-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approve  draft  Resolution  of  Intention  to  initiate 
amendments  to  the  General  Plan. 


10b       2006  1294BKMXZ  (K.  GUY:  (415)  558-6163) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessors  Block  3715  -  Consideration  of  a  Resolution  of  Intent  to  initiate  an 
amendment  to  Zoning  Map  HT01  to  accommodate  the  reclassification  of  height 
from  84-X  to  130-X.  The  proposed  project  is  to  demolish  an  existing  office  building  and 
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construct  a  new  10-story  over  basement  building  containing  approximately  54,290  square 
feet  of  office  uses,  ground  floor  retail  space,  and  no  parking.  The  project  site  is  located 
within  the  C-3-0  Zoning  District,  and  the  84-X  Height  and  Bulk  District. 
Preliminary   Recommendation:   Approve  draft   Resolution   of  Intention  to  initiate 
amendments  to  the  Zoning  Map. 

C.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

D.  REGULAR  CALENDAR 

11.  (D.  DWYER:  (41 5)  575-9031 ) 
BICYCLE  PLAN  ENVIRONMENTAL  IMPACT  REPORT  -  Informational  item  to  discuss 
current  status  of  environmental  review  for  the  Bicycle  Plan  -  The  director  will  lead 
this  discussion  on  a  monthly  basis  until  the  certification  of  the  Bicycle  Plan  EIR.  The 
Municipal  Transportation  Agency  Board  is  also  holding  concurrent  monthly  briefings  on 
the  status  of  the  Bicycle  Plan. 

12.  2008.1259CTZ  (J.  SWITZKY:  (415)  575-6815) 
4-8  GUY  PLACE  -  Motion  to  Authorize  Allocation  of  up  to  $31,500  from  Rincon  Hill 
Community  Improvements  Fund  for  the  Recreation  and  Parks  Department  to 
Complete  a  Conceptual  Design  Plan  for  the  future  public  open  space  at  4-8  Guy 
Place  (Block/Lot  3749/005)  per  Section  318.6.  As  of  September  2008,  a  total  of 
approximately  $1,240,000  is  available  in  the  Fund,  all  in  the  form  of  Mello-Roos  bond 
proceeds  and  held  in  trust  by  ABAG.  The  subject  property  was  purchased  in  March  2007 
following  approval  by  the  Planning  and  Recreation  and  Parks  Commission  to  expend 
$1,811500  from  the  Fund  for  acquisition  and  $60,000  from  the  Fund  for  the  Recreation 
and  Parks  Department  to  create  a  conceptual  plan  for  improvement  of  the  property  for 
open  space.  Due  to  the  need  for  further  engineering  studies,  landscape  services  and 
public  outreach,  the  Recreation  &  Parks  Department  staff  is  requesting  an  additional 
$31,500  to  complete  the  conceptual  planning  process. 

Preliminary  Recommendation:  Approval 

13.  2008.0980T  (A.  RODGERS:  (415)  558-6395) 
PROVIDING  FOR  A  FIVE  FOOT  SPECIAL  HEIGHT  EXCEPTION  FOR  ACTIVE 
GROUND  FLOOR  USES  IN  NEIGHBORHOOD  COMMERCIAL  DISTRICTS  BOARD 
FILE  NO.  081100  -  This  Ordinance  introduced  by  Supervisor  Sandoval  would 
Section  263.20  to  provide  for  a  special  height  exception  for  ground  floor  uses  in 
the  Neighborhood  Commercial  Districts;  amending  Sections  703.1,  710.1,  711.1, 
712.1,  713.1,  714.1,  715.1,  716.1,  717.1,  718.1,  719.1,  720.1,  721.1,  722.1,  723.1,  724.1, 
725.1,  726.1,  727.1,  728.1,  729.1,  730.1,  731.1,  732.1,  to  refer  to  this  special  height 
exception;  adopting  findings,  including  environmental  findings  and  findings  of  consistency 
with  the  priority  policies  of  Planning  Code  Section  101.1  and  the  General  Plan. 
Preliminary  Recommendation:  Approval 

(Continued  from  the  Regular  Meeting  of  October  16,  2008) 

14.  2005.091 1CVE  (L  KIENKER:  (415)  575-9036) 
616  DIVISADERO  STREET  -  east  side  between  Hayes  and  Grove  Streets,  Lot  002J  in 
Assessor's  Block  1202  -  Appeal  of  Preliminary  Mitigated  Negative  Declaration,  for 
the  proposed  alteration  and  re-use  of  an  existing  building  (the  vacant  Harding  Theater) 
into  four  commercial  spaces  and  for  the  new  construction  of  a  five-story,  eight-unit 
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building  fronting  Hayes  Street  within  the  NC-2  (Small-Scale  Neighborhood  Commercial) 
District,  the  Divisadero  Street  Alcohol  Restricted  Use  District  and  a  65-A  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Uphold  Preliminary  Negative  Declaration 

15a.      2005.0911CV  (G.  CABREROS:  (415)  558-6169) 

616  DIVISADERO  STREET  -  east  side  between  Hayes  and  Grove  Streets,  Lot  002J  in 
Assessor's  Block  1202  -  Request  for  Conditional  Use  Authorization,  pursuant  to 
Planning  Code  Sections  303,  711.11  and  711.21  to  allow  development  of  a  lot  greater 
than  9,999  square  feet  and  to  allow  non-residential  uses  greater  than  3,999  square  feet 
for  the  alteration  and  re-use  of  an  existing  building  (the  vacant  Harding  Theater)  into  four 
commercial  spaces  and  for  the  new  construction  of  a  five-story,  eight-unit  building 
fronting  Hayes  Street  within  the  NC-2  (Small-Scale  Neighborhood  Commercial)  District, 
the  Divisadero  Street  Alcohol  Restricted  Use  District  and  a  65-A  Height  and  Bulk  District. 
Preliminary  Recommendation:  Pending 
(Continued  from  Regular  Meeting  of  November  6,  2008) 

15b.      2005.0911CV  (G.  CABREROS:  (415)  558-6169) 

616  DIVISADERO  STREET  -  east  side  between  Hayes  and  Grove  Streets,  Lot  002J  in 
Assessor's  Block  1202  -  Request  for  Rear  Yard  and  Dwelling  Unit  Exposure 
Variances  from  Planning  Code  Sections  134  and  140  to  allow  the  new  construction  of  a 
five-story,  eight-unit  residential  building  fronting  Hayes  Street  (1278  Hayes  Street) 
proposing  a  15-foot  rear  yard  where  a  25-percent  rear  yard  measuring  29  feet  is  required. 
Four  units  would  face  onto  the  proposed  reduced  rear  yard  and  therefore  do  not  meet  the 
dwelling  unit  exposure  requirement.  The  proposed  residential  building  is  within  the  NC-2 
(Small-Scale  Neighborhood  Commercial)  District,  the  Divisadero  Street  Alcohol 
Restricted  Use  District  and  a  65-A  Height  and  Bulk  District. 
(Continued  from  Regular  Meeting  of  November  6,  2008) 

16.       2007.0128E  (L.  KIENKER:  (415)  575-9036) 

2901  CALIFORNIA  STREET  -  DREW  SCHOOL  ADDITION  -  west  side  of  Broderick 
between  California  and  Pine  Streets,  Lot  Lots  3  and  95  in  Assessor's  Block  1029  - 
Public  Hearing  on  the  Draft  Environmental  Impact  Report,  for  the  project  at  1831- 
1835  Broderick  Street  to  demolish  an  existing  three-unit  residential  building  constructed 
in  1891  and  build  an  approximately  15,604  square-foot  (sq.ft.)  addition  to  the  existing 
Drew  School  at  2901  California  Street,  accommodating  a  three-story  assembly  and 
classroom  wing,  with  no  change  to  off-street  parking,  within  the  RM-1  (Residential, 
Mixed,  Low  Density  District)  and  40-X  Height  and  Bulk  District.  Written  comments  will 
be  accepted  at  the  Planning  Department's  offices  until  the  close  of  business  on 
November  24,  2008. 

Preliminary  Recommendation:  No  Action  Required 

17a.      2006.0826CV  (K.  GUY:  (415)  558-6163) 

1946  POLK  STREET  (AKA  1591  PACIFIC  AVENUE)  -  southeast  corner  at  Pacific 
Avenue,  Lot  024  of  Assessor's  Block  0596  -  Request  for  Conditional  Use  Authorization 
to  allow  development  on  a  lot  exceeding  10,000  square  feet,  to  reduce  parking 
requirements,  and  to  grant  an  exception  to  bulk  requirements.  The  proposed  project  is  to 
demolish  an  existing  1.5-story  retail  building  and  surface  parking  lot  and  construct  a  new 
5-story  mixed-use  building  containing  approximately  39  dwelling  units,  approximately  38 
parking  spaces,  and  approximately  2,300  square  feet  of  ground-floor  retail  space.  The 
project  site  is  located  within  the  Polk  Street  Neighborhood  Commercial  District,  and  a  65-A 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  the  Regular  Meeting  of  October  2,  2008) 
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17b.      2006.0826CV  (K.  GUY:  (415)  558-6163) 

1946  POLK  STREET  (AKA  1591  PACIFIC  AVENUE)  -  southeast  corner  at  Pacific 
Avenue,  Lot  024  of  Assessor's  Block  0596  -  Request  for  a  Modification  of  Rear  Yard 
Requirements  within  a  Neighborhood  Commercial  District.  The  proposed  project  is  to 
demolish  an  existing  1.5-story  retail  building  and  surface  parking  lot  and  construct  a  new 
5-story  mixed-use  building  containing  approximately  39  dwelling  units,  approximately  38 
parking  spaces,  and  approximately  2,300  square  feet  of  ground-floor  retail  space.  The 
project  site  is  located  within  the  Polk  Street  Neighborhood  Commercial  District,  and  a  65- 
A  Height  and  Bulk  District.  The  Zoning  Administrator  will  consider  the  request  for 
modification  of  rear  yard  requirements  concurrently  with  the  Planning  Commission's 
consideration  of  the  conditional  use  authorization  at  this  same  hearing. 
(Continued  from  the  Regular  Meeting  of  October  2,  2008) 

18a.      2007.1259ECKJZ  (S.  VELLVE:  (415)  558-6263) 

1500  PAGE  STREET  -  northwest  corner  of  Page  Street  and  Masonic  Avenue,  Assessor's 
Block  1223,  Lot  004  -  Initiation  of  an  amendment  to  the  Planning  Code  to  add 
Section  249.37  for  the  creation  of  a  Special  Use  District,  the  1500  Page  Street 
Residential  Care  Special  Use  District.  The  proposal  is  to  rehabilitate  and  expand  the 
existing  but  vacant  residential  care  use  by  adding  a  partial  fifth  floor  and  a  required 
egress  stair  within  the  required  rear  yard  of  the  existing  four-story  residential  care  use. 
The  building  would  accommodate  up  to  48  formerly  homeless  residents  of  low  and  very 
low  income  levels.  The  specific  provisions  of  the  proposed  SUD  would  allow  the  following 
exceptions  from  Code  requirements  upon  approval  of  a  Conditional  Use  authorization: 
floor  area  ratio  (FAR),  required  rear  yard  area,  expansion  of  a  non-complying  structure, 
front  setback,  and  off-street  loading  requirement.  The  proposal  is  sponsored  by  a  non- 
profit agency  in  conjunction  with  the  Mayor's  Office  of  Housing.  The  property  is  located 
within  an  RM-1  (Residential,  Mixed,  Low  Density)  Zoning  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Adopt  a  Resolution  of  Intent  to  initiate  amendments  to  the 
Planning  Code  and  Zoning  Maps. 

18b.      2007.1259ECKJZ  (S.  VELLVE:  (415)  558-6263) 

1500  PAGE  STREET  -  northwest  corner  of  Page  Street  and  Masonic  Avenue  in 
Assessor's  Block  1223  and  Lot  004  -  Initiation  of  an  amendment  to  the  Planning  Code 
to  add  Section  263.22  to  create  a  special  height  control  for  the  1500  Page  Street 
Residential  Care  Special  Use  District,  and  allowing  the  maximum  of  the  55-X  Height 
and  Bulk  District  standards  for  the  project  as  described  in  Item  18a. 
Preliminary  Recommendation:  Adopt  a  Resolution  of  Intent  to  initiate  amendments  to  the 
Planning  Code  and  Zoning  Maps. 

18c.      2007.1259ECKTZ  (S.  VELLVE:  (415)  558-6263) 

1500  PAGE  STREET  -  northwest  corner  of  Page  Street  and  Masonic  Avenue  in 
Assessor's  Block  1223  and  Lot  004  -  Initiation  of  an  amendment  to  the  Zoning  Map, 
Sheet  6SU  -  Land  Use  Districts  to  create  and  delineate  the  1500  Page  Street  Special 
Use  District  to  include  the  above-referenced  property  for  the  project  as  described  in  Item 
18a. 

Preliminary  Recommendation:  Adopt  a  Resolution  of  Intent  to  initiate  amendments  to  the 
Planning  Code  and  Zoning  Maps. 

18d.     2007.1259ECKTZ  (S.  VELLVE:  (415)  558-6263) 

1500  PAGE  STREET  -  northwest  corner  of  Page  Street  and  Masonic  Avenue  in 
Assessor's  Block  1223  and  Lot  004  -  Initiation  of  an  amendment  to  the  Zoning  Map, 
Sheet  6H  -  Height  Districts  and  to  change  the  Height  and  Bulk  District  classification  from 
40-X  to  55-X  for  the  project  as  described  in  Item  18a. 

Preliminary  Recommendation:  Adopt  a  Resolution  of  Intent  to  initiate  amendments  to  the 
Planning  Code  and  Zoning  Maps. 
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19a      2005  1066CP  (K.  CONNER:  (41 5)  575-6914) 

2800  SLQAT  BOULEVARD  -  north  side  of  Sloat  Boulevard,  between  46th  and  47th 
Avenues,  Lot  001  in  Assessor's  Block  2515  -  Request  for  a  Conditional  Use 
Authorization  to  allow  a  Planned  Unit  Development  per  Planning  Code  Section  303  and 
304,  for  a  project  proposing  the  demolition  of  three  existing  commercial  buildings  and  a 
34-space  parking  lot,  and  the  construction  of  three  new  mixed-use,  five-story,  60-foot-tall 
buildings  totaling  approximately  120,000  gross  square  feet  (gsf)  over  a  112-space 
subterranean  parking  structure  and  a  one-story  approximately  1,000  gsf  commercial 
building.  The  proposal  is  seeking  an  exception  from  rear  yard  requirements,  and 
authorization  for  lot  and  use  size.  The  project  would  include  56  dwelling  units, 
approximately  23,000  gsf  of  ground-floor  commercial  uses  including  an  open-air  market. 
The  three  existing  commercial  buildings  on  the  project  site  proposed  for  demolition 
include  a  retail  shop  (Aqua  Surf  Shop),  restaurant/cafe  (John's  Ocean  Beach  Cafe),  and 
a  motel  (Robert's  Motel).  The  project  site  is  within  the  NC-2  (Small-Scale  Neighborhood 
Commercial)  zoning  district,  100-A  Height  and  Bulk  district,  and  the  Local  Coastal  Zone 
Permit  Area. 

Preliminary  Recommendation:  Approval  with  Conditions. 

19b.      2005.1066CP  (K.  CONNER:  (415)  575-6914) 

2800  SLOAT  BOULEVARD  -  north  side  of  Sloat,  between  46th  and  47th  Avenues,  Lot 
001  in  Assessor's  Block  2515  -  Request  for  a  Coastal  Zone  Permit  to  allow  a  Planned 
Unit  Development  per  Planning  Code  Section  330  to  demolish  three  existing  commercial 
buildings  and  a  34-space  parking  lot,  and  construct  three  new  mixed-use,  five-story,  60- 
foot-tall  buildings  totaling  approximately  120,000  gross  square  feet  (gsf)  over  a  112- 
space  subterranean  parking  structure  and  a  one-story  approximately  1,000  gsf 
commercial  building.  The  project  site  is  within  the  NC-2  (Small-Scale  Neighborhood 
Commercial)  zoning  district,  100-A  Height  and  Bulk  district,  and  the  Local  Coastal  Zone 
Permit  Area. 

Preliminary  Recommendation:  Grant  Coastal  Zone  Permit. 

20a.      2008.0868DV  (G.  CABREROS:  (415)  558-6169) 

2734  BAKER  STREET  -  east  side  of  street  between  Filbert  and  Union  Streets, 
Assessor's  Block  0947;  Lot  051  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.05.24.2394  to  construct  a  one-story-over-crawl-space  rear  addition 
14  feet  beyond  the  rear  wall  of  the  existing  three-story,  two-unit  building  within  an  RH-2 
(Residential,  Two-Family)  District  with  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  Disapprove. 
(Continued  from  Regular  Meeting  of  October  16,  2008) 

20b      2006.1485DV  (G.  CABREROS:  (415)  558-6169) 

2734  BAKER  STREET  -  east  side  between  Filbert  and  Union  Streets,  Lot  051  in 
Assessor's  Block  0947  -  Request  for  a  rear  yard  variance  pursuant  to  Planning  Code 
Section  134  proposing  to  construct  a  one-story-over-basement  rear  addition  to  an 
existing  three-story,  two-unit  building  in  an  RH-2  (Residential,  House,  Two  Family) 
Zoning  District  and  a  40-X  Height  and  Bulk  District. 
(Continued  from  Regular  Meeting  of  October  16,  2008) 

21         2008.0881D  (S.  PERDUE:  (41 5)  558-6625) 

2824  FILBERT  STREET  -  north  side  between  Lyon  and  Baker  Streets:  Lot  012  in 
Assessor's  Block  0941  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.1113.8015,  proposing  to  alter  the  front  facade,  to  modify  a  portion 
of  the  roof,  and  to  construct  a  horizontal  addition  in  the  rear  yard  of  the  two-story,  single- 
family  residence  within  an  RH-1  (Residential,  House,  Single-Family)  District  and  a  40-X 
Height/Bulk  District 
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Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
application. 

(Continued  from  Regular  Meeting  of  October  23,  2008) 

22.       2008.0881  D  and  2008.0941  D  (S.  PERDUE:  (415)  558-6625) 

1864  GREEN  STREET  -  north  side  between  Laguna  and  Octavia  Streets;  Lot  015  in 
Assessor's  Block  0543  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2008.01.31.3732,  proposing  to  raise  the  building  approximately  1.5'  to 
provide  for  a  3-car  garage  and  to  construct  a  full-height  rear  addition  at  the  3-unit,  3-story 
residence  located  within  an  RH-3  (Residential,  House,  Three-Family)  District  and  a  40-X 
Height/Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
application. 

(Continued  from  Regular  Meeting  of  October  16,  2008) 

6:00  PM 

NOTE:   Items  listed  below  may  be  considered  after  6:00  p.m.  but  cannot  be  heard  or  considered  before 
6:00p.m. 

23a.     2008.1202TZ  (K.  RICH:  (415)  558-6345) 

POTRERO  CENTER  SPECIAL  USE  DISTRICT  -  Ordinance  introduced  by  Supervisor 
Maxwell,  in  connection  with  the  Eastern  Neighborhoods  Program  that  would  add 
section  249.40  and  amend  sheet  SU08  of  the  Zoning  Map  of  the  City  and  County  of 
San  Francisco  to  create  the  Potrero  Center  Special  Use  District  for  the  existing 
shopping  center  at  2300  16th  Street  between  Bryant  Street  and  Potrero  Avenue  (Block 
3930A,  lot  002);  and  adopting  environmental  findings  and  findings  of  consistency  with  the 
General  Plan  and  Planning  Code  section  101b. 
Preliminary  Recommendation:  Approval. 

23b.     2008.1204Z  (K.  RICH:  (415)  558-6345) 

PUBLICLY  OWNED  PROPERTIES  IN  THE  EASTERN  NEIGHBORHOODS  -  Ordinance 
introduced  by  Supervisor  Maxwell,  in  connection  with  the  Eastern  Neighborhoods 
Program  that  would  amend  sheets  ZN01,  ZN07  and  ZN08  of  the  Zoning  Map  of  the 
City  and  County  of  San  Francisco  to  rezone  publicly  owned  parcel  numbers  4171-022 
(1021  Minnesota),  4219-051  (1044  Wisconsin),  4297-001  (1450  Michigan),  4313-001 
(1550  Michigan),  4314-001  (1698  Illinois),  4317-014  (1597  Indiana),  4318-017  (1596 
Indiana),  3773-879  (vacated  street  at  Brannan  and  the  Embarcadero),  3551-001  (1940 
Harrison  Street),  3904-002  (1401  Bryant),  4171-022  (1021  Minnesota),  3781-008  (934 
Brannan)  in  the  Eastern  Neighborhoods  Plan  Area  to  a  "P"  (Public)  zoning  district;  and 
parcel  number  4108-001  (2310  3rd  Street)  to  a  "UMU"  (Urban  Mixed  Use)  zoning  district 
and  adopting  environmental  findings  and  findings  of  consistency  with  the  General  Plan 
and  the  Priority  Policies  of  Planning  Code  Section  101. 1(b). Preliminary 
Recommendation:  Approval  of  portions  and  Disapproval  of  portions 

23c.      2008.1207T  (K.  RICH:  (415)  558-6345) 

MISSION  DISTRICT  HOUSING  AND  PDR  REPLACEMENT  PROGRAM  -  Ordinance 
introduced  by  Supervisor  Maxwell,  in  connection  with  the  Eastern  Neighborhoods 
Program  that  would  amend  the  Planning  Code  to  add  Section  319.5  and  adopt 
specified  affordable  housing  requirements  in  the  UMU  zone  within  the  Mission 
Plan  Area,  in  RTO-Mission,  and  in  the  Valencia  Street,  24th  and  Mission  Streets,  and 
the  Mission  Street  NCTs;  add  Section  231.1  to  establish  a  PDR  replacement  program, 
including  an  in-lieu  PDR  Replacement  fee,  in  these  same  zones;  and  adopt 
environmental  findings  and  findings  of  consistency  with  the  General  Plan  and  the  Priority 
Policies  of  Planning  Code  Section  101.1(b). 
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Preliminary  Recommendation:  Approval  of  portions  and  Disapproval  of  portions 


23d       2008  1208TZ  (K.  RICH:  (415)  558-6345) 

SOUTH  OF  MARKET  YOUTH  AND  FAMILY  ZONE  SPECIAL  USE  DISTRICT  - 
Ordinance  introduced  by  Supervisor  Maxwell,  in  connection  with  the  Eastern 
Neighborhoods  Program  that  would  amend  the  San  Francisco  Planning  Code  by 
adding  Section  249.41  and  amend  various  sheets  of  the  Zoning  Map  of  the  City  and 
County  of  San  Francisco  to  establish  the  South  of  Market  (SoMa)  Youth  and  Family 
Zone  Special  Use  District,  bounded  generally  by  Natoma  Street  on  the  north,  Harrison 
Street  on  the  south,  4th  Street  on  the  east,  and  7th  Street  on  the  west,  to  address  youth 
and  family  concerns  and  expand  affordable  housing  opportunities,  including 
establishment  of  in-lieu  affordable  housing  fees;  and  adopt  environmental  findings  and 
findings  of  consistency  with  the  General  Plan  and  the  Priority  Policies  of  Planning  Code 
Section  101.1(b). 

Preliminary  Recommendation:  Approval  of  portions  and  Disapproval  of  portions 

E.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

24.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

F.  DIRECTOR'S  REPORT 

25.  Director's  Announcements 

26.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

G.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to 
the  public  that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda 
items.  With  respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be 
afforded  when  the  item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda 
item  has  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were 
allowed  to  testify  and  the  Commission  has  closed  the  public  hearing,  your  opportunity  to 
address  the  Commission  must  be  exercised  during  the  Public  Comment  portion  of  the 
Calendar.  Each  member  of  the  public  may  address  the  Commission  for  up  to  three 
minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not 
appearing  on  the  posted  agenda,  including  those  items  raised  at  public  comment.  In 
response  to  public  comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  guestions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subseguent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section 
54954  2(a)) 
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Adjournment: 
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Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  November  20,  2008OOCUMENTS  DEPT 
1:30  PM 

o      r    ,,    *  NOV  1A  2008 

Regular  Meeting 

SAN  FRANCISCO 
President:  Christina  R.  Olague  PUBLIC  LIBRARY  " 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

  Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning 
Department  reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the 
scheduled  public  hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to: 
Planning  Commission,  1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the 
day  of  the  hearing  will  be  made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the 
public  hearing.  Otherwise,  submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete 
distribution  to  all  Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When 
sending  e-mail  correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfaov.orci 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4) 
the  adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use 
authorization,  or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing 
described  in  this  notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call 
(415)  554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals 
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within  15  days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on 
a  variance  application  may  be  appealed  to  the  Board  of  Appeals  within  1 0  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21.  2001.  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please 
be  advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a 
cell  phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and 
similar  sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and 
report  lobbying  activity  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van 
Ness  Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest 
accessible  BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets  Accessible 
curbside  parking  has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San 
Bruno  and  71  Haight/Noriega  and  the  F  Line  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information 
regarding  MUNI  accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound 
enhancement  systems  and/or  language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at 
least  48  hours  prior  to  a  hearing  A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact 
Services  for  the  Deaf  and  Hearing  Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late 
requests  will  be  honored  if  possible  A  person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting 
by  calling  557-4433  (TDD)  or  557-4434  (Voice)  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing 
and  speech  impairments  by  calling  1-800-735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in 
alternative  formats  If  you  require  the  use  of  a  reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print 
Handicapped  at  292-2022  at  least  48  hours  in  advance  of  need  Accessible  seating  for  persons  with  disabilities  (including  those 
using  wheelchairs)  will  be  available  at  meetings.  Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical 
sensitivity  or  related  disabilities  should  call  our  accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to 
assist  the  City's  efforts  to  accommodate  such  people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be 
sensitive  to  various  chemical-based  products  Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and 
other  agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are 
conducted  before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr  Carlton  B  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf(5)sfqov  org 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents 
1  j  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception 
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ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may  choose  to 
continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or  to  hear  the  item  on 
this  calendar. 


1.         2008.1060D  (S.  MIDDLEBROOK:  (415)  558-6372) 

71  BUENA  VISTA  TERRACE  -  east  side  between  Duboce  Avenue  and  14th  Street,  Lot 
030  in  Assessor's  Block  2609  -  Mandatory  Discretionary  Review,  under  Planning 
Code  Section  317  requiring  review  of  dwelling  unit  mergers,  of  Building  Permit 
Application  No.  2008.06.06.3842,  which  proposes  to  merge  three  dwelling  units  into  a 
two-family  dwelling.  The  property  is  located  within  an  RH-2  (Residential  House,  Two- 
Family)  District  and  a  40-X  Height  and  Bulk  District. 

This  item  does  not  require  Commission  action.  The  proposed  project  meets  the 
criteria  for  Dwelling  Unit  Mergers  pursuant  to  Section  317  of  the  Planning  Code, 
and  may  be  administratively  approved. 


B.        CONSENT  CALENDAR 


All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the  Planning 
Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There  will  be  no 
separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or  staff  so  requests, 
in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and  considered  as  a  separate  item 
at  this  or  a  future  hearing. 


2.         2008.0939Z  (T.  SULLIVAN-LENANE:  (415)  558-6257) 

401-421  SHIELDS  STREET  -  southwest  corner  at  Ramsell  Street,  Lots  001,  046,  047, 
048  in  Assessor's  Block  7074  -  The  Planning  Commission  will  consider  a  Planning 
Code  Map  Amendment  pursuant  to  Planning  Code  Section  302  and  306.3  that  would 
include:  (1)  rezoning  Block  7074  /  Lots  001,  046,  047,  and  048  from  P  (Public  Use)  to 
RH-1  (Residential,  Single-Family)  on  Planning  Code  Map  Sheet  ZN12.  The  proposed 
Ordinance  is  before  the  Commission  so  that  it  may  recommend  adoption,  rejection,  or 
adoption  with  modifications  to  the  Board  of  Supervisors,  and  adopt  findings,  including 
environmental  findings  and  findings  of  consistency  with  the  General  Plan  and  the 
Priority  Policies  of  Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Approval. 
(Continued  from  Regular  Meeting  of  November  6,  2008) 


3a.       2007.0728D  _  (C.  JAROSLAWSKY  (415)  558-6348) 

495  MORSE  STREET  -  on  the  south  side  of  Morse  Street,  between  Concord  and 
Allison  Streets,  in  Assessor's  Block  6478,  Lot  031  -  Mandatory  Discretionary 
Review  under  the  Planning  Commission's  policy  required  review  of  housing  demolition, 
of  Demolition  Permit  Application  No.  2007.07.09.6219,  to  demolish  an  existing  single- 
family  residence  in  an  RH-1  (Residential,  House,  One-Family)  District  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  Take  Discretionary  Review  and  approve  the 
demolition. 
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3b        2008  0998D  (C.  JAROSLAWSKY  (415)  558-6348) 

495  MORSE  STREET  -  on  the  south  side  of  Morse  Street,  between  Concord  and 
Allison  Streets,  in  Assessor's  Block  6478,  Lot  031  -  Mandatory  Discretionary  Review 
under  the  Planning  Commission's  policy  required  review  of  new  residential  buildings  in 
association  with  residential  demolition  Building  Permit  Application  No. 
2007.07.09.6219,  proposing  to  construct  a  two-story,  single-family  residential  building 
with  one  off-street  parking  space  in  an  RH-1  (Residential,  House,  One-Family)  District 
and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  Take  Discretionary  Review  and  approve  the  new 
construction. 

4         2008.0320D  (E.  OROPEZA:  (415)  558-6381) 

25  LUSK  STREET  -  north  side  between  Townsend  Street,  Lot  022  in  Assessor's  Block 
3787  -  Mandatory  Discretionary  Review  of  Building  Permit  Number  2008.0618.4781, 
under  Planning  Commission  Resolution  Number  14844,  to  allow  a  full-service 
restaurant  with  a  Type  47  Liquor  License,  to  sell  alcoholic  beverages  for  consumption 
on-site.  No  physical  expansion  of  the  building  is  proposed.  The  property  is  located  in  an 
SLI  (Service  /  Light  Industrial)  District,  the  Ballpark  Vicinity  Special  Use  District,  and  a 
65-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  proposal 

5a.       2008.0988CV  (A.  BENZ-PAZI:  (415)  575-9077) 

335  OAK  STREET  (AKA  230  LILY  STREET  -  south  side  between  Octavia  and  Laguna 
Streets,  Lot  025  in  Assessor's  Block  0839  -  Request  for  Conditional  Use 
Authorization  to  allow  dwellings  at  a  density  ratio  exceeding  one  dwelling  unit  per  400 
square  feet  of  lot  area  within  an  RTO  (Residential,  Transit-Oriented  Neighborhood) 
Zoning  District  and  a  40-X  Height  and  Bulk  District.  There  are  two  existing  six-unit 
residential  buildings  at  the  project  site.  The  proposed  project  would  create  two  new 
dwelling  units  in  the  basement  of  each  existing  residential  building,  for  a  total  of  four 
new  dwelling  units.  No  physical  expansion  of  the  building  is  proposed.  The  existing 
buildings  do  not  provide  the  usable  open  space  required  for  the  existing  and  proposed 
new  dwelling  units  at  the  project  site,  therefore  the  Zoning  Administrator  will  consider  a 
request  for  a  Variance  from  usable  open  space  requirements  concurrently  with  the 
Planning  Commission's  consideration  of  the  conditional  use  authorization. 
Preliminary  recommendation:  Approval  with  Conditions. 
(Continued  from  Regular  Meeting  of  November  6,  2008) 

5b.       2008.0988CV  (A.  BENZ-PAZI:  (415)  575-9077) 

335  OAK  STREET  (AKA  230  LILY  STREET  -  south  side  between  Octavia  and  Laguna 
Streets,  Lot  025  in  Assessor's  Block  0839  -  Request  for  a  Variance  from  usable  open 
space  requirements  for  four  new  dwelling  units  that  would  be  created  in  the  basements 
of  the  two  existing  residential  buildings  on  the  project  site,  within  an  RTO  (Residential, 
Transit-Oriented  Neighborhood)  Zoning  District  and  a  40-X  Height  and  Bulk  District.  No 
physical  expansion  of  the  building  is  proposed.  The  proposed  project  also  requires 
Conditional  Use  Authorization  to  allow  dwellings  at  a  density  ratio  exceeding  one 
dwelling  unit  per  400  square  feet  of  lot  area. 
Preliminary  recommendation:  Grant 
(Continued  from  Regular  Meeting  of  November  6,  2008) 


C.         COMMISSIONERS'  QUESTIONS  AND  MATTERS 

6         Commission  Comments/Questions 
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•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners 
may  make  announcements  or  inquiries  of  staff  regarding  various  matters  of 
interest  to  the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings 
of  the  Planning  Commission. 

D.  DIRECTOR'S  REPORT 

7.  Director's  Announcements 

8.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

9.  (D.  SIDER:  (415)  558-6697) 
SIGN  PROGRAM  ANNUAL  REPORT  -  Informational  presentation  and  annual 
progress  report  on  the  Department's  General  Advertising  Sign  Program.  Established  in 
2007,  the  Program  is  designed  to  (1)  inventory  all  general  advertising  signs  (billboards) 
in  the  City  and  (2)  bring  all  signs  into  full  Code-compliance. 

E.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public  that  are 
within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With  respect  to  agenda 
items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the  item  is  reached  in  the 
meeting.  Each  member  of  the  public  may  address  the  Commission  for  up  to  three  minutes. 

F.  REGULAR  CALENDAR 

10.  (D.  ALUMBAUGH:  (415)  558-6601) 
TREASURE  ISLAND/YERBA  BUENA  ISLAND  REDEVELOPMENT  AMENDED 
PRELIMINARY  PLAN  -  Request  from  the  Treasure  Island  Development  Authority  to  the 
Planning  Commission  to  adopt  findings  related  to  the  selection  of  the  Amended  Project 
Area  Boundary  and  to  adopt  the  Amended  Preliminary  Plan. 

Preliminary  Recommendation:  Approval 

11.  2006.0070T  (C.  NIKITAS:  (415)  558-6306) 
LEGISLATION  TO  CONTROL  THE  LOSS  OF  DWELLING  UNITS  -  Code 
Implementation  Document  -  Proposed  procedures  and  criteria  to  implement  newly- 
adopted  Code  Section  317  requiring  Planning  Commission  hearings  for  the  removal  of 
certain  dwelling  and  live-work  units.  The  document  also  sets  numerical  criteria,  some  of 
which  are  subject  to  administrative  adjustment  in  response  to  changing  economic 
conditions. 

Preliminary  Recommendation:  Adoption 

(Continued  from  Regular  Meeting  of  October  23,  2008) 

12.  2007.1 147T  (T.  SULLIVAN-LENANE:  (415)  558-6257) 
AMENDMENTS  TO  ARTICLES  10  AND  1 1  AND  ADDING  A  NEW  SECTION  309.3  OF 
THE  PLANNING  CODE  -  Ordinance  introduced  by  Mayor  Newsom  amending 
Articles  10  and  11  and  adding  a  new  Section  309.3  of  the  Planning  Code, 
contingent  on  voter  approval  in  the  November  4,  2008  general  election  of  the 
proposed  Charter  amendment  creating  an  Historic  Preservation  Commission,  to 
provide  additional  criteria  for  Planning  Commission  review  of  Historic  Preservation 
Commission  decisions,  to  provide  for  Section  309  review  at  the  discretion  of  the 
Planning  Department  Director  of  certain  projects  requiring  Certificates  of 
Appropriateness  under  Article  10  of  the  Planning  Code,  and  to  create  a  rebuttable 
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presumption    of    compatibility    for    certain    projects    requiring    Certificates  of 
Appropriateness  under  Article  10  of  the  Planning  Code;  adopting  findings,  including 
environmental  findings  and  findings  required  by  Section  101.1  of  the  Planning  Code. 
Preliminary  Recommendation:  Approval 
(Continued  from  Regular  Meeting  of  November  6,  2008) 

13        2007.0487EC  (A.  BEN-PAZI:  (415)  575-9077) 

401  GROVE  STREET  -  south  side  between  Octavia  and  Gough  Streets,  Lot  036  in 
Assessor's  Block  0808-  Request  under  Planning  Code  Section  303  for  Conditional 
Use  Authorization  to  1)  allow  development  on  a  lot  larger  than  10,000  square  feet,  2) 
for  a  Planned  Unit  Development  (PUD)  pursuant  to  Planning  Code  Section  304.  The 
project  consists  of  a  five-story  mixed-use  development  with  approximately  10,330 
square  feet  of  commercial  space,  approximately  61  dwelling  units,  and  a  below-grade 
parking  garage  with  up  to  39  off-street  parking  spaces.  The  project  is  seeking 
modification  of  the  method  of  height  measurement  and  of  rear  yard  and  open  space 
requirements  via  the  PUD  process.  The  project  site  is  within  the  Hayes-Gough  NCT 
(Neighborhood  Commercial  Transit)  Zoning  District  and  a  40-X/50-X  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval  with  conditions 

14a.      2007.0603CU  (T.  TAM:  (415)  558-6325) 

THE  SAN  FRANCISCO  GENERAL  HOSPITAL  (SFGH)  SEISMIC  COMPLIANCE 
HOSPITAL  REPLACEMENT  PROGRAM  AT  1001  POTRERO  AVENUE:  BOUNDED 
BY  20TH  STREET  TO  THE  NORTH,  U.S.  HIGHWAY  101  TO  THE  EAST,  23RD  AND 
24TH  STREETS  TO  THE  SOUTH  AND  POTRERO  AVENUE  TO  THE  WEST,  LOT  001 
IN  Block  4154  -  Conditional  Use  authorization  request  for  a  Planned  Unit 
Development  pursuant  to  Planning  Code  Sections  102.12,  151,  260,  271,  303,  AND 
304  to  modify  where  height  is  measured  and  to  grant  exceptions  to  bulk,  parking,  and 
mechanical  penthouse  coverage  requirements  with  respect  to  a  proposal  to  construct  a 
new  7-story-over  2-basement-level,  422,000  square-foot,  284-bed  acute  care  hospital 
on  Lot  001  in  Assessor's  Block  4154,  within  the  P  (Public)  District  and  a  105-E  Height 
and  Bulk  District.  The  new  hospital  would  be  constructed  on  the  west  lawn  of  the 
SFGH  Campus,  located  along  Potrero  Avenue,  between  Buildings  20  and  30.  Acute 
care  services  currently  located  in  the  existing  Main  Hospital  (Building  5)  would  be 
relocated  to  the  new  hospital,  and  the  vacated  space  in  the  existing  Main  Hospital 
would  be  reused  for  non-acute  care  medical  and  administrative  uses. 
Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  Regular  Meeting  of  November  13,  2008) 

14b.      2007.0603CU  (T.  TAM:  (415)  558-6325) 

THE  SAN  FRANCISCO  GENERAL  HOSPITAL  (SFGH)  SEISMIC  COMPLIANCE 
HOSPITAL  REPLACEMENT  PROGRAM  AT  1001  POTRERO  AVENUE:  BOUNDED 
BY  20TH  STREET  TO  THE  NORTH,  U.S.  HIGHWAY  101  TO  THE  EAST,  23RD  AND 
24TH  STREETS  TO  THE  SOUTH  AND  POTRERO  AVENUE  TO  THE  WEST,  LOT  001 
IN  Block  4154  -  Elevator  Penthouse  Height  Exemption  request  to  the  Zoning 
Administrator  pursuant  to  Planning  Code  Section  260(b)(1)(B)  to  allow  construction  of 
an  elevator  penthouse  on  top  of  the  proposed  mechanical  penthouse  of  the  new  7- 
story-over-2-basement-level,  422,000  square-foot,  284-bed  acute  care  hospital  to 
comply  with  seismic  safety  requirements  of  Senate  Bill  1953  The  proposed  elevator 
penthouse  measures  approximately  22.5  feet  tall  and  34.5  feet  above  the  105  foot 
height  limit  The  SFGH  Campus,  including  the  proposed  new  hospital  site,  is  in  a  P 
(Public)  Use  District  and  a  105-E  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  conditions 
(Continued  from  Regular  Meeting  of  November  13,  2008) 
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15.       2006.1308EMTZRUU  (S.  SHOTLAND:  (415)  558-6308) 

THE  VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  pursuant  to  Planning  Code 
Sections  302(b)  and  340(c).  Generally  bounded  by  Bayshore  Boulevard  and  Tunnel 
Avenue  to  the  north,  Tunnel  Avenue  to  the  East,  the  San  Francisco/San  Mateo  County 
line  to  the  south,  and  the  property  lines  fronting  on  Bayshore  Boulevard  and  property 
lines  of  parcels  fronting  Leland  Avenue  between  Bayshore  Boulevard  and  Cora  Streets 
to  the  west.  The  Redevelopment  Plan  area  has  the  following  general  boundaries: 
Tunnel  Avenue  to  the  east;  the  San  Francisco/San  Mateo  County  line  to  the  south;  to 
the  west  generally  by  lots  fronting  the  west  side  of  Bayshore  Boulevard  between 
Sunnydale  Avenue  on  the  south  and  Blanken  to  the  north  and  lots  fronting  the  both 
sides  of  Leland  Avenue,  between  Bayshore  Boulevard  and  Cora  Street.  The 
Redevelopment  Plan  area  includes  the  following  Assessors  Blocks  and  lots:  AB 
5066B  /  03,  04,  04a,  05,  06,  07,  08,  09;  AB  5087/03,  03a,  04,  05;  AB  5099/14;  AB 
5100/02,03,07,10;  AB  5101/ 06,  07;  AB  5102/09,  10,  AB  5107/ 01,  03,  04,  05;  AB 
6237/  48,  55;  AB  6247/  02,  03,  04,  05,  06,  07,  08,  09,  10,  11,  12,  13,  14,  15,  16,  17, 
18,  19,  42;  AB  6248/  02,  08,  09,  10,  11,  12,  13,  14,  15,  16,  17,  19,  20,  21,  22,  45;  AB 
6249/01,  02,  02A,  12,  13,  14,  15,  16,  17,  18,  19,  20,  21,  22,  23,  24,  25,  26,  27,  28,  29, 
30,  31,  32,  33,  34,  35,  36;  AB  6250  /  01,  17,  18,  19,  20,  21,  22,  23,  24,  28,  29,  30,  31, 
34,  35,  36,  37;  AB  6251/  01,  16,  17,  18,  19,  20,  23;  AB  6252  /  36;  AB  6308/  01, 
01  A,  01 D,  02,  02B,  03;  AB  6309B  /  01,  02,  18.  Pursuant  to  Planning  Code 
Sections  302(b)  and  340(c).  The  Visitacion  Valley  Redevelopment  Plan  calls  for 
redevelopment  of  the  long-vacant  Schlaqe  Lock  site  into  the  larger  Visitacion  Valley 
neighborhood,  creating  a  transit-oriented  mixed  use  development  that  will  meet  the 
community's  goals  and  objectives  for  the  project.  The  plan  calls  for  the  creation  of  as 
many  as  1200  -1600  new  residential  units,  including  300-400  affordable  housing  unitsx 
a  mid-sized  grocery  store,  and  other  neighborhood  commercial  ground  floor  retail  on 
the  Schlage  site.  It  also  includes  three  new  interconnected  neighborhood  parks  of 
different  sizes,  reguires  the  extension  of  the  Visitacion  Valley  street  grid  throughout  the 
Schlage  Lock  property,  and  integrates  the  commercial  backbone  of  the  community, 
Leland  Avenue,  into  the  site.  The  plan  supports  strategic  infill  development  and  a 
number  of  community  improvements  outside  the  Schlage  site,  along  Bayshore 
Boulevard  and  Leland  Avenue.  The  project  requires  several  actions  by  the  Planning 
Commission,  the  Redevelopment  Commission  and  the  Board  of  Supervisors,  including 
conforming  amendments  to  the  General  Plan,  Planning  Code  and  Zoning  Map  of  the 
Planning  Code. 

(Continued  from  Regular  Meeting  of  November  6,  2008) 

15a.     2006.1308EMTZRUU  (S.  SHOTLAND:  (415)  558-6308) 

Informational  Presentation  on  the  Visitacion  Valley  Redevelopment  Plan 
and  Program,  which  may  include  presentation  and  discussion  of  a  number  of 
aspects  of  the  Plan  and  project,  including  the  Redevelopment  Plan  for  the 
Visitacion  Valley  Redevelopment  Project  (also  known  as  the  Visitacion  Valley 
Redevelopment  Plan),  and  the  Visitacion  Valley  /  Schlage  Lock  Design  for 
Development  document. 

Preliminary  Recommendation:  No  action  is  requested. 
(Continued  from  Regular  Meeting  of  November  6,  2008) 

15b.     2006.1308EMTZRUU  (S.  SHOTLAND:  (415)  558-6308) 

Pursuant  to  San  Francisco  Charter  Section  4.105,  Planning  Code  §  340(c)  and 
§  306.3,  consideration  of  adopting  Resolution  of  Intention  to  Initiate 
amendments  to  the  San  Francisco  General  Plan,  including  amendments  to 
the  Arts,  Commerce  and  Industry,  Recreation  and  Open  Space, 
Transportation,  the  Urban  Design  Elements  and  corresponding  revisions  to  the 
Land  Use  Index  of  the  General  Plan,  related  to  the  Visitacion  Valley 
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Redevelopment  Plan.  At  the  hearing,  the  Planning  Commission  may  consider 
adopting  a  Resolution  of  Intention  to  initiate  amendments  to  the  General  Plan, 
and  schedule  a  public  hearing  to  consider  adopting  the  proposed  General  Plan 
amendment. 

Preliminary  Recommendation:  Approval 

(Continued  from  Regular  Meeting  of  November  6,  2008) 

15c.      2006.1308EMJZRUU  (S.  SHOTLAND:  (415)  558-6308) 

Pursuant  to  Planning  Code  §  302(c)  and  §  306.3,  consideration  of  a 
Resolution  of  Intention  to  Initiate  an  amendment  to  the  San  Francisco 
Planning  Code,  to  establish  the  Schlage  Lock/Visitacion  Valley  Special 
Use  District.  The  proposed  SUD  includes  the  following  Assessors  Blocks  and 
lots:  AB  5066B  /  03,  04,  04a,  05,  06,  07,  08,  09;  AB  5087/03,  03a,  04,  05;  AB 
5099/14;  AB  5100/  02,  03,  07,  10;  AB  5101/  06,  07;  AB  5102/09,  10,  AB 
5107/  01,  03,  04,  05;  AB  6237/  48,  55;  AB  6247/  02,  03,  04,  05,  06,  07,  08, 
09,  10,  11,  12,  13,  14,  15,  16,  17,  18,  19,  42;  AB  6248/02,  08,  09,  10,  11,  12, 
13,  14,  15,  16,  17,  19,  20,  21,  22,  45;  AB  6249/01,  02,  02A,  12,  13,  14,  15,  16, 
17,  18,  19,  20,  21,  22,  23,  24,  25,  26,  27,  28,  29,  30,  31,  32,  33,  34,  35,  36;  AB 
6250  /  01,  17,  18,  19,  20,  21,  22,  23,  24,  28,  29,  30,  31,  34,  35,  36,  37;  AB 
6251/  01,16,17,18,19,20,  23;  AB  6252  /  36;  AB  6308/  01 ,  01  A,  01 D,  02, 
02B,  03;  AB  6309B/01,  02,  18. 

At  the  hearing,  the  Planning  Commission  may  consider  adopting  a  Resolution 

of  Intention  to  initiate  an  amendment  to  the  Planning  Code  that  would  require 

all  development  within  the  Redevelopment  Project  Area  to  be  consistent  with 

the  Redevelopment  Plan  and  the  Visitacion  Valley/Schlage  Lock  Design  for 

Development  document  and  schedule  a  public  hearing  to  consider  the 

proposed  amendment. 

Preliminary  Recommendation:  Approval 

(Continued  from  Regular  Meeting  of  November  6,  2008) 

15d.      2006.1308EMTZRUU  (S.  SHOTLAND:  (41 5)  558-6308) 

Pursuant  to  Planning  Code  Sections  302(c  ),  and  306.3,  consideration  of  a 
Resolution  of  Intention  to  Initiate  an  amendment  to  the  Zoning  Map  of 
the  San  Francisco  Planning  Code  -  amending  Sheets  10SU  classifying  all 
property  located  within  the  Visitacion  Valley  Redevelop  Plan  Project  Area  as 
the  Visitacion  Valley  /  Schlage  Lock  Special  Use  District,  including  the  following 
Assessors  Blocks  and  lots:  AB  5066B  /  03,  04,  04a,  05,  06,  07,  08,  09;  AB 
5087/03,  03a,  04,  05;  AB  5099/14;  AB  5100/  02,  03,  07,  10;  AB  5101/  06,  07; 
AB  5102/09,  10,  AB  5107/ 01,  03,  04,  05;  AB  6237/ 48,  55;  AB  6247/ 02,  03, 
04,  05,  06,  07,  08,  09,  10,  11,  12,  13,  14,  15,  16,  17,  18,  19,  42;  AB  6248/  02, 
08,  09,  10,  11,  12,  13,  14,  15,  16,  17,  19,  20,  21,  22,  45;  AB  6249/01,  02,  02A, 
12,  13,  14,  15,  16,  17,  18,  19,  20,  21,  22,  23,  24,  25,  26,  27,  28,  29,  30,  31,  32, 

33,  34,  35,  36;  AB  6250  /  01,  17,  18,  19,  20,  21,  22,  23,  24,  28,  29,  30,  31,  34, 
35,  36,  37;  AB  6251/  01,  16,  17,  18,  19,  20,  23;  AB  6252  /  36;  AB  6308/  01, 
01A,  01 D,  02,  02B,  03;  AB  6309B  /  01,  02,  18.  The  proposed  Zoning  Map 
amendment  also  includes  amending  Sheet  10H  of  the  Zoning  Map 
reclassifying  the  following  properties  from  a  40-X  Height  and  Bulk)  District  to  a 
55-X  (Height  and  Bulk)  District:  AB  6237/48,  66;  AB  6248/  02,  45;  AB  6249  / 
01,  02A,  16,  17,  18,  19,  20,  21,  22,  23,  24,  25,  26,  27,  28,  29,  30,  31,  32,  33, 

34,  35,  36;  AB  6308/  01,  01A,  01D,  02,  03,  28;  AB  6309B/  01,  02,  18.  At  the 
hearing,  the  Planning  Commission  may  consider  adopting  a  Resolution  to 
amend  to  the  Zoning  Map 

Preliminary  Recommendation:  Approval 

(Continued  from  Regular  Meeting  of  November  6,  2008) 
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16.       2004.1059EMTUZ  (K.  MCGEE:  (415)  558-6367) 

BALBOA  PARK  STATION  AREA  PLAN  -  Informational  -  The  Balboa  Park  Station 
Area  Plan  encompasses  the  entirety  or  portions  of  43  Assessor's  Blocks  including 
those  the  parcels  fronting  Ocean  Avenue  between  Manor  Drive  and  San  Jose  Avenue, 
the  Balboa  Reservoir,  City  College  of  San  Francisco's  Ocean  Avenue  Campus,  Balboa 
Park,  the  Balboa  Park  BART/MUNI  station,  and  the  MTA's  Green  Yard,  Upper  Yard, 
and  Geneva  Yard. 

The  Balboa  Park  Station  Area  Plan  articulates  a  holistic  vision  for  the  area  by 
promoting  transit,  and  bicycle  use  and  pedestrian  friendly  environments;  by 
strengthening  and  encouraging  vibrant  neighborhood-serving  commercial  areas;  by 
providing  and  maintaining  community  facilities  and  open  space  to  ensure  neighborhood 
livability;  and  by  increasing  both  the  supply  and  variety  of  housing  for  residents.  The 
project  requires  several  actions  by  the  Planning  Commission  and  the  Board  of 
Supervisors,  including  conforming  amendments  to  the  General  Plan,  Planning  Code 
and  Zoning  Map. 

Today's  presentation  will  be  informational:  no  action  is  required  by  the  Planning 
Commission  today.  On  Thursday,  November  6th,  Staff  presented  two  of  the  three 
components  of  the  Plan;  the  Area  Plan  and  the  Zoning  Controls.  Today,  Staff  will 
present  the  third  component  of  the  Balboa  Park  Station  Area  Plan;  the  Balboa  Park 
Community  Improvements  Program.  The  Community  Improvements  Program 
addresses  identified  needs  proposes  specific  funding  strategies,  and  identifies  potential 
funding  sources  to  finance  the  projects  identified  in  the  Plan.  The  Balboa  Park 
Community  Improvements  Program  looks  at  existing,  new,  and  future  sources  of 
revenue  and  proposes  a  fee  for  new  development;  the  Balboa  Park  Impact  Fee.  The 
Program  also  establishes  roles  for  city  agencies  to  administer  the  Program,  and  it 
provides  a  monitoring  program  to  ensure  that  implementation  actions  follow  the  intent 
of  the  Plan.  This  hearing  is  the  second  of  the  three  hearings  currently  scheduled  for  the 
Plan. 


5:30  P.M. 

NOTE:  Items  listed  below  may  be  considered  after  6:00  p.m.  but  cannot  be  heard  or  considered  before 
6:00p.m. 

17.       2008.0644D  (M.  SMITH:  (415)  558-6322) 

2425  WAWONA  STREET  -  south  side  between  35th  and  36th  Avenues,  Lot  033  in 
Assessor's  Block  2504A  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2007.12.11.0254,  proposing  to  construct  a  one-story  vertical 
addition  that  is  set  back  15-feet  on  the  roof  of  a  single-family  dwelling,  located  in  a 
RH-1  (Residential,  House,  One-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve 
(Continued  from  Regular  Meeting  of  October  16,  2008) 

18a.      2007.0730D  (S.  MIDDLEBROOK:  (415)  558-6372) 

440  29™  STREET  -  north  side  between  Sanchez  and  Noe  Streets,  Lot  014  in 
Assessor's  Block  6620  -  Mandatory  Discretionary  Review  under  the  Planning 
Commission's  policy  requiring  review  of  residential  demolition,  of  Demolition  Permit 
Application  No.  2006.0915.2416  proposing  to  demolish  a  two-story,  single-family 
dwelling  located  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
demolition. 
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18b       2007  0731D  (S.  MIDDLEBROOK:  (415)  558-6372) 

440  29™  STREET  -  north  side  between  Sanchez  and  Noe  Streets,  Lot  014  in 
Assessor's  Block  6620  -  Mandatory  Discretionary  Review  under  the  Planning 
Commission's  policy  requiring  review  of  the  construction  of  new  residential  buildings  in 
association  with  residential  demolition,  of  Building  Permit  Application  No. 
2006  0915.2421 ,  proposing  to  construct  a  new  two-family  dwelling  on  the  subject  lot, 
located  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  recommend  revisions  to 
the  proposed  new  construction. 

19.  2008.1221D  (E.  JACKSON:  (415)  558-6363) 
718  OLMSTEAD  STREET  -  northwest  side,  between  Dartmouth  and  Bowdoin  Streets, 
Lot  01 6A  in  Assessor's  Block  6129  -  Request  for  Discretionary  Review  of  Building 
Permit  Application  No.  2008.08.12.8963,  proposing  to  construct  a  new  rear  staircase 
with  landings  and  a  firewall  along  the  side  property  line  of  an  existing  single  family 
dwelling  to  connect  the  second  floor  to  the  rear  yard.  The  project  is  located  in  a  RH-1 
(Residential,  House,  Single-Family)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
Building  Permit  Application  as  submitted. 

20.  2008.1 106D  (G.  CABREROS:  (415)  558-6169) 
2626  FILBERT  STREET  -  north  side  between  Broderick  and  Divisadero  Streets,  Lot 
003B  in  Assessor's  Block  0943  -  Request  for  Discretionary  Review  of  Demolition 
Permit  Application  No.  2007.12.24.1235  and  Building  Permit  Application  No. 
2007.12.24.1234  proposing  demolition  of  a  four-story,  single-family  residence  and  new 
construction  of  a  three-story,  single-family  residence  in  an  RH-1  (Residential,  House, 
One-Family)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  both 
applications 

21.  2008.1093D  (S.  PERDUE:  (415)  558-6626) 
30  WOODLAND  AVENUE  -  east  side  between  Parnassus  Avenue  and  Willard  Street; 
Lot  035  in  Assessor's  Block  2630  -  Request  for  Discretionary  Review  of  Building 
Permit  Application  No.  2008.04.15.9800,  proposing  to  install  dormers  at  the  roof  of  a 
three-story,  two-unit  building  within  an  RH-3  (Residential,  House,  Three-Family)  District 
and  a  40-X  Height/Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
application. 

22.  2008.1172D  (B.  BENDIX:  (415)  575-9089) 
1101-1106  SOUTH  VAN  NESS  AVENUE  -  southeast  corner  of  South  Van  Ness 
Avenue  and  22nd  Street;  Lot  085  in  Assessor's  Block  3638,  in  an  RH-3  (Residential, 
Three-Family  House)  District  and  a  50-X  Height  and  Bulk  Designation.  Request  for 
Discretionary  Review  of  Building  Permit  2007.12.28.1474  to  construct  a  new  4-story 
3-family  dwelling  that  is  40-feet  tall. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
project  as  proposed. 

G.         PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public  that  are 
within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With  respect  to  agenda 
items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the  item  is  reached  in  the 
meeting  with  one  exception.  When  the  agenda  item  has  already  been  reviewed  in  a  public  hearing  at 
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which  members  of  the  public  were  allowed  to  testify  and  the  Commission  has  closed  the  public  hearing, 
your  opportunity  to  address  the  Commission  must  be  exercised  during  the  Public  Comment  portion  of  the 
Calendar.  Each  member  of  the  public  may  address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on  the 
posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public  comment,  the 
commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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NOTICE 
CANCELLATION 


SAN  FRANCISCO 
PLANNING  COMMISSION 

Regular  Meeting 
Thursday,  November  27,  2008 

NOTICE  IS  HEREBY  GIVEN  that  the  Regular  Meeting  of  the  San  Francisco 
Planning  Commission  for  Thursday,  November  27,  2008,  has  been  cancelled. 
The  next  Regular  Meeting  of  the  Planning  Commission  will  be  held  on, 
Thursday,  December  4,  2008. 


Linda  D.  Avery 
Commission  Secretary 


PLANNING  COMMISSION  ROSTER 

PRESIDENT  CHRISTINA  OLAGUE 

VICE-PRESIDENT  RON  MIGUEL 

COMMISSIONER  MICHAEL  J.  ANTONINI 

COMMISSIONER  GWYNETH  BORDEN 

COMMISSIONER  WILLIAM  L  LEE 

COMMISSIONER  KATHRIN  MOORE 

COMMISSIONER  HISASHI SUGAYA 
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Planning  Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 


Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sfgov.orQ 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 
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The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21.  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www  sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1  -800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (41 5)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotftSisfqov.orq. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www  sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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10:00  A.M. 


ROLL  CALL: 


CITY  PLANNING 
COMMISSION: 


President:  Christina  R.  Olague 

Vice-President:     Ron  Miguel 

Commissioners:    Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


RECREATION  &  PARK 
COMMISSION: 


President:  Larry  Martin 

Vice-President:    Jim  Lazarus 

Commissioners:   Gloria  Bonilla;  Tom  Harrison;  Meagan  Levitan; 
Michael  J.  Sullivan 


A.        SPECIAL  CALENDAR 


1a.       2008.1294K  (K.  GUY:  (415)  558-6163) 

BOEDDEKER  PARK,  northeast  corner  of  Eddy  and  Jones  Streets,  Lots  6,  7,  8,  9,  17,  18, 
and  19  of  Assessor's  Block  0332  -  Request  to  Consider  an  increase  of  the  cumulative 
shadow  limit  (no  net  new  shadow)  for  Boeddeker  Park  established  in  a  jointly-approved 
Section  295  implementation  Memo  adopted  in  1989,  in  order  to  accommodate  new 
shadow  cast  by  the  Eddy  and  Taylor  Family  Housing  Project.  The  impacted  park  site  is 
located  within  the  P  (Public)  Zoning  District  and  the  OS  Height  and  Bulk  District. 
Preliminary  Recommendation:  Adopt  the  Resolution  raising  the  cumulative  shadow  limit 
for  Boeddeker  Park. 


1b.       2007.1342K  (K.  GUY:  (415)  558-6163) 

168-186  EDDY  STREET  -  southwest  corner  at  Taylor  Street,  Lots  010  and  011  of 
Assessor's  Block  0331  -  Request  to  consider  whether  the  shading  or  shadowing  on 
Boeddeker  Park  from  the  proposed  Eddy  and  Taylor  Family  Housing  Project  will  not  be 
significant  or  adverse,  pursuant  to  Planning  Code  Section  295  (The  Sunlight  Ordinance). 
The  proposed  project  would  demolish  an  existing  surface  parking  lot  and  construct  a  new 
14-story  mixed-use  building  containing  approximately  178  affordable  dwelling  units  and 
ground-floor  retail  space.  The  project  site  is  located  within  the  RC-4  (Residential- 
Commercial  Combined,  High  Density)  Zoning  District,  the  North  of  Market  Residential 
Special  Use  District  (Subarea  1),  and  the  80-1 30-T  Height  and  Bulk  District. 
Preliminary  Recommendation:  Adopt  the  Motion  finding  that  net  new  shadow  from  the 
project  is  not  adverse,  and  authorizing  the  allocation  of  the  Boeddeker  Park  cumulative 
shadow  limit  to  this  project. 

2a.       2008.1300K  (A.  HOLLISTER:  (415)  575-9078) 

PORTSMOUTH  SQUARE  -  northwest  corner  of  Clay  and  Kearny  Streets,  through  to 
Washington  Street,  Lot  0  17  of  Assessor's  Block  0209  -  Request  to  Consider  an 
increase  of  the  cumulative  shadow  limit  (no  net  new  shadow)  for  Portsmouth  Square 
established  in  a  jointly-approved  Section  295  implementation  Memo  adopted  in  1989,  in 
order  to  accommodate  new  shadow  cast  by  the  Self  Help  Senior  Housing  Project.  The 
impacted  park  site  is  located  within  the  P  (Public)  Zoning  District  and  the  OS  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Adopt  the  Resolution  raising  the  cumulative  shadow  limit 
for  Portsmouth  Square. 


2b.       2007.021 1K  (A.  HOLLISTER:  (415)  575-9078) 

740  WASHINGTON  STREET  -  north  side  between  Kearny  and  Wentworth  Streets,  Lot 
009  of  Assessor's  Block  0194  -  Request  to  consider  whether  the  shading  or 
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shadowing  on  Portsmouth  Square  from  the  proposed  Self  Help  Senior  Housing  Project 
will  not  be  significant  or  adverse,  pursuant  to  Planning  Code  Section  295  (The  Sunlight 
Ordinance).  The  proposed  project  would  demolish  the  existing  13,500  sf  retail  building 
and  construct  18  new  affordable  studio  units  totaling  about  7,704  gsf  and  a  4,450  sf 
ground  floor  senior  center.  The  building  would  be  approximately  50  feet  in  height,  four- 
stories  over  basement  with  mezzanine  and  total  about  17,336  gsf.  The  project  site  is 
located  within  the  CVR  (Chinatown  Visitor  Retail)  Zoning  District,  and  the  50-N  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Adopt  the  Motion  finding  that  net  new  shadow  from  the 
project  is  not  adverse,  and  authorizing  the  allocation  of  the  Portsmouth  Square 
cumulative  shadow  limit  to  this  project. 

Adjournment: 
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Regular  Meeting 

President:  Christina  R.  Olague 
Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv&sl 'Qov.org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court.  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days  Call  (415) 

554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  withjn  15  -j  i  — 2fj— Q8A  I 
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days  of  action  by  the  Central  Permit  Bureau  Call  (415)  575-6880  for  more  information  Zoning  Administrator  action  on  a  variance 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21.  2001.  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
nngmg  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  dunng  public  meetings) 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D  Avery.  Commission  Secretary,  at  (415)  558- 

6407 

San  Francisco  Lobbyist  Ordinance 

Attention  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21  00-2.160]  to  register  and  report 
lobbying  activity  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue.  Suite  3900.  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www  sfgov  org/ethics . 

Accessible  Meeting  Policy 

Heanngs  are  held  at  City  Hall,  1  Dr.  Carlton  B  Goodlett  Place,  Room  400.  fourth  floor.  San  Francisco.  CA,  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line,  Accessible  MUNI  Metro  lines  are  the  J,  K,  L.  M.  and  N,  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  heanng  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 

Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals 

Know  Your  Rights  Under  the  Sunshine  Ordinance 


Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B  Goodlett  Place,  Room  409.  by 
phone  at  (41 5)  554-7724.  by  fax  at  (41 5)  554-7854  or  by  E-mail  at  sotf@sfgov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 

the  City's  website  at  www  sfgov  org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents 

1 )  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draff  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St  ,  4th  floor  reception 
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12:30  PM 


ROLL  CALL: 


President: 

Vice-President: 

Commissioners: 


Christina  R.  Olague 
Ron  Miguel 

Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 
Kathrin  Moore;  Hisashi  Sugaya 


A. 


(A.  JOHN-BAPTISTE;  (415)  558-6547) 


REPORT  ON  THE  PLANNING  DEPARTMENT'S  FY2009  AND  FY2010  BUDGETS  - 
Informational  hearing  to  review  the  status  of  the  FY2009  budget,  workload,  applications,  and 
revenues,  and  Departmental  plans  to  balance  the  budget.  Informational  hearing  to  identify 
potential  FY2010  budget  balancing  requirements  and  to  seek  guidance  on  workload  priorities. 

2:30  P.M. 

B.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 

1.         2007.1269C  (B.  BENDIX:  (415)  575-9089) 

3398  22nd  STREET  -  northeast  corner  at  Guerrero  and  22nd  Streets,  Lot  028  in 
Assessor's  Block  3617  -  Request  for  Conditional  Use  (CU)  authorization  pursuant  to 
Planning  Code  Sections  145.2,  303  and  710.26  to  legalize  a  walk-up  facility  (ATM),  dba 
"Swipe  USA",  that  is  not  recessed  3-feet  from  the  property  line,  in  an  NC-1 
(Neighborhood  Commercial  Cluster)  Zoning  District  with  an  40-X  Height  and  Bulk 
designation. 

Preliminary  Recommendation:  Approval 

(Continued  from  Regular  Meeting  of  November  6,  2008) 

(Proposed  for  Continuance  to  January  15,  2009) 

2a.       2007.0308CV  (B.  BENDIX:  (415)  575-9089) 

3545-3547  20™  STREET  -  south  side  between  Lexington  and  San  Carlos  Streets;  Lot 
082  in  Assessor's  Block  3609,  in  an  NC-1  (Neighborhood  Commercial  Cluster)  Zoning 
District  with  a  50-X  Height  and  Bulk  designation.  Project  site  will  be  rezoned  as  Valencia 
NCT  (Neighborhood  Commercial  Transit)  Zoning  District  through  adoption  of  the  Eastern 
Neighborhoods  Area  Plan.  Pursuant  to  Planning  Code  Sections  161  (j)  and  303,  the 
project  seeks  Conditional  Use  Authorization  by  the  Planning  Commission  to  legalize  a 
second  dwelling  unit  without  providing  the  required  two  off-street  parking  spaces  within 
an  NC-1  Zoning  District. 
Preliminary  Recommendation:  Approval 
(Proposed  for  Continuance  to  December  11,  2008) 


3545-3547  20th  STREET  -  south  side  between  Lexington  and  San  Carlos  Streets;  Lot 
082  in  Assessor's  Block  3609,  in  an  NC-1  (Neighborhood  Commercial  Cluster)  Zoning 
District  with  a  50-X  Height  and  Bulk  designation.  Project  site  will  be  rezoned  as  Valencia 
NCT  (Neighborhood  Commercial  Transit)  Zoning  District  through  adoption  of  the  Eastern 
Neighborhoods  Area  Plan.  Pursuant  to  Planning  Code  Sections  135  and  305,  the  project 
requests  approval  of  an  Open  Space  Variance  to  not  provide  direct  access  to  the 
dwellings'  common  open  space.  This  request  will  be  heard  and  considered  by  the  Zoning 
Administrator. 

(Proposed  for  Continuance  to  December  11,  2008) 


2b. 


2007.0308CV 


(B.  BENDIX:  (415)  575-9089) 
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3a        2006  1294BKMXZ  (K.  GUY:  (415)  558-6163) 

1 10  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessor  s  Block  3715  -  Request  for  Allocation  of  Square  Footage  under  the  Annual 
Office  Development  Limitation  Program.  The  proposed  project  is  to  demolish  an 
existing  office  building  and  the  construct  a  new  10-story  over  basement  building 
containing  approximately  54,290  square  feet  of  office  uses,  ground  floor  retail  space,  and 
no  parking  spaces.  The  project  site  is  located  within  the  C-3-0  Zoning  District,  and  the 
84-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval 
(Continued  from  Regular  Meeting  of  November  6.  2008) 
(Proposed  for  Continuance  to  January  15,  2009) 

3b.       2006.1294BKMXZ  (K.  GUY:  (415)  558-6163) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessor's  Block  3715  -  Review  under  Planning  Code  Section  295  Regarding 
Shadow  Impacts  to  Public  Parks.  The  proposed  project  is  to  demolish  an  existing  office 
building  and  the  construct  a  new  10-story  over  basement  building  containing 
approximately  54,290  square  feet  of  office  uses,  ground  floor  retail  space,  and  no  parking 
spaces.  The  project  site  is  located  within  the  C-3-0  Zoning  District,  and  the  84-X  Height 
and  Bulk  District. 

Preliminary  Recommendation:  Approval 

(Continued  from  Regular  Meeting  of  November  6,  2008) 

(Proposed  for  Continuance  to  January  15,  2009) 

3c        2006  1294BKMXZ  (K.  GUY:  (415)  558-6163) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessor's  Block  3715  -  Request  for  a  General  Plan  Amendment  to  amend  certain 
exhibits  of  the  General  Plan  to  reclassify  the  subject  property  from  the  84-X  to  the  130- 
Height  and  Bulk  District.  The  proposed  project  is  to  demolish  an  existing  office  building 
and  the  construct  a  new  10-story  over  basement  building  containing  approximately 
54,290  square  feet  of  office  uses,  ground  floor  retail  space,  and  no  parking  spaces.  The 
project  site  is  located  within  the  C-3-0  Zoning  District,  and  the  84-X  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval 
(Continued  from  Regular  Meeting  of  November  6,  2008) 
(Proposed  for  Continuance  to  January  15,  2009) 

3d        2006  1294BKMXZ  (K.  GUY:  (415)  558-6163) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessor  s  Block  3715  -  Determination  of  Compliance  under  Planning  Code  Section 
309  (the  Downtown  Plan),  with  exceptions  to  the  requirements  for  "Freight  Loading 
Maneuvering"  and  "Reduction  of  Ground-Level  Wind  Currents  in  C-3  Districts".  The 
proposed  project  is  to  demolish  an  existing  office  building  and  the  construct  a  new  10- 
story  over  basement  building  containing  approximately  54,290  square  feet  of  office  uses, 
ground  floor  retail  space,  and  no  parking  spaces.  The  project  site  is  located  within  the  C- 
3-0  Zoning  District,  and  the  84-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval 
(Continued  from  Regular  Meeting  of  November  6,  2008) 
(Proposed  for  Continuance  to  January  15,  2009) 

3e        2006  1294BKMXZ  (K.  GUY:  (415)  558-6163) 

110  THE  EMBARCADERO  -  west  side  between  Mission  and  Howard  Streets,  Lot  002  of 
Assessor  s  Block  3715  -  Request  to  Reclassify  the  subject  property  from  the  84-X  to 
the  130-  Height  and  Bulk  District.  The  proposed  project  is  to  demolish  an  existing  office 
building   and  the  construct  a   new   10-story  over  basement  building  containing 
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approximately  54,290  square  feet  of  office  uses,  ground  floor  retail  space,  and  no  parking 
spaces.  The  project  site  is  located  within  the  C-3-0  Zoning  District,  and  the  84-X  Height 
and  Bulk  District. 

The  Planning  Department  has  made  an  initial  determination  that  37,901  square  feet  of 
the  proposed  office  uses  would  be  subject  to  the  requirements  of  the  Downtown  Park 
Special  Fund,  Transit  Impact  Development  Fund,  and  Housing  for  Large-Scale 
Development. 

Preliminary  Recommendation:  Approval 

(Continued  from  Regular  Meeting  of  November  6,  2008) 

(Proposed  for  Continuance  to  January  15,  2009) 

C.        CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing 

4.  2008.1195C  (E.  OROPEZA:  (415)  558-6381) 
38  BRYANT  STREET  -  west  side  between  Main  and  Spear  Streets;  Lot  023  in 
Assessor's  Block  3768  -  Request  for  Conditional  Use  Authorization  pursuant  to 
Planning  Code  Sections  303,  827.35  and  890.60,  to  allow  a  Massage  Establishment,  dba 
"Suchada  Traditional  Thai  Yoga  Massage,"  within  the  Rincon  Hill  Downtown  Residential 
Mixed  Use  District,  the  Ball  Park  Vicinity  Special  Use  District,  and  a  84-X  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approve  with  Conditions 

5.  2008.1107T  (A.  RODGERS:  (415)  558-6396) 
PLANNING  CODE  CORRECTIONS  2008  -  Amendments  to  the  San  Francisco 
Planning  Code  relating  repair  of  inadvertent  errors  and  omissions  discovered  in 
2008.  This  Ordinance  introduced  would  The  proposed  Ordinance  would  initiate 
amendments  to  the  San  Francisco  Planning  Code  to  correct  errors  including:  1)  amend 
Section  140(a)  to  properly  reference  Section  504  and  503  of  the  Housing  Code  instead  of 
501.4  and  501.1,  respectively;  2)  amend  151  to  specify  the  number  of  required  parking 
spaces  per  beds  in  hospital  uses;  3)  amend  Section  209.8  to  link  exceptions  to  "if 
permitted  in  the  nearest  NC  District"  instead  of  C-1  and  C-2;  4)  amend  Section  263.9  to 
properly  reference  Chart  C  instead  of  Charts  B  and  to  reference  Section  271  instead  of 
Section  270(4)  which  does  not  exist;  5)  amend  Sections  816.67  (SLR  District),  817.67 
(SLI  District),  and  818.67  (SSO  District)  to  properly  reference  Section  225  Wholesaling, 
Storage,  Distribution  and  Open-Air  Handling  of  Materials  and  Equipment  instead  of 
Section  255  which  does  not  exist;  6)  amend  Appendix  A  to  Article  10,  List  of  Designated 
Landmarks  to  correct  the  number  for  certain  Landmarks;  and  7)  amend  each 
neighborhood  commercial  district  and  neighborhood  commercial  transit  district  to 
explicitly  prohibit  Amusement  Enterprises  as  currently  defined  by  Section  790.04,  except 
NC-3  and  NCT-3  where  Amusement  Enterprises  would  be  reviewed  as  Conditional  Use 
authorization  per  Section  303;  making  environmental  findings;  and  findings  of 
consistency  with  the  City's  General  Plan  and  Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Approval. 


6.         2008.1 199C  (A.  BEN-PA2I:  (415)  575-9077) 

505A  GRANT  AVENUE  -  west  side  between  Pine  and  California  Streets,  Lot  009  in 
Assessor's  Block  0257  -  Request  for  Conditional  Use  Authorization  for  a  Massage 
Establishment  in  the  Chinatown  Community  Business  Zoning  District  and  a  50-N  Height 
and  Bulk  District.  The  proposed  Massage  Establishment  would  be  located  on  the  second 
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floor  of  the  building  and  would  provide  Foot  Massage  (Reflexology.)    No  physical 

expansion  of  the  building  is  proposed. 

Preliminary  Recommendation:  Approval  with  Conditions 

7a        2008.0713CV  (P.  LAV  ALLEY:  (415)  575-9084) 

144  KING  STREET  -  north  side  between  2na  and  3m  Streets,  Lot  024  in  Assessor's  Block 
3794  -  Request  under  Planning  Code  Sections  303  and  216(b)(i)  for  authorization  to 
extend  the  approval  for  three  additional  years.  The  project,  approved  under  Motion 
No.  17094,  is  demolition  of  an  existing  one-story  warehouse  building  and  construction  of 
an  11 -story,  approximately  130-room  hotel  with  no  off-street  parking.  The  property  is 
located  within  an  M-2  (Heavy  Industrial)  Zoning  District,  Ballpark  Vicinity  Special  Use 
District,  and  a  105-F  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  conditions 

7b        2008.0713CV  (P.  LAVALLEY:  (415)  575-9084) 

144  KING  STREET  -  north  side  between  2nd  and  Z"5  Streets,  Lot  024  in  Assessor's  Block 
3794  -  Request  for  variance  under  Planning  Code  Sections  124,  136(c)(2),  and  151. 
The  project,  previously  approved  under  Motion  No.  17094,  is  demolition  of  an  existing 
one-story  warehouse  building  and  construction  of  an  11 -story,  approximately  130-room 
hotel  with  no  off-street  parking.  The  property  is  located  within  an  M-2  (Heavy  Industrial) 
Zoning  District,  Ballpark  Vicinity  Special  Use  District,  and  a  105-F  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Approval  with  conditions 
D.        COMMISSIONERS'  QUESTIONS  AND  MATTERS 

8         Commission  Comments/Questions 


Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 


10       Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

F.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes 

G.  PUBLIC  COMMENT  ON  AN  AGENDA  ITEM  WHERE  THE  PUBLIC  HEARING  HAS  BEEN  CLOSED 

At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time.  Each  member  of  the 
public  may  address  the  Commission  for  up  to  three  minutes 
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H.        REGULAR  CALENDAR 


11.  2006.0881  ECVZ  (J.  IONIN  (415)  558-6309) 
420  29th  AVENUE  -  east  side  of  29lh  Avenue  between  Geary  Boulevard  and  Clement 
Street,  Assessor's  Block  1460,  Lot  015  -  Initiation  of  a  Zoning  Map  Amendment.  The 
proposal  is  to  amend  Sheet  4  of  the  Zoning  Map  by  reclassifying  the  subject  property 
from  RH-2  (Residential  House,  Two-Family)  District  to  RM-1  (Residential  Mixed,  Low 
Density)  District.  The  development  project  includes  the  demolition  of  St.  Peter's 
Episcopal  Church  and  new  construction  of  20  affordable  housing  units  for 
developmental^  disabled  adults;  a  conditional  use  authorization  to  relocate  the  church 
use  to  an  adjacent  property;  rear  yard  variances;  and  a  lot  line  adjustment.  The  property 
is  located  within  an  RH-2  (Residential  House,  Two-Family)  Zoning  District  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Adopt  a  Resolution  of  Intent  to  Initiate  amendment  to  the 
Zoning  Map. 

12.  2004.1059EMTUZ  (R.  COOPER:  (415)  575-9027) 
BALBOA  PARK  STATION  AREA  PLAN  FINAL  ENVIRONMENTAL  IMPACT  REPORT  - 
Consideration  and  possible  action  to  certify  the  Final  Environmental  Impact 
Report.  This  is  a  programmatic  environmental  impact  report  on  the  Balboa  Park  Station 
Area  Plan,  and  a  project  specific  environmental  impact  report  for  the  Phelan  Loop  Site 
Development  and  the  Kragen  Auto  Parts  Site  Development. 

Preliminary  Recommendation:  Certify  the  Final  EIR 

1 3.  2004. 1 059EMTZU  (K.  MCGEE:  (41 5)  558.6367) 
BALBOA  PARK  STATION  AREA  PLAN  -  Consideration  and  possible  action  to  adopt 
General  Plan,  Planning  Code  and  Zoning  Map  amendments,  and  other  actions 
related  to  the  Balboa  Park  Station  Area  Plan  including  adopting  monitoring  and 
review  procedures.  The  Plan  Area  has  the  following  general  boundaries:  It 
encompasses  the  entirety  or  portions  of  43  Assessor's  Blocks  including  those  parcels 
fronting  Ocean  Avenue  between  Manor  Drive  and  San  Jose  Avenue,  the  Balboa 
Reservoir,  City  College  of  San  Francisco's  Ocean  Avenue  Campus,  Balboa  Park,  the 
Balboa  Park  BART/MUNI  station,  and  the  MTA's  Green  Yard,  Upper  Yard,  and  Geneva 
Yard.  A  map  outlining  the  exact  geography  of  the  Balboa  Park  Station  Area  Plan  is 
available  at  http://www.balboa.betterneighborhoods.org. 


a.  2004.1059EMTUZ  (R.  COOPER:  (415)  575-9027) 
CEQA  FINDINGS  ON  THE  BALBOA  PARK  STATION  AREA  PLAN  AND 
RELATED  PROJECT  ACTIONS  -  including  conforming  General  Plan 
Amendments,  Planning  Code  amendments,  Zoning  Map  amendments, 
related  to  zoning  districts  and  height  and  bulk  controls  in  the  Project  Area, 
which  consists  primarily  of  the  parcels  surrounding  the  Balboa  Park  Station  and 
along  Geneva,  Ocean,  and  San  Jose  Avenues.  Consideration  and  possible 
action  to  adopt  CEQA  findings  in  connection  with  the  abovementioned  actions. 
Preliminary  Recommendation:  Approval. 

b.  2004.1059EMTUZ  (K.  MCGEE:  (415)  558-6367) 
BALBOA  PARK  STATION  AREA  PLAN  GENERAL  PLAN  AMENDMENTS  - 
Consideration  and  possible  action  to  adopt  a  Resolution  amending  the  San 
Francisco  General  Plan  -  Pursuant  to  San  Francisco  Charter  Section  4.105, 
Planning  Code  §  340(c)  and  §  306.3,  amending  the  San  Francisco  General 
Plan,  including  adding  a  new  area  plan,  the  Balboa  Park  Station  Area  Plan,  and 
making  related  amendments  to  the  following  portions  of  the  existing  General 
Plan:  Transportation  Element  and  the  Recreation  and  Open  Space  Elements. 
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This  Resolution  also  includes  General  Plan  consistency  findings,  Section  101.1 
priority  policy  findings  and  environmental  findings. 
Preliminary  Recommendation:  Adoption 

c  2004.1059EMIUZ  (K.  MCGEE:  (415)  558-6367) 

BALBOA  PARK  STATION  AREA  PLAN  PLANNING  CODE  TEXT 
AMENDMENTS  -  Consideration  and  possible  action  to  adopt  a  Resolution 
amending  the  San  Francisco  Planning  Code.  Planning  Code  text  amendments 
would  revise  controls  including  but  not  limited  to  those  for  land  use,  height  and 
bulk,  density  and  parking;  establish  2  new  Zoning  Districts,  and  make  related 
amendments  to  the  Planning  Code  necessary  to  implement  the  General  Plan  as 
proposed  to  be  amended  and  make  related  Planning  Code  amendments 
pursuant  to  the  Balboa  Park  Station  Area  Plan.  This  Resolution  also  includes 
General  Plan  consistency  findings.  Section  101.1  priority  policy  findings,  and 
environmental  findings. 
Preliminary  Recommendation:  Adoption 

d.  2004.1059EMTUZ  (K.  MCGEE:  (415)  558-6367) 
BALBOA  PARK  STATION  AREA  PLAN  ZONING  MAP  AMENDMENTS  - 
Consideration  and  possible  action  to  adopt  a  Resolution  amending  the 
Zoning  Map  of  the  San  Francisco  Planning  Code,  pursuant  to  Planning 
Code  §  302(c)  and  §  306.3,  amending  sheets  ZN11,  ZN12,  HT11,  HT12,  and 
SU12  to  change  height  and  bulk  districts  and  to  add  the  Ocean  Avenue  NCT  and 
NCT-1  Zoning  Districts  and  to  delete  the  Ocean  Avenue  Fastfood  Subdistrict. 
This  Resolution  also  includes  General  Plan  consistency  findings,  Section  101.1 
priority  policy  findings,  and  environmental  findings.  Proposed  amendments  to 
the  Zoning  Map  can  be  viewed  a! 
http://www.balboa.betterneighborhoods.org#schedule. 

Preliminary  Recommendation:  Adoption 

e.  2004.1059EMTUZ  (K.  MCGEE:  (415)  558.6367) 
BALBOA  PARK  STATION  AREA  PLAN  IMPLEMENTATION  AND  MONITORING 
-  Consideration  and  possible  action  to  adopt  a  Resolution  amending  the 
Administrative  Code,  including  the  addition  of  Section  10E.7  et  seq.  which 
shall  implement  monitoring  and  review  procedures,  in  order  to  review 
development  activity  and  progress  towards  the  Balboa  Park  Station  Area  Plan 
goals,  as  set  out  in  the  Balboa  Park  Station  Area  Plan  Implementation  Matrix. 
This  Resolution  also  includes  environmental  findings. 

Preliminary  Recommendation:  Adoption 

14        2006  1308EMTZRUU  (S.  SHOTLAND:  (415)  558-6308) 

THE  VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  generally  bounded  by  Bayview 
Boulevard  and  Tunnel  Avenue  to  the  north,  Tunnel  Avenue  to  the  East,  the  San 
Francisco/San  Mateo  County  line  to  the  south,  and  the  property  lines  fronting  on 
Bayshore  Boulevard  and  property  lines  of  parcels  fronting  Leland  Avenue  between 
Bayshore  Boulevard  and  Cora  Streets  to  the  west.  Staff  will  provide  anjnformational 
Presentation  on  the  VISITACION  VALLEY  REDEVELOPMENT  PLAN  and  related 
cases  described  below  on  December  4,  2008.  The  Planning  Commission  may  consider 
taking  action  on  these  cases  and  other  cases  related  to  the  Visitacion  Valley 
Redevelopment  Project  or  after  December  18,  2008. 

a.  2006  1308EMTZRUU  (S.  SHOTLAND:  (41 5)  558-6308) 

VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Informational  hearing  on  a 
possible  Resolution  to  Adopt  an  amendment  to  the  San  Francisco  General 
Plan  related  to  the  Visitacion  Valley  Redevelopment  Project.  Pursuant  to  San 
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Francisco  Charter  Section  4.105,  and  Planning  Code  §  340(d),  the  Planning 
Commission  will  consider  adopting  conforming  amendments  to  the  General  Plan, 
including  amendments  to  the  Arts,  Commerce  and  Industry,  Recreation  and 
Open  Space,  Transportation,  and  Urban  Design  Elements  of  the  General  Plan 
and  corresponding  updates  to  the  Land  Use  Index,  making  consistency  findings 
with  the  General  Plan  and  Priority  Policies  of  Planning  Code  Section  101.1.. 
Preliminary  Recommendation:  Informational  Item,  no  action  requested. 

b.  2006.1308EMIZRUU  (S.  SHOTLAND:  (415)  558-6308) 
VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Informational  hearing  on  a 
possible  Resolution  to  adoption  amendment  to  the  San  Francisco  Planning 

Code.,  to  establish  the  Schlage  LockA/isitacion  Valley  Special  Use  District 
Pursuant  to  Planning  Code  §  302(c)  and  §  306.3,  Consider  adopting  a  Planning 
Code  amendment  requiring  all  development  within  the  Redevelopment  Project 
Area  to  be  consistent  with  the  Plan  and  Visitacion,  making  findings  of 
consistency  with  the  General  Plan  and  the  Priority  Policies  of  Planning  Code 
Section  101.1. 

Preliminary  Recommendation:  Informational  Item,  no  action  requested. 

c.  2006.1308EMTZRUU  (S.  SHOTLAND:  (41 5)  558-6308) 
VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Informational  hearing  on  a 
possible  Resolution  to  adopt  an  amendment  to  the  Zoning  Map  of  the  San 
Francisco  Planning  Code  -  Consideration  of  a  Resolution  amending  Sheet 
10SU  and  10H  of  the  Zoning  Map  of  the  San  Francisco  Planning  Code,  Pursuant 
to  Planning  Code  Sections  302(c  ),  and  306.3,  amending  Sheets  10SU 
classifying  all  property  located  within  the  Visitacion  Valley  Redevelop  Plan 
Project  Area  as  the  Visitacion  Valley  /  Schlage  Lock  Special  Use  District,  as 
shown  on  the  attached  map.  including  the  following  Assessors  Blocks  and  lots: 
AB  5066B/  03,  04,  04a,  05,  06,  07,  08,  09;  AB  5087/03,  03a,  04,  05;  AB 
5099/14;  AB  5100/ 02,  03,  07,  10;  AB  5101/ 06,  07;  AB  5102/09,  10,  AB  5107/ 
01,  03,  04,  05;  AB  6237/  48,  55;  AB  6247/  02,  03,  04,  05,  06,  07,  08,  09,  10, 
11,  12,  13,  14,  15,  16,  17,  18,  19,  42;  AB  6248/  02,  08,  09,  10,  11,  12,  13,  14, 

15,  16,  17,  19,  20,  21,  22,  45;  AB  6249/01,  02,  02A,  12,  13,  14,  15,  16,  17,  18, 
19,  20,  21,  22,  23,  24,  25,  26,  27,  28,  29,  30,  31,  32,  33,  34,  35,  36;  AB  6250  / 
01,  17,  18,  19,  20,  21,  22,  23,  24,  28,  29,  30,  31,  34,  35,  36,  37;  AB  6251/  01, 

16,  17,  18,  19,  20,  23;  AB  6252/  36;  AB  6308/01,  01A,  01D,  02,  02B,  03;  AB 
6309B/  01,  02,  18;  and  amending  Sheet  10H  of  the  Zoning  Map,  reclassifying 
the  following  properties  from  a  40-X  (Height  and  Bulk)  District  to  a  55-X  (Height 
and  Bulk)  District:  AB  6237/48,  55;  AB  6248/  02,  45;  AB  6249/  01,  02,  02A,  16, 

17,  18,  19,  20,  21,  22,  23,  24,  25,  26,  27,  28,  29,  30,  31,  32,  33,  34,  35,  36;  AB 
6308/01,  01A,  01D,  02,  02B,  03;  AB6309B/01,  02,  18. 

Preliminary  Recommendation:  Informational  Item,  no  action  requested. 

d.  2006.1308EMTZRUU  (S.  SHOTLAND:  (415)  558-6308) 
VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Informational  hearing  on  a 
possible  Resolution  making  General  Plan  consistency  findings  on  the 
Redevelopment  Plan  and  related  Planning  documents  and  making  a 
recommendation  to  the  Board  of  Supervisors  regarding  the  consistency  of  the 
Redevelopment  Plan  for  the  Visitacion  Valley  Redevelopment  Project 
Redevelopment  Project  and  related  Project  documents  and  actions  with  the 
General  Plan  of  the  City  and  County  of  San  Francisco  and  the  Priority  Policies  of 
Planning  Code  Section  101.1.  The  Draft  Redevelopment  Plan  can  be  viewed  at: 
http://www.sfqov.org/site/planninq  index. asp?id=44209 

Preliminary  Recommendation:  Informational  Item,  no  action  requested. 
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2006  1 308EMTZRUU  (S.  SHOTLAND:  (415)  558-6308) 

VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Informational  hearing  on  a 
possible  Motion  approving  the  Visitacion  Valley  /  Schlage  Lock  Design  for 
Development  document  The  Design  for  Development  Document  .will  direct 
land  use,  building  height  and  other  mandatory  aspects  of  development  at  the 
Schlage  Lock  site  and  also,  provide  design  guidelines  for  development  across  the 
entire  Redevelopment  Area;  making  findings  of  consistency  with  the  General 
Plan  and  the  Priority  Policies  of  Planning  Code  Section  101  1wThe  Design  for 
Development  document  can  be  viewed  at: 

http://www.sfqov.org/site/planninq  index. asp?id=44209 
Preliminary  Recommendation:  Informational  Item,  no  action  requested. 

2006. 1 308EMTZRUU  (S.  SHOTLAND:  (41 5)  558-6308) 

VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Informational  hearing  on  a 
possible  Motion  approving  a  Cooperation  and  Delegation  Agreement 
between  the  San  Francisco  Redevelopment  Agency  and  the  San  Francisco 
Planning  Department  for  the  Visitacion  Valley  Redevelopment  Project  Area; 
making  findings  of  consistency  with  the  General  Plan  and  the  Priority  Policies  of 
Planning  Code  Section  101.1. 

Preliminary  Recommendation:  Informational  Item,  no  action  requested. 


[  Formatted:  Font:  (Default)  Arial,  10  pt 
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2008  0982D  (A.  STARR:  415-558-6362) 

2967  PINE  STREET  -  south  side  between  Lyon  and  Baker  Streets;  Lot  030  in  Assessor's 
Block  1047  -  Request  for  Discretionary  Review  of  Building  Permit  Application  No. 
2008  04  11  9498  proposing  to  add  vertical  and  horizontal  additions  to  this  two-story 
single-family  building  in  an  RH-2  (Residential,  House,  2-Family)  District  and  a  40-X 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve 
(Continued  from  Regular  Meeting  of  October  23,  2008) 

2008  1043D  (M.  WOODS:  (415)  558-6316) 

432  COLE  STREET  -  east  side  between  Oak  and  Page  Streets,  Lot  025  in  Assessor's 
Block  1225  -  Mandatory  Discretionary  Review,  pursuant  to  Planning  Code  Section 
317,  of  Building  Permit  Application  No.  2008.04.04.8901  S,  to  allow  the  merger  of  four 
dwelling  units  into  two  dwelling  units  within  an  RH-3  (Residential,  House,  Three-Family) 
District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
application 

2007.0684DV  (P.  LAVALLEY:  (415)  575-9084) 

260  RIPLEY  STREET  -  south  side  between  Alabama  Street  and  Peralta  Avenue;  Lot  053 
in  Assessor's  Block  5550  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No  2007.07.09.6311,  proposing  to  construct  a  two-story  over  basement 
horizontal  addition  at  the  rear,  two-story  over  basement  addition  at  front,  and  extend 
existing  dormers  of  a  two-story  over  basement,  single-family  dwelling  within  an  RH-2 
(Residential,  House,  Two-Family)  District,  40-X  Height  and  Bulk  District,  and  within  the 
Bernal  Heights  Special  Use  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  project  as 
modified 

(Continued  from  Regular  Meeting  of  October  23,  2008) 

2007  0684DV  (P.  LAVALLEY:  (415)  575-9084) 

260  RIPLEY  STREET  -  south  side  between  Alabama  Street  and  Peralta  Avenue,  Lot  053 
in  Assessor  s  Block  5550  -  Request  for  Variance  pursuant  to  Section  242  of  the 
Planning  Code  from  off-street  parking  to  construct  a  two-story  over  basement  horizontal 
addition  at  the  rear,  two-story  over  basement  addition  at  front,  and  extend  existing 
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dormers  of  a  two-story  over  basement,  single-family  dwelling  within  an  RH-2  (Residential, 
House,  Two-Family)  District,  40-X  Height  and  Bulk  District,  and  within  the  Bernal  Heights 
Special  Use  District. 

(Continued  from  Regular  Meeting  of  October  23,  2008) 

19.       2008.1001D  (S.  LAI:  (415)  575-9087) 

977,  977A,  997-1/2  DOLORES  STREET  -  east  side  between  22nd  and  23rd  Streets,  Lot 
019,  in  Assessor's  Block  3631  -  The  Planning  Commission  will  consider  a  Mandatory 
Discretionary  Review,  pursuant  to  Planning  Code  Section  317,  requiring  review  of 
dwelling  unit  mergers,  of  Building  Permit  Application  No.  2008.05.06.1361,  proposing  to 
merge  three  dwelling  units  into  two  dwelling  units.  The  property  is  located  within  a  RM-1 
(Residential,  Mixed,  Low  Density)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Take  Discretionary  Review  and  Disapprove. 


I.  PUBLIC  COMMENT 


At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 


(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 
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1  "30  PM  DOCUMENTS  DEPT 

Regular  Meeting  DEC  "  8  2008 

President:  Christina  R.  Olague  SAN  FRANCISCO 

Vice-President:  Ron  Miguel  PUBLIC  LIBRARY 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Commission  Secretary:  Linda  D.  Avery  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (41 5)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
 1650  MISSION  STREET,  4TH  FLOOR  RECEPTION  


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  11:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv@sfpov. org 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (415)  558-6318  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 

These  items  will  be  available  for  review  at  the  Planning  Department,  1650  Mission  St.,  4th  floor  reception. 
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1:30  PM 


ROLL  CALL: 

President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 


A.        CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 


The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 


1.         2008.0940C  (M.WOODS:  (415)  558-6315) 

2250  VALLEJO  STREET  -  north  side  between  Fillmore  and  Webster  Streets;  Lot  009,  in 
Assessor's  Block  0557  -  Request  for  Conditional  Use  Authorization  pursuant  to 
Sections  303(c)  and  317  of  the  Planning  Code  to  allow  the  merger  of  eleven  dwelling 
units  into  two  dwelling  units  in  a  three-story  over  basement  residential  building,  within  an 
RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions,  including  Modifications  to  Retain 
More  than  Two  Dwelling  Units 
(Proposed  for  Continuance  to  December  18,  2008) 


2.         2008.1 179Z  (E.WATTY:  (415)558-6620) 

2400  IRVING  STREET  -  northwest  corner  of  25th  Avenue,  Lot  053  in  Assessor's  Block 
1725  -  An  Ordinance  to  amend  Map  Sheets  ZN05  and  SU05  the  Planning  Code  in 
order  to  reclassify  the  northern  half  of  the  Subject  Property  from  RH-2  (Residential 
House,  Two-Family)  to  NC-2  (Neighborhood  Commercial,  Small-Scale),  pursuant  to 
Planning  Code  Section  302.  The  proposed  Ordinance  is  before  the  Commission  so  that 
it  may  recommend  adoption,  rejection,  or  adoption  with  modifications  to  the  Board  of 
Supervisors,  and  adopt  findings,  including  environmental  findings  and  findings  of 
consistency  with  the  General  Plan  and  the  Priority  Policies  of  Planning  Code  Section 
101.1. 

Preliminary  Recommendation:  Recommend  adoption  to  the  Board  of  Supervisors. 
(Proposed  for  Continuance  to  January  8,  2009) 

3a.       2006.0826CV  (K.  GUY:  (415)  558-6163) 

1946  POLK  STREET  (AKA  1591  PACIFIC  AVENUE)  -  southeast  corner  at  Pacific 
Avenue,  Lot  024  of  Assessor's  Block  0596  -  Request  for  Conditional  Use  Authorization 
to  allow  development  on  a  lot  exceeding  10,000  square  feet,  to  reduce  parking 
requirements,  and  to  grant  an  exception  to  bulk  requirements.  The  proposed  project  is  to 
demolish  an  existing  1 .5-story  retail  building  and  surface  parking  lot  and  construct  a  new 
5-story  mixed-use  building  containing  approximately  39  dwelling  units,  approximately  38 
parking  spaces,  and  approximately  2,300  square  feet  of  ground-floor  retail  space.  The 
project  site  is  located  within  the  Polk  Street  Neighborhood  Commercial  District,  and  a  65-A 
Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Continued  from  the  Regular  Meeting  of  November  13,  2008) 
(Proposed  for  Continuance  to  January  15,  2009) 


3b.       2006.0826CV  (K.  GUY:  (415)  558-6163) 

1946  POLK  STREET  (AKA  1591  PACIFIC  AVENUE)  -  southeast  corner  at  Pacific 
Avenue,  Lot  024  of  Assessor's  Block  0596  -  Request  for  a  Modification  of  Rear  Yard 
Requirements  within  a  Neighborhood  Commercial  District.  The  proposed  project  is  to 
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demolish  an  existing  1.5-story  retail  building  and  surface  parking  lot  and  construct  a  new 
5-story  mixed-use  building  containing  approximately  39  dwelling  units,  approximately  38 
parking  spaces,  and  approximately  2,300  square  feet  of  ground-floor  retail  space.  The 
project  site  is  located  within  the  Polk  Street  Neighborhood  Commercial  District,  and  a  65- 
A  Height  and  Bulk  District.  The  Zoning  Administrator  will  consider  the  request  for 
modification  of  rear  yard  requirements  concurrently  with  the  Planning  Commission's 
consideration  of  the  conditional  use  authorization  at  this  same  hearing. 
(Continued  from  the  Regular  Meeting  of  January  15,  2008) 
(Proposed  for  Continuance  to  January  15,  2009) 

4a.       2007.0308CV  (B.  BENDIX:  (415)  575-9089) 

3545-3547  20™  STREET  -  south  side  between  Lexington  and  San  Carlos  Streets;  Lot 
082  in  Assessor's  Block  3609,  in  an  NC-1  (Neighborhood  Commercial  Cluster)  Zoning 
District  with  a  50-X  Height  and  Bulk  designation.  Project  site  will  be  rezoned  as  Valencia 
NCT  (Neighborhood  Commercial  Transit)  Zoning  District  through  adoption  of  the  Eastern 
Neighborhoods  Area  Plan.  Pursuant  to  Planning  Code  Sections  135  and  305,  the  project 
requests  approval  of  an  Open  Space  Variance  to  not  provide  direct  access  to  the 
dwellings'  common  open  space.  This  request  will  be  heard  and  considered  by  the  Zoning 
Administrator. 

(Continued  from  Regular  Meeting  of  December  4,  2008) 
(Proposed  for  Continuance  to  January  22,  2009) 

4b.       2007.0308CV  (B.  BENDIX:  (415)  575-9089} 

3545-3547  20th  STREET  -  south  side  between  Lexington  and  San  Carlos  Streets;  Lot 
082  in  Assessor's  Block  3609,  in  an  NC-1  (Neighborhood  Commercial  Cluster)  Zoning 
District  with  a  50-X  Height  and  Bulk  designation.  Project  site  will  be  rezoned  as  Valencia 
NCT  (Neighborhood  Commercial  Transit)  Zoning  District  through  adoption  of  the  Eastern 
Neighborhoods  Area  Plan.  Pursuant  to  Planning  Code  Sections  135  and  305,  the  project 
requests  approval  of  an  Open  Space  Variance  to  not  provide  direct  access  to  the 
dwellings'  common  open  space.  This  request  will  be  heard  and  considered  by  the  Zoning 
Administrator. 

(Continued  from  Regular  Meeting  of  December  4,  2008) 
(Proposed  for  Continuance  to  January  22,  2009) 

5a.       2007.0921  D  (A.  STARR:  41 5-558-6362) 

673-675  44th  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587  -  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.09.20.3151  (demolition);  proposing  to  demolish  the  existing  two- 
story,  two-family  dwelling,  subdivide  the  lot  and  construct  two,  four-story,  two-family 
buildings  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  Project 
(Continued  from  Regular  Meeting  of  November  13,  2008) 
(Proposed  for  Continuance  to  January  22,  2009) 

5b.       2008.1155D  (A.  STARR:  415-558-6362) 

673-675  44th  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587  -  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.09.20.3152  (new  construction);  proposing  to  demolish  the  existing 
two-story,  two-family  dwelling,  subdivide  the  lot  and  construct  two,  four-story,  two-family 
buildings  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  Project. 
(Continued  from  Regular  Meeting  of  November  13,  2008) 
(Proposed  for  Continuance  to  January  22,  2009) 


Xt'lK  i  iij  Meeting  mill  (  tilcntlai 


Page  4 


San  Francisco  Planning  Commission 


Thursday,  December  11,  2008 


5c.        2008.1 156D  (A.  STARR:  41 5-558-6362) 

673-675  44th  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587  -  Mandatory  Discretionary  Review  of  Building  Permit 
Application  No.  2007.09.20.3157  (new  construction);  proposing  to  demolish  the  existing 
two-story,  two-family  dwelling,  subdivide  the  lot  and  construct  two,  four-story,  two-family 
buildings  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and 
Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve  Project 
(Continued  from  Regular  Meeting  of  November  13,  2008) 
(Proposed  for  Continuance  to  January  22,  2009) 

5d.       2007.0921  DD  (A.  STARR:  415-558-6362) 

673-675  44^  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587-  Request  for  Discretionary  Review  of  Demolition  Permit 
Application  No.  2007.09.20.3151;  proposing  to  demolish  the  existing  two-story,  two-unit 
building  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a  40-X  Height  and  Bulk 
District. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve 
(Continued  from  Regular  Meeting  of  November  13,  2008) 
(Proposed  for  Continuance  to  January  22,  2009) 

5e.       2008.1213D  (A.  STARR:  415-558-6362) 

673-675  44th  AVENUE  -  west  side  between  Balboa  and  Anza  Streets;  Lot  012  in 
Assessor's  Block  1587  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  Nos.  2007.09.20.3152  and  2007.09.20.3157;  proposing  to  construct  two  new, 
four-story,  two-unit  buildings  in  an  RH-2  (Residential,  House,  Two-Family)  District  and  a 
40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  Approve 
(Continued  from  Regular  Meeting  of  November  13,  2008) 
(Proposed  for  Continuance  to  January  22,  2009) 

B.        CONSENT  CALENDAR 

All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing. 

6a.       2007.1 337XH  (A.  HEITTER:  (415)  558-6602) 

134-140  NEW  MONTGOMERY  STREET  -  west  side  between  Minna  and  Natoma  Street, 
Lot  008  of  Assessor's  Block  3722  -  Request  for  Determination  of  Compliance  and  the 
Granting  of  Exceptions  to  the  requirements  for  "Freight  Loading"  and  "Rear  yard" 
pursuant  to  Planning  Code  Section  309  (the  Downtown  Plan)  associated  with  the  proposal 
to  convert  and  rehabilitate  an  existing  office  building  to  118  residential  units  with 
approximately  8,700  square  feet  of  ground  floor  commercial  uses  and  approximately  24 
off-street  parking  spaces.  The  project  site  is  located  within  the  C-3-0  (Downtown  Office) 
Zoning  District  and  the  150-S  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 


6b.       2007.1 337XH  (A.  HEITTER:  (41 5)  558-6602) 

134-140  NEW  MONTGOMERY  STREET  -  west  side  between  Minna  and  Natoma  Street, 
Lot  008  of  Assessor's  Block  3722  -  Request  for  Permit  to  Alter  for  the  construction  of  a 
one-story  glazed  canopy  at  the  rear  facade,  partial  demolition  of  a  1951  addition  at  the 


Notice  of  Meeting  and  Calendar 


Page  5 


Sun  Francisco  Plannnm  Cinnnuwimi 


Thursday,  December  11.  2008 


27'  floor,  a  one-story  vertical  addition  at  the  27th  floor,  limited  alterations  to  the  ground 
floor  fenestration,  and  replacement  windows  associated  with  the  proposal  to  convert  and 
rehabilitate  an  office  building  to  118  residential  units  with  approximately  8,700  square  feet 
of  ground  floor  commercial  uses  and  approximately  24  off-street  parking  spaces.  The 
project  site  is  designated  a  Category  I  (Significant)  Building  under  Article  11  within  the 
New  Montgomery-Second  Street  Conservation  District,  and  is  located  within  the  C-3-0 
(Downtown  Office)  Zoning  District  and  the  150-S  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approval  with  Conditions 

D.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

E.  DIRECTOR'S  REPORT 

7.  Director's  Announcements 

8.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

F.  GENERAL  PUBLIC  COMMENT  -  15  MINUTES 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 

G.  REGULAR  CALENDAR 


9.  (J.  SWITZKY:  ($1 5)  575-681 5) 
GROUND  FLOOR  RESIDENTIAL  DESIGN  GUIDELINES  -  Resolution  to  Adopt  the 
Draft  Ground  Floor  Residential  Design  Guidelines  as  required  by  Planning  Code 
Sections  144,  145.1  and  827.  Sections  144,  145.1,  and  827  of  the  Planning  Code  (as 
amended  through  the  pending  Eastern  Neighborhoods  Code  package)  require  that 
in  RTO,  NCT,  DTR,  and  Eastern  Neighborhoods  Mixed  Use  (MUO,  MUG,  MUR,  UMU, 
and  SPD)  districts  all  off-street  parking  located  above  grade  must  be  set  back  from  all 
street  frontages  and  lined  with  "active  uses."  These  Sections  state  if  residential  uses  are 
proposed  in  new  construction  to  satisfy  the  requirement  for  "active  uses"  that  their  design 
be  consistent  with  the  "Ground  Floor  Residential  Design  Guidelines  as  adopted  and 
periodically  amended  by  the  Planning  Commission."  The  guidelines  in  this  document 
supplement  the  existing  design  policies  and  principles  in  the  General  Plan  and  the 
requirements  and  standards  in  the  relevant  Planning  Code  sections. 

Preliminary  Recommendation:  Approval 

10.  (E.  FORBES:  (41 5)  558-641 7) 
DISCRETIONARY  REVIEW  REFORM  -  Hearing  for  the  Commission  to  consider  staff 
recommendations  for  modification  to  the  discretionary  review  process.  This  is  an 
action  plan  item. 

Preliminary  Recommendation:  No  Action  Required 
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1 1  a.      2008.0868DDV  (G.  CABREROS:  (41 5)  558-61 69) 

2734  BAKER  STREET  -  east  side  of  street  between  Filbert  and  Union  Streets, 
Assessor's  Block  0947;  Lot  051  -  Requests  for  Discretionary  Review  of  Building  Permit 
Application  No.  2006.05.24.2394  to  construct  a  one-story-over-crawl-space  rear  addition 
14  feet  beyond  the  rear  wall  of  the  existing  three-story,  two-unit  building  within  an  RH-2 
(Residential,  House,  Two-Family)  Zoning  District  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Do  not  Take  Discretionary  Review  and  approve 
(Continued  from  Regular  Meeting  of  November  13,  2008) 

11b.      2006.1485V  (G.  CABREROS:  (41 5)  558-6169) 

2734  BAKER  STREET  -  east  side  between  Filbert  and  Union  Streets,  Lot  051  in 
Assessor's  Block  0947  -  Request  for  a  rear  yard  variance  pursuant  to  Planning  Code 
Section  134  proposing  to  construct  a  one-story-over-basement  rear  addition  to  an 
existing  three-story,  two-unit  building  in  an  RH-2  (Residential,  House,  Two  Family) 
Zoning  District  and  a  40-X  Height  and  Bulk  District. 
(Continued  from  Regular  Meeting  of  November  13,  2008) 

12.       2006.1409D  (R.  CRAWFORD:  (415)  558-6358) 

2200-2210  MARKET  STREET  -  northwestern  corner  of  Market  and  15,h  Streets  Lot  001 , 
of  Assessor's  Block  3560  -  Mandatory  Discretionary  Review  of  a  project  exceeding  50 
feet  in  height  within  the  Market-Octavia  Neighborhood  Plan  area.  The  proposal  is  to 
demolish  the  existing  full  service  restaurant  building  (Thai  House  restaurant)  and 
construct  a  mixed  use  building  with  underground  parking,  ground  floor  commercial  uses 
and  22  residential  units  in  the  Upper  Market  Neighborhood  Commercial,  Transit  Oriented 
District  and  50X  and  40X  Height  and  Bulk  Districts. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  Approve  the  Permit  with 
Conditions 

G.        PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1)  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 
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Commission  Chambers  -  Room  400 
City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place 

Thursday,  December  11,  2008 
1:30  PM 

Regular  Meeting 

President:  Christina  R.  Olague 
Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden; 
William  L.  Lee;  Kathrin  Moore;  Hisashi  Sugaya 

Acting  Commission  Secretary:  Jonas  lonin 

5:00  p.m.   ■  "  [Although  the  following  item  may  be  called  after  the  listed  time,  it  will 
not  be  called  before.] 

m       13.  (E.  FORBES:  (415)  558-6417) 

DISCRETIONARY  REVIEW  REFORM  -  Hearing  for  the  Commission  to 
consider  staff  recommendations  for  modification  to  the  discretionary 
review  process.  This  is  an  action  plan  item. 
Preliminary  Recommendation:  No  Action  Required 
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1  :30  PM  DEC  1  5  2008 

Regular  Meeting 

SAN  FRANCISCO 

President:  Christina  R.  Olague  PUBLIC  LIBRARY 

Vice-President:  Ron  Miguel 
Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L.  Lee;  Kathrin  Moore; 
Hisashi  Sugaya 

 Acting  Commission  Secretary:  Jonas  P.  lonin  

Commission  Calendars  are  available  on  the  Internet  at  http://www.sfgov.org/planning 
or  as  a  recorded  message  at  (415)  558-6422. 

View  the  meeting  online  at:  http://www.sfgov.org/site/sfgtv_index.asp 
Or 

View  the  broadcast  live,  Thursdays  on  Cable  Channel  78. 
And 

The  re-broadcast  on  Fridays  at  8:00  p.m.,  Cable  Channel  26 

THE  AGENDA  PACKET  IS  AVAILABLE  FOR  REVIEW  AT  THE  PLANNING  DEPARTMENT 
1650  MISSION  STREET,  4TH  FLOOR  RECEPTION 


Commission  Meeting  Procedures 

Material  submitted  by  the  public  for  Commission  review  prior  to  a  scheduled  hearing  should  be  received  by  the  Planning  Department 
reception  counter  at  1 650  Mission  Street,  4th  floor,  no  later  than  5:00  PM  the  Wednesday  (eight  days)  prior  to  the  scheduled  public 
hearing.  Persons  unable  to  attend  a  hearing  may  submit  written  comments  regarding  a  calendared  item  to:  Planning  Commission, 
1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103-2414.  Comments  received  by  1 1:00  AM  on  the  day  of  the  hearing  will  be 
made  part  of  the  official  record  and  will  be  brought  to  the  attention  of  the  Planning  Commission  at  the  public  hearing.  Otherwise, 
submit  material  related  to  a  calendared  item  at  the  scheduled  hearing  for  distribution.  For  complete  distribution  to  all 
Commissioners,  necessary  staff  and  case/docket/correspondence  files,  submit  an  original  plus  10  copies.  When  sending  e-mail 
correspondence  to  Commissioners,  please  copy  the  Commission  Secretary  at:  linda.averv@sfQov.orq 

Pursuant  to  Government  Code  Section  65009,  if  you  challenge,  in  court,  (1)  the  adoption  or  amendment  of  a  general  plan,  (2)  the 
adoption  or  amendment  of  a  zoning  ordinance,  (3)  the  adoption  or  amendment  of  any  regulation  attached  to  a  specific  plan,  (4)  the 
adoption,  amendment  or  modification  of  a  development  agreement,  or  (5)  the  approval  of  a  variance,  conditional-use  authorization, 
or  any  permit,  you  may  be  limited  to  raising  only  those  issues  you  or  someone  else  raised  at  the  public  hearing  described  in  this 
notice,  or  in  written  correspondence  delivered  to  the  Planning  Commission,  at,  or  prior  to,  the  public  hearing. 

Commission  action  on  conditional-uses  and  reclassification  may  be  appealed  to  the  Board  of  Supervisors  within  30  days.  Call  (415) 
554-5184  for  more  information.  Commission  actions  after  Discretionary  Review  may  be  appealed  to  the  Board  of  Appeals  within  15 
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days  of  action  by  the  Central  Permit  Bureau.  Call  (415)  575-6880  for  more  information.  Zoning  Administrator  action  on  a  variance 
application  may  be  appealed  to  the  Board  of  Appeals  within  10  days  of  issuance  of  the  written  decision. 

The  Commission  has  instituted  a  policy  that,  in  most  cases,  they  will  not  call  an  item  for  consideration  after  10:00  PM.  If 
an  item  is  scheduled  but  not  called  or  introduced  prior  to  10:00  PM,  the  Commission  may  continue  the  matter  to  the  next 
available  hearing.  Items  listed  on  this  calendar  will  not  be  heard  before  the  stated  time. 

Cell  Phone  and/or  Sound-Producing  Electronic  Devices  Usage  at  Hearings 

Effective  January  21,  2001,  the  Board  of  Supervisors  amended  the  Sunshine  Ordinance  by  adding  the  following  provision:  The 
ringing  of  and  use  of  cell  phones,  pagers  and  similar  sound-producing  electronic  devices  are  prohibited  at  this  meeting.  Please  be 
advised  that  the  Chair  may  order  the  removal  from  the  meeting  room  of  any  person(s)  responsible  for  the  ringing  or  use  of  a  cell 
phone,  pager,  or  other  similar  sound-producing  electronic  devices  (67A.  1  Prohibiting  the  use  of  cell  phones,  pagers  and  similar 
sound-producing  electronic  devices  at  and  during  public  meetings). 

For  more  information  related  to  Planning  Commission  matters,  please  call  Linda  D.  Avery,  Commission  Secretary,  at  (415)  558- 

6407. 

San  Francisco  Lobbyist  Ordinance 

Attention:  Individuals  and  entities  that  influence  or  attempt  to  influence  local  legislative  or  administrative  action  my  be  required  by 
the  San  Francisco  Lobbyist  Ordinance  [SF  Campaign  and  Governmental  Conduct  Code  Section  21.00-2.160]  to  register  and  report 
lobbying  activity.  For  more  information  about  the  Lobbyist  Ordinance,  please  contact  the  Ethics  Commission  at  30  Van  Ness 
Avenue,  Suite  3900,  San  Francisco,  CA  94102;  telephone  (415)  581-2300;  fax  (415)  581-2317;  and  web  site 
http//www. sfgov.org/ethics. 

Accessible  Meeting  Policy 

Hearings  are  held  at  City  Hall,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  400,  fourth  floor,  San  Francisco,  CA.  The  closest  accessible 
BART  station  is  the  Civic  Center  station  located  at  the  intersection  of  Market,  Hyde  and  Grove  Streets.  Accessible  curbside  parking 
has  been  designated  at  points  along  McAllister  Street.  Accessible  MUNI  lines  serving  City  Hall  are  the  9  San  Bruno  and  71 
Haight/Noriega  and  the  F  Line.  Accessible  MUNI  Metro  lines  are  the  J,  K,  L,  M,  and  N.  For  more  information  regarding  MUNI 
accessible  services,  call  (415)  923-6142.  Requests  for  American  sign  language  interpreters,  sound  enhancement  systems  and/or 
language  translators  will  be  available  upon  request  by  contacting  Lulu  Hwang  at  (41 5)  558-631 8  at  least  48  hours  prior  to  a  hearing. 
A  sound  enhancement  system  will  be  available  upon  request  at  the  meetings.  Please  contact  Services  for  the  Deaf  and  Hearing 
Impaired  at  557-5533  (TDD)  or  557-5534  (Voice)  at  least  48  hours  prior  to  the  meeting.  Late  requests  will  be  honored  if  possible.  A 
person  who  is  deaf  or  hearing  impaired  may  gain  meeting  information  prior  to  the  meeting  by  calling  557-4433  (TDD)  or  557-4434 
(Voice).  In  addition,  the  California  Relay  Service  can  be  used  by  individuals  with  hearing  and  speech  impairments  by  calling  1-800- 
735-2929  (TDD)  or  1-800-735-2922  (Voice).  Minutes  of  the  meetings  are  available  in  alternative  formats.  If  you  require  the  use  of  a 
reader  during  the  meeting,  please  contact  the  Library  for  the  Blind  and  Print  Handicapped  at  292-2022  at  least  48  hours  in  advance 
of  need.  Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available  at  meetings. 
Individuals  with  severe  allergies,  environmental  illnesses,  multiple  chemical  sensitivity  or  related  disabilities  should  call  our 
accessibility  hotline  at  (415)  554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the  City's  efforts  to  accommodate  such 
people,  attendees  at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based  products. 
Please  help  the  City  to  accommodate  these  individuals. 

Know  Your  Rights  Under  the  Sunshine  Ordinance 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public.  Commissions,  boards,  councils  and  other 
agencies  of  the  City  and  County  exist  to  conduct  the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted 
before  the  people  and  that  City  operations  are  open  to  the  people's  review. 

For  more  information  on  your  rights  under  the  Sunshine  Ordinance  (Chapter  67  of  the  San  Francisco  Administrative  Code)  or  to 
report  a  violation  of  the  ordinance,  contact  Adele  Destro,  Interim  Administrator,  1  Dr.  Carlton  B.  Goodlett  Place,  Room  409,  by 
phone  at  (415)  554-7724,  by  fax  at  (415)  554-7854  or  by  E-mail  at  sotf@sfqov.org. 

Copies  of  the  Sunshine  Ordinance  can  be  obtained  from  the  Clerk  of  the  Sunshine  Task  Force,  the  San  Francisco  Library  and  on 
the  City's  website  at  www.sfgov.org/bdsupvrs/sunshine.. 

COMMUNICATIONS 

Note:  Each  item  on  the  Consent  or  Regular  calendar  may  include  the  following  documents: 

1)  Planning  Department  Case  Executive  Summary 

2)  Planning  Department  Case  Report 

3)  Draft  Motion  or  Resolution  with  Findings  and/or  Conditions 

4)  Public  Correspondence 
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San  Francisco  Planning  Commission 


Thursday,  December  18,  2008 


President:  Christina  R.  Olague 

Vice-President:  Ron  Miguel 

Commissioners:  Michael  J.  Antonini;  Gwyneth  Borden;  William  L  Lee; 

Kathrin  Moore;  Hisashi  Sugaya 


A.  CONSIDERATION  OF  ITEMS  PROPOSED  FOR  CONTINUANCE 

The  Commission  will  consider  a  request  for  continuance  to  a  later  date.  The  Commission  may 
choose  to  continue  the  item  to  the  date  proposed  below,  to  continue  the  item  to  another  date,  or 
to  hear  the  item  on  this  calendar. 

1 .  2008.0658C  (K.  GUY  (41 5)  558-61 63) 
1349  CLAY  STREET  -  between  Jones  and  Leavenworth  Streets,  Lot  033  of  Assessor's 
Block  0220  -  Request  for  Conditional  Use  Authorization  to  allow  a  proposed  addition 
to  an  existing  building  in  excess  of  40  feet  in  height.  The  project  proposes  to  add  two 
stories  to  an  existing  two-story  over  basement  building,  renovate  the  existing  facade,  add 
decks  at  the  fourth  level  and  the  roof,  and  add  an  elevator/stair  penthouse,  solar  array, 
and  wind  turbines  to  the  roof.  The  finished  roof  would  reach  a  height  of  approximately  59 
feet.  As  permitted  by  the  Planning  Code,  the  wind  turbines  and  portions  of  the  rooftop 
structures  would  exceed  the  65-foot  height  limit,  up  to  a  maximum  height  of 
approximately  75  feet.  The  number  of  existing  dwelling  units  will  not  change.  The  project 
site  is  located  within  the  RM-3  (Residential  Mixed,  Medium  Density)  Zoning  District  and 
the  65-A  Height  and  Bulk  District. 

Preliminary  Recommendation:  Approval  with  Conditions 
(Proposed  for  Continuance  to  January  8,  2008) 

B.  COMMISSIONERS'  QUESTIONS  AND  MATTERS 

2.  Commission  Comments/Questions 

•  Inquiries/Announcements.  Without  discussion,  at  this  time  Commissioners  may 
make  announcements  or  inquiries  of  staff  regarding  various  matters  of  interest  to 
the  Commissioner(s). 

•  Future  Meetings/Agendas.  At  this  time,  the  Commission  may  discuss  and  take 
action  to  set  the  date  of  a  Special  Meeting  and/or  determine  those  items  that 
could  be  placed  on  the  agenda  of  the  next  meeting  and  other  future  meetings  of 
the  Planning  Commission. 

C.  DIRECTOR'S  REPORT 

3.  Director's  Announcements 

•  Code  Enforcement  Survey  Results  (L.  SCOTT) 

4.  Review  of  Past  Week's  Events  at  the  Board  of  Supervisors  and  Board  of  Appeals 

SFPUC  PROJECTS  AND  CONSERVATION  MEASURES  -  Planning  Department  and 
San  Francisco  Public  Utilities  Commission  (SFPUC)  staff  will  make  an  informational 
presentation  about  plans  to  conserve  and  recycle  water  in  the  SFPUC  service  area. 
Staff  will  also  discuss  environmental  documents  on  SFPUC  projects  that  will  undergo 
consideration  by  the  Planning  Commission  in  the  near  term  and  the  longer  term  studies 
that  will  be  on-going. 

Preliminary  Recommendation:  Informational  presentation,  possible  action  to  authorize 
Commission  President  to  send  a  proposed  letter  to  the  SFPUC 
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D.         GENERAL  PUBLIC  COMMENT  -  15  MINUTES 


At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Commission  for  up 
to  three  minutes. 


E.         CONSENT  CALENDAR 


All  matters  listed  hereunder  constitute  a  Consent  Calendar,  are  considered  to  be  routine  by  the 
Planning  Commission,  and  will  be  acted  upon  by  a  single  roll  call  vote  of  the  Commission.  There 
will  be  no  separate  discussion  of  these  items  unless  a  member  of  the  Commission,  the  public,  or 
staff  so  requests,  in  which  event  the  matter  shall  be  removed  from  the  Consent  Calendar  and 
considered  as  a  separate  item  at  this  or  a  future  hearing. 

5.         2007.01 18E  (SOKOLOVE:  575-9046) 

AUTHORIZATION  OF  ERO  TO  CONDUCT  DRAFT  EIR  HEARINGS  NEAR  PROJECT 
SITES  -  Consider  authorizing  the  Environmental  Review  Officer,  or  his  designee,  to 
take  supplemental  public  testimony  at  additional  hearings  on  draft  Environmental 
Impact  Reports  (EIRs)  for  projects  proposed  by  the  San  Francisco  Public  Utilities 
Commission  (SFPUC)  in  jurisdictions  outside  the  City  and  County  of  San  Francisco.  The 
projects  and  proposed  hearing  locations  include: 


1 .  San  Andreas  No.  3  Pipeline  Installation  (Daly  City) 

2.  San  Joaquin  Pipeline  System  (Modesto  and  Tracy) 

3.  CS/SA  Transmission  Upgrade  (Hillsborough) 

4.  Lower  Crystal  Spring  Dam  (Hillsborough) 

5.  Conjunctive  Use  Groundwater  (Daly  City) 

6.  Harry  Tracy  Water  Treatment  Plant  Long  Term  Improvements  (Hillsborough) 

7.  Crystal  Springs  Pipeline  No.  2  (Hillsborough) 

8.  Seismic  Upgrade  of  Bay  Division  Pipelines  No.  3  and  4  (Fremont) 

9.  Alameda  Watershed  Habitat  Conservation  Plan  (Fremont  or  Sunol) 

10.  San  Antonio  Backup  Pipeline  (Fremont  or  Sunol) 

1 1 .  Habitat  Reserve  Program  (Fremont  and  San  Mateo) 

12.  Alameda  Creek  Fisheries  Enhancement  (Fremont  or  Sunol) 


The  public  hearings  in  other  jurisdictions  would  be  in  addition  to,  and  not  in  lieu  of,  this 
Commission's  hearing  to  take  public  comment  on  the  draft  EIRs  for  the  proposed 
projects.  The  Planning  Commission  may  also  authorize  the  Environmental  Review 
Officer,  or  his  designee,  to  hold  additional  public  hearings,  as  provided  in  San  Francisco 
Administrative  Code  Sections  31.05  and  31.14.  Because  the  projects  could  affect  areas 
outside  the  City  and  County  of  San  Francisco,  the  Environmental  Review  Officer 
recommends  holding  additional  public  hearings  near  the  projects  site  and  is  requesting 
authorization  from  the  Planning  Commission  to  do  so. 

Preliminary  Recommendation:  Authorize  the  Environmental  Review  Officer  to  conduct 
additional  public  hearings  on  draft  EIRs  for  the  SFPUC  projects. 

F.         PUBLIC  COMMENT  ON  AGENDA  ITEMS  WHERE  THE  PUBLIC  HEARING  HAS  BEEN 

CLOSED 


At  this  time,  members  of  the  public  who  wish  to  address  the  Commission  on  agenda  items  that 
have  already  been  reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to 
testify  and  the  public  hearing  has  been  closed,  must  do  so  at  this  time 
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CONSIDERATION  OF  FINDINGS  AND  FINAL  ACTION  -  PUBLIC  HEARING  CLOSED 

6.         2007.01 1 8E  (R.  DEAN  (41 5)  575-9028) 

SAN  JOAQUIN  REGIONAL  WATER  QUALITY  IMPROVEMENT  PROJECT  - 
unincorporated  San  Joaquin  County:  the  Tesla  Portal  site  is  located  at  the  western 
terminus  of  West  Vernalis  Road,  about  7.5  miles  south  of  the  City  of  Tracy,  and  the 
Thomas  Shaft  site  is  located  at  the  southern  terminus  of  Thomas  Shaft  Road,  south  from 
its  intersection  with  Corral  Hollow  Road,  about  7  miles  southwest  of  the  City  of  Tracy  - 
Certification  of  the  Final  Environmental  Impact  Report.  The  San  Francisco  Public 
Utilities  Commission  (SFPUC)  proposes  the  San  Joaquin  Regional  Water  Quality 
Improvement  Project  to  improve  water  disinfection  capabilities  at  the  SFPUC's  Tesla 
Portal  site  and  the  Thomas  Shaft  site,  both  within  unincorporated  San  Joaquin  County.  At 
the  Tesla  Portal  site,  the  Tesla  Treatment  Facility  is  proposed,  which  entails  replacement 
of  the  existing  Tesla  Portal  Hypochlorite  Station  with  a  new  Chemical  Process  Building 
and  Office/Control  Building,  and  the  construction  of  an  ultraviolet  (UV)  facility,  which 
would  disinfect  water  using  a  series  of  UV  light  arrays.  At  the  Thomas  Shaft  site,  the 
Lawrence  Livermore  Water  Quality  Improvements  would  upgrade  the  existing  water 
treatment  facility  with  a  UV  system.  Both  facilities  are  proposed  to  meet  disinfection 
requirements  of  the  Surface  Water  Treatment  Rule  and  the  Long  Term  2  Enhanced 
Surface  Water  Treatment  Rule. 

Preliminary  Recommendation:  Certify  the  Environmental  Impact  Report 
Please  note:  The  public  hearing  on  the  Draft  EIR  is  closed.  The  public  comment 
period  for  the  Draft  EIR  ended  on  October  8,  2008.  The  Planning  Commission  does 
not  conduct  public  review  of  Final  EIRs.  Public  comments  on  the  certification  may 
be  presented  to  the  Planning  Commission  during  the  Public  Comment  portion  of 
the  Commission  calendar. 


7.         2006.0881  E  (D.  DWYER  (41 5)  575-9031 ) 

420-430  29™  AVENUE/ST.  PETER'S  CHURCH  RELOCATION  AND  SUPPORTIVE 
HOUSING  PROJECT  -  east  side  of  29th  Avenue  between  Geary  Boulevard  and  Clement 
Street;  Lots  01 4B  and  015  in  Assessor's  Block  1460  -  Certification  of  the  Final 
Environmental  Impact  Report.  The  proposed  project  includes  the  demolition  of  Saint 
Peter's  Episcopal  Church,  renovation  of  the  existing  Parish  Hall  and  Rectory,  relocation 
of  the  church  Sanctuary  to  the  Parish  Hall,  a  lot  line  adjustment  to  reconfigure  the  two 
lots,  and  construction  of  a  20-unit  housing  development  to  serve  developmentally 
disabled  adults.  The  20-unit  housing  development  would  replace  the  Sanctuary  with  a 
three-story  over  partial  basement  building  of  16,915  gross  square  feet.  The  existing 
Sanctuary,  built  in  1913,  is  an  historic  resource.  The  project  site  is  located  in  an  RH-2 
(Residential  House,  Two-Family)  Zoning  District  and  40-X  height  and  bulk  district.  The 
proposed  project  would  require  rezoning  of  the  property  from  RH-2  to  RM-1  (Residential, 
Mixed,  Low-Density)  Zoning  District.  The  proposed  project  would  also  require 
Conditional  Use  Authorization  for  relocation  of  the  church  use  in  an  RM-1  Zoning  District 
and  a  rear  yard  variance. 

Preliminary  Recommendation:  Certify  the  Environmental  Impact  Report 
Please  note:  The  public  hearing  on  the  Draft  EIR  is  closed.  The  public  comment 
period  for  the  Draft  EIR  ended  on  July  15,  2008.  The  Planning  Commission  does 
not  conduct  public  review  of  Final  EIRs.  Public  comments  on  the  certification  may 
be  presented  to  the  Planning  Commission  during  the  Public  Comment  portion  of 
the  Commission  calendar. 


8.         2006.1 308EMTZRUU  (J.  NAVARRETE  (415)  575-9040) 

THE  VISITACION  VALLEY  REDEVELOPMENT  PLAN  Certification  of  Final 
Environmental  Impact  Report  -  Consideration  and  possible  action  to  certify  the  Final 
Environmental  Impact  Report.  This  is  an  environmental  impact  report  on  the  Visitacion 
Valley  Redevelopment  Plan.  The  Redevelopment  Plan  area  has  the  following  general 
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boundaries:  Tunnel  Avenue  to  the  east;  the  San  Francisco/San  Mateo  County  line  to  the 
south;  to  the  west  generally  by  lots  fronting  the  west  side  of  Bayshore  Boulevard  between 
Sunnydale  Avenue  on  the  south  and  Blanken  to  the  north  and  lots  fronting  the  both  sides 
of  Leland  Avenue,  between  Bayshore  Boulevard  and  Cora  Street  to  the  west.  The 
Visitacion  Valley  Redevelopment  Plan  calls  for  redevelopment  of  the  long-vacant  Schlage 
Lock  site  into  the  larger  Visitacion  Valley  neighborhood,  creating  a  transit-oriented  mixed 
use  development  with  new  residential  units,  including  affordable  units,  a  mid-sized 
grocery  store,  and  other  neighborhood  commercial  ground  floor  retail  on  the  Schlage  site. 
It  also  includes  a  number  of  public  improvements,  including  new  neighborhood  parks,  the 
extension  of  the  Visitacion  Valley  street  grid  throughout  the  Schlage  Lock  property,  and 
pedestrian  improvements  to  the  circulation  network  including  improvements  to  Bayshore 
Blvd.  Intersections. 

Preliminary  Recommendation:  Certify  the  Final  Environmental  Impact  Report 

Note:  The  public  review  period  for  the  Draft  Environmental  Impact  Report  ended  at 

5:00  pm,  July  21,  2008.  The  Planning  Commission  does  not  conduct  public  review 

of  Final  EIRs.  Public  comments  on  the  certification  may  be  presented  to  the 

Planning  Commission  during  the  Public  Comment  portion  of  the  Commission 

calendar. 

H.         REGULAR  CALENDAR 

9.         2006.1308EMTZRUU  (S.  SHOTLAND  (41 5)  558-6308) 

THE  VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Consideration  of  adoption  of 
General  Plan,  Planning  Code  and  Zoning  Map  amendments,  and  other  actions  related  to 
the  Visitacion  Valley  Redevelopment  Plan,  including  approval  of  a  Design  for 
Development  document.  The  Redevelopment  Plan  area  has  the  following  general 
boundaries:  Tunnel  Avenue  to  the  east;  the  San  Francisco/San  Mateo  County  line  to  the 
south;  to  the  west  generally  by  lots  fronting  the  west  side  of  Bayshore  Boulevard  between 
Sunnydale  Avenue  on  the  south  and  Blanken  to  the  north  and  lots  fronting  the  both  sides 
of  Leland  Avenue,  between  Bayshore  Boulevard  and  Cora  Street  to  the  west.  The 
Visitacion  Valley  Redevelopment  Plan  calls  for  redevelopment  of  the  long-vacant  Schlage 
Lock  site  into  the  larger  Visitacion  Valley  neighborhood,  creating  a  transit-oriented  mixed 
use  development  with  new  residential  units,  including  affordable  units,  a  mid-sized 
grocery  store,  and  other  neighborhood  commercial  ground  floor  retail  on  the  Schlage  site. 
It  also  includes  a  number  of  public  improvements,  including  new  neighborhood  parks,  the 
extension  of  the  Visitacion  Valley  street  grid  throughout  the  Schlage  Lock  property,  and 
pedestrian  improvements  to  the  circulation  network  including  improvements  to  Bayshore 
Blvd.  Intersections.  The  project  reguires  several  actions  by  the  Planning  Commission, 
the  Redevelopment  Commission  and  the  Board  of  Supervisors. 

9a.       2006.1 308EMTZRUU  (S.  SHOTLAND  (415)  558-6308) 

VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Adopt  CEQA  FINDINGS  on  the 
Visitacion  Valley  Redevelopment  Program  and  related  project  actions,  including  General 
Plan,  Planning  Code  and  Zoning  Map  amendments,  General  Plan  consistency  and 
Planning  Code  Sec.  101.1  findings  and  approval  of  related  planning  actions  including 
Design  for  Development  document. 
Preliminary  Recommendation:  Approval 


9b.       2006.1308EMTZRUU  (S.  SHOTLAND  (41 5)  558-6308) 

VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Consideration  of  a  Resolution 
amending  the  San  Francisco  General  Plan,-  Pursuant  to  San  Francisco  Charter  Section 
4.105,  Planning  Code  §  340(c)  and  §  306.3,  amending  the  Arts,  Commerce  and  Industry, 
Recreation  and  Open  Space,  Transportation,  the  Urban  Design  Elements  and 
corresponding  revisions  to  the  Land  Use  Index  of  the  General  Plan. 


V,  '/I,  i  ,  7  \1,  ,  tui£  <uul  (  alt  nddi 


I'tmc  6 


San  Francisco  Planning  Commission 


Thursday,  December  18,  2008 


Preliminary  Recommendation:  Approval 

9c.       2006.1 308EMIZRUU  (S.  SHOTLAND  (415)  558-6308) 

VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Consideration  of  a  Resolution 
amending  the  San  Francisco  Planning  Code,  to  establish  the  Schlage  LockA/isitacion 
Valley  Special  Use  District  Pursuant  to  Planning  Code  §  302(c)  and  §  306.3,  Consider 
adopting  a  Planning  Code  amendment  reguiring  all  development  within  the 
Redevelopment  Project  Area  to  be  consistent  with  the  Plan  and  Visitacion  Valley/Schlage 
Lock  Design  for  Development  document. 
Preliminary  Recommendation:  Approval 

9d.       2006.1 308EMTZRUU  (S.  SHOTLAND  (415)  558-6308) 

VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Consideration  of  a  Resolution  to 
adopt  an  amendment  to  the  Zoning  Map  of  the  San  Francisco  Planning  Code. 
Consideration  of  a  Resolution  amending  Sheet  10SU  and  10H  of  the  Zoning  Map  of  the 
San  Francisco  Planning  Code,  Pursuant  to  Planning  Code  Sections  302(c  ),  and  306.3, 
amending  Sheets  10SU  classifying  all  property  located  within  the  Visitacion  Valley 
Redevelop  Plan  Project  Area  as  the  Visitacion  Valley  /  Schlage  Lock  Special  Use  District, 
as  shown  on  the  attached  map.  including  the  following  Assessors  Blocks  and  lots:  AB 
5066B  /  03,  04,  04a,  05,  06,  07,  08,  09;  AB  5087/03,  03a,  04,  05;  AB  5099/14;  AB 
5100/  02,  03,  07,  10;  AB  5101/  06,  07;  AB  5102/09,  10,  AB  5107/  01,  03,  04,  05;  AB 
6237/48,  55;  AB  6247/02,  03,  04,  05,  06,  07,  08,  09,  10,  11,  12,  13,  14,  15,  16,  17,  18, 
19,  42;  AB  6248/  02,  08,  09,  10,  11,  12,  13,  14,  15,  16,  17,  19,  20,  21,  22,  45;  AB 
6249/01 ,  02,  02A,  1 2,  1 3,  1 4,  1 5,  1 6,  1 7,  1 8,  1 9,  20,  21 ,  22,  23,  24,  25,  26,  27,  28,  29,  30, 
31,  32,  33,  34,  35,  36;  AB  6250  /  01 ,  17,  18,  19,  20,  21,  22,  23,  24,  28,  29,  30,  31,  34, 
35,36,37;  AB  6251/ 01,  16,  17,  18,  19,  20,  23;  AB  6252/36;  AB  6308/ 01 ,  01  A,  01 D, 
02,  02B,  03;  AB  6309B/  01,  02,  18;  and  amending  Sheet  10H  of  the  Zoning  Map, 
reclassifying  the  following  properties  from  a  40-X  (Height  and  Bulk)  District  to  a  55-X 
(Height  and  Bulk)  District:  AB  6237/48,  55;  AB  6248/  02,  45;  AB  6249/  01,  02,  02A,  16, 
1 7,  1 8,  1 9,  20,  21 ,  22,  23,  24,  25,  26,  27,  28,  29,  30,  31 ,  32,  33,  34,  35,  36;  AB  6308/  01 , 
01  A,  01 D,  02,  02B,  03;  AB  6309B  /  01 ,  02,  1 8. 
Preliminary  Recommendation:  Approval 

9e.       2006.1 308EMTZRUU  (S.  SHOTLAND  (415)  558-6308) 

VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Consideration  of  a  Motion  making 
General  Plan  consistency  findings  on  the  Redevelopment  Plan  and  related  Planning 
documents  and  making  a  recommendation  to  the  Board  of  Supervisors  regarding  the 
consistency  of  the  Redevelopment  Plan  for  the  Visitacion  Valley  Redevelopment  Project 
Redevelopment  Project  and  related  Project  documents  and  actions  with  the  General 
Plan  of  the  City  and  County  of  San  Francisco  and  the  Priority  Policies  of  Planning  Code 
Section  101.1.  The  Draft  Redevelopment  Plan  can  be  viewed  at: 
http://www.sfgov.org/site/planning  index.asp?id=44209 
Preliminary  Recommendation:  Approval 

9f.        2006.1 308EMTZRUU  (S.  SHOTLAND  (415)  558-6308) 

VISITACION  VALLEY  REDEVELOPMENT  PLAN  -  Consideration  of  a  Motion  approving 
the  Visitacion  Valley  /  Schlage  Lock  Design  for  Development  document.  The  Design  for 
Development  Document  will  direct  land  use,  building  height  and  other  mandatory  aspects 
of  development  at  the  Schlage  Lock  site  and  also  provide  design  guidelines  for 
development  across  the  entire  Redevelopment  Area;  making  findings  of  consistency  with 
the  General  Plan  and  the  Priority  Policies  of  Planning  Code  Section  101.1..  The  Design 
for  Development  document  can  be  viewed  at: 
http://www.sfgov.org/site/planning  index.asp?id=44209 
Preliminary  Recommendation:  Approval 
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9g.       2006.1 308EMTZRUU  (S.  SHOTLAND  (41 5)  558-6308) 

VISITACIQN  VALLEY  REDEVELOPMENT  PLAN  -  Consideration  of  a  Motion  approving 
a  Cooperation  and  Delegation  Agreement  between  the  San  Francisco  Redevelopment 
Agency  and  the  San  Francisco  Planning  Department  for  the  Visitacion  Valley 
Redevelopment  Project  Area;  making  findings  of  consistency  with  the  General  Plan  and 
the  Priority  Policies  of  Planning  Code  Section  101.1. 
Preliminary  Recommendation:  Approval 

1 0.  (J.  SWITZKY  (41 5)  575-681 5) 

GROUND  FLOOR  RESIDENTIAL  DESIGN  GUIDELINES  -  Resolution  to  Adopt  the 
Draft  Ground  Floor  Residential  Design  Guidelines  as  required  by  Planning  Code 
Sections  144,  145.1  and  827.  Sections  144,  145.1,  and  827  of  the  Planning  Code  (as 
amended  through  the  pending  Eastern  Neighborhoods  Code  package)  require  that 
in  RTO,  NCT,  DTR,  and  Eastern  Neighborhoods  Mixed  Use  (MUO,  MUG,  MUR,  UMU, 
and  SPD)  districts  all  off-street  parking  located  above  grade  must  be  set  back  from  all 
street  frontages  and  lined  with  "active  uses."  These  Sections  state  if  residential  uses  are 
proposed  in  new  construction  to  satisfy  the  requirement  for  "active  uses"  that  their  design 
be  consistent  with  the  "Ground  Floor  Residential  Design  Guidelines  as  adopted  and 
periodically  amended  by  the  Planning  Commission."  The  guidelines  in  this  document 
supplement  the  existing  design  policies  and  principles  in  the  General  Plan  and  the 
requirements  and  standards  in  the  relevant  Planning  Code  sections. 
Preliminary  Recommendation:  Approval 

1 1  a.      2006.0881  ECVZ  (J.  IONIN  (41 5)  558-6309) 

420-430  29^  AVENUE  -  east  side  of  29th  Avenue  between  Geary  Boulevard  and  Clement 
Street;  Lots  01 4B  &  015  in  Assessor's  Block  1460  -  Adopting  findings  under  the 
California  Environmental  Quality  Act,  including  Mitigation  Monitoring  and  Reporting 
Program. 

Preliminary  Recommendation:  Adopt  CEQA  Findings  and  MMRP 

1 1  b.      2006.0881  ECVZ  (J.  IONIN  (41 5)  558-6309) 

420-430  29lh  AVENUE  -  east  side  of  29th  Avenue  between  Geary  Boulevard  and  Clement 
Street;  Lots  01 4B  &  015  in  Assessor's  Block  1460  -  Request  for  Planning  Code 
Amendment  under  Planning  Code  Section  302  to  be  reclassify  the  property  from  RH-2 
(Residential  House,  Two-Family)  District  to  RM-1  (Residential  Mixed,  Low  Density) 
District.  The  request  will  allow  the  maximum  density  of  the  proposed  affordable  housing 
for  developmental^  disabled  adults  to  be  increased  from  ten  (10)  to  twenty  (20) 
residential  units.  The  project  is  currently  within  an  RH-2  (Residential  House,  Two-Family) 
District,  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Adopt  Resolution  of  Recommendation 

1 1c.      2006.0881  ECVZ  (J.  IONIN  (41 5)  558-6309) 

420-430  29lh  AVENUE  -  east  side  of  29th  Avenue  between  Geary  Boulevard  and  Clement 
Street;  Lots  01 4B  &  015  in  Assessor's  Block  1460  -  Request  for  Conditional  Use 
Authorization  under  Planning  Code  Sections  303  and  209. 3(j)  to  allow  St.  Peter's 
Episcopal  Church  to  use  the  existing  three-story  parish  hall  as  its  place  of  worship, 
following  the  demolition  of  the  church  building.  The  project  lies  within  an  RH-2 
(Residential  House,  Two-Family)  District,  and  a  40-X  Height  and  Bulk  District. 
Preliminary  Recommendation:  Approve  with  Conditions 

1 1  d.      2006.0881  ECVZ  (J.  IONIN  (415)  558-6309) 

420-430  29th  AVENUE  -  east  side  of  29th  Avenue  between  Geary  Boulevard  and  Clement 
Street;  Lots  01 4B  &  015  in  Assessor's  Block  1460  -  Request  for  Rear  Yard  Variances 

located  in  an  RH-2  (Residential  House,  Two-Family)  District  and  a  40-X  Height  and  Bulk 
District.  The  Zoning  Administrator  will  consider  the  request  for  the  Variance  concurrently 
with  the  Planning  Commission's  consideration  of  Zoning  Reclassification  and  Conditional 
Use  authorization. 
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1 2.  2008.0899D  (M.  WOODS  (41 5)  558-631 5) 
742  -  42nd  AVENUE  -  east  side  between  Balboa  and  Cabrillo  Streets,  Lot  037  in 
Assessor's  Biock  1603  -  Mandatory  Discretionary  Review,  pursuant  to  Planning  Code 
Section  317,  of  Building  Permit  Application  No.  2008.05.07. 1525S,  to  allow  the  merger  of 
two  dwelling  units  into  a  single-family  dwelling  within  an  RH-2  (Residential,  House,  Two- 
Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  approve  the 
application 

13.  2008.1285D  (A.  STARR  (415)  558-6362) 
2259  BAY  STREET  -  south  side  between  Broderick  and  Divisadero  Streets;  Lot  030  in 
Assessor's  Block  0927  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2008.08.18.9403  proposing  a  2-story  rear  horizontal  addition  to  the 
existing  two-story,  single-family  building  in  an  RH-3  (Residential,  House,  3-Family) 
District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  not  take  Discretionary  Review  and  Approve 

14.  2008.1071DV  (C.  JAROSLAWSKY  (415)  558-6348) 
61  POND  STREET  -  between  16th  and  17th  Streets;  Lot  055  in  Assessor's  Block  3564  - 
Request  for  Discretionary  Review  of  Building  Permit  Application  No.  2007.12.18.0734, 
to  demolish  and  reconstruct  rear  stairs  and  deck  and  the  addition  of  a  500  square-foot, 
partial  fourth  level  to  the  existing  three-level,  two-family  dwelling  in  an  RH-2  (Residential, 
House,  Two-Family)  District  and  a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Do  Not  Take  Discretionary  Review  and  approve  the 
project. 

1 5.  2007.1 439DV  (C.  JAROSLAWSKY  (41 5)  558-6348) 
61  POND  STREET  -  between  16th  and  17th  Streets;  Lot  055  in  Assessor's  Block  3564  - 
Request  for  Rear  Yard  Variance  to  demolish  and  re-construct  rear  stairs  and  deck  at 
three  levels  at  approximately  the  same  location  as  the  original.  The  project  requires 
approval  of  a  Variance  to  construct  within  the  required  rear  yard.  The  Zoning 
Administrator  will  consider  the  request  for  the  Variance  concurrently  with  the  Planning 
Commission's  consideration  of  the  Discretionary  Review  at  this  same  hearing. 

16.  2008.0600D  (S.  MIDDLEBROOK  (415)  558-6372) 
4033  26th  STREET  -  south  side  between  Noe  and  Sanchez  Streets;  Lot  035  in 
Assessor's  Block  6564  -  Request  for  Discretionary  Review  of  Building  Permit 
Application  No.  2008.03.17.7283  proposing  to  add  two  additional  stories  of  enclosed 
living  space  with  a  horizontal  addition  to  the  rear  of  the  subject  building.  The  project 
proposes  to  add  one  vertical  story  flush  with  the  front  building  wall  and  a  second  vertical 
story  that  is  set  back  approximately  12'  from  the  front  building  wall.  The  project  also 
proposes  to  add  a  second  off-street  parking  space.  The  subject  building  is  a  single- 
family  home  located  within  an  RH-2  (Residential,  House,  Two-Family)  Zoning  District  and 
a  40-X  Height  and  Bulk  District. 

Preliminary  Recommendation:  Take  Discretionary  Review  and  approve  the  project  with 
modifications. 

I.  PUBLIC  COMMENT 

At  this  time,  members  of  the  public  may  address  the  Commission  on  items  of  interest  to  the  public 
that  are  within  the  subject  matter  jurisdiction  of  the  Commission  except  agenda  items.  With 
respect  to  agenda  items,  your  opportunity  to  address  the  Commission  will  be  afforded  when  the 
item  is  reached  in  the  meeting  with  one  exception.  When  the  agenda  item  has  already  been 
reviewed  in  a  public  hearing  at  which  members  of  the  public  were  allowed  to  testify  and  the 
Commission  has  closed  the  public  hearing,  your  opportunity  to  address  the  Commission  must  be 
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exercised  during  the  Public  Comment  portion  of  the  Calendar.  Each  member  of  the  public  may 
address  the  Commission  for  up  to  three  minutes. 

The  Brown  Act  forbids  a  commission  from  taking  action  or  discussing  any  item  not  appearing  on 
the  posted  agenda,  including  those  items  raised  at  public  comment.  In  response  to  public 
comment,  the  commission  is  limited  to: 

(1 )  responding  to  statements  made  or  questions  posed  by  members  of  the  public;  or 

(2)  requesting  staff  to  report  back  on  a  matter  at  a  subsequent  meeting;  or 

(3)  directing  staff  to  place  the  item  on  a  future  agenda.  (Government  Code  Section  54954.2(a)) 

Adjournment: 


\nll,  ,   ,)j  Mi  i  llliv  ,111(1  (  (lll  iullll 
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PLANNING  COMMISSION 
Regular  Meetings 
Thursdays,  December  25, 2008 
& 

January  7, 2009 

NOTICE  IS  HEREBY  GIVEN  that  the  Regular  Meetings  of  the  San  Francisco 
Planning  Commission  for  Thursdays,  December  25,  2008  and  January  1, 
2009,  have  been  cancelled.  The  next  Regular  Meeting  of  the  Planning 
Commission  will  be  held  on,  Thursday,  January  8,  2009. 


Linda  D.  Avery 
Commission  Secretary 
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